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MAGRARLANE BEATS 
JONES BY 1 STROKE 
FOROPEN GOLF TITLE 


Pro Conquers Amateur in Sec- 
ond Exira Round of Longest 
Match in History, 72-73. 


FIRST 18 HOLES END 75-75 


Scot Misses Three-Foot Putt at 
Home Hole With National 


Title at Hand. 
STAGES A DRAMATIC FINISH 


Victor Starts Final Nine With Four- 
Stroke Deficit but Surpasses 
Georgian, Who Plays Par Golf. 


By WILLIAM D. RICHARDSON. 

Special to The New York Times. 
WORCESTER, Mass., June 4.—The 
gofis of golf held their 
for Bobby Jones today, 
After a day of dramatic 


but vainly. 
moments such 


as no other championship, American or | 
Willie Mac- | 
the pedagogical-looking Scots- | 
man who presides over the practice tees | 
at the Oak Ridge Club at Tuckahoe, won} 


British, 
farlane, 


has ever witnessed, 


the twenty-ninth open championship of 
America. He defeated the amateur 
champion“today by one stroke, his total | 
for the thirty-six holes played to decide 
the issue at the Worcester Country Club 
being 147 strokes to Jones’s 148, 

The end came on the last hole, where 
Macfarlane took a par 4 and Jones a 


6, through one faulty shot and another | 
died. | 


eplendid ‘‘do-or-die’’ one that 
With the match all even in strokes, and 
everything—fame and riches for Mac- 
‘farlane and a record achievement for 
Jones—at stake, Bobby sliced his drive 
into some long grass after Willie had 
split the fairway. 
Macfarlane pitched onto the upper tier 
of the green, about fifty feet from the 
hole, but facing a treacherous down- 
hill putt to lay dead for his 4, 

Then Bobby played. He was resolved 
to go for the hole, which was cut close 
to the edge of the green, trapped in the 
front. Only a miracle shot would place 
the ball near the hole under the condi- 
tions, although the lie was a good one. 
Bobby made a hasty decision, 
Macfarlane’s ball in a place where a 4 
was inevitable unless he overran, Jones 
determined to play for either a 3 or a 
6 and end the agony then and there, 


Jones’ Shot That Failed. 


The pitch out of the rough kept com- 
ing straight for the pin, and for a sec- 
ond or ,two it appeared as if 
gave him the 1922 title in the play-off 
with another Scot, 
The ball dropped short into the sand, 
causing a gasp to go up from the gal- 
lery banked around the finishing hole. 
Jones was closer to the hole than was 


Macfarlane, who had, therefore, to play | 


first. 


It was situation 


a ticklish 
foot putt on the same green had denied 
him the championship eighteen holes 
previously. There was no certainty that 
he would lay the putt dead; there was 
mo certainty 
out from the trap or put the ball up 
close for a par 4 which would mean 
playing on and on ad infinitum. 

Willie, to his own annoyance, had 
missed five and six-footers previously 
in the round, but he made sure of this 
one. Showing no outward signs of the 
tension that must have been his, calmly 
surveying the line of the putt, he tapped 
the ball and sent it spinning on its 
way toward the hole. On it went, 
getting closer and closer to the hole. 
A great shout went up. “It’s in!’’ No; 
it wasn’t, but it was perilously close to 
the hole, not more than a foot away, 
sitting up for a sure 4—one of the finest 
approach putts ever’ made and a 
wonderful display of nerve and lack of 
nerves. 

And His Last Fatal Putt. 


It was now up to Bobby ‘to play. On 


his next shot would depend whether or} 


not he was to have a chance to equal 
. Chirk Evans's reuord off winning two 
titles in one year. The Atlantan made 
@ courageous recovery to ten feet be- 
yond the hole and if he could get that 
one down it meant another tie and an- 
other round. 

There was a tense 
his stance, glanced along the line of 
putt, drew back his putter and hit the 
ball. It started true for a few feet, 
then swerved off and grazed the side of 
the hole. Macfarlane had won the 
championship—the first Scotsman to 
win the title since 1910, when Alex 
Smith was crowned. 

Thus ended the championship of 
championships, the greatest struggle be- 
tween two of the game's giants that 
the world has ever seen. Never before 
in golf's history had two men been 
forced to play two rounds to decide 
which one of them was to be the cham- 
pion. It was a perfect ending to a day 
of tremendous happenings that forced 
two thousand mad enthusiasts to dash 
hither and about, up and ‘over the hills 
of the Worcester Country Club tn spite 
of a torrid sun that poured down on 
ecorched heads. It was 94 in the shade 
and there was no shade. In the hills 
of the far holes and in the woods the 
heat was stifling, yet it failed to daunt 
the intrepid followers who could not 
afford to miss even so much as a single 
shot in a match such as this. 

Macfarlane’s wonderful accomplish- 


ment in winning the title is best illus- 
trated this way. He tied Jones at the 


end of the seventy-second hoies of tour- 
Mament play proper. He saw his own 
good work in the first round of the play- 


off obliterated by Bobby's almost phen- 
ominal run of luck on the middle holes 
and in the afternoon he began the final 


silence as he took 


Continued on Page Ten. 

SS el 
Velvety greens and fairways, ozone of 
mney mountains, bracing baths, at The 
eenbrier, White Sulphur.—<Advt. 


fingers crossed | 


Having to play first, | 


With, 


he« had | 
brought off another Inwood shot which | 


Bobby Cruickshank. | 


for the} 
Aberdonian, for the missing of a five- | 


that Jones wouldn’t hole! 


24,605. 


House Strack by Lightning 
Four Times in One Evening 


Special to The New York Times. 
BEDFORD HILLS, N, Y., June 5.— 
Lightning, proverbially reputed never 
to strike twice in the same place, 
||’ created a precedent by striking Judge 
Charles Haines’s home on Old Cro- 
ton Road feur times in a single eve- 
ning. 

| 


| 
| 
| 


All four bolts came during the 
thunderstorm of Monday, and three 
of them drove the Haines family from 
their beds. The first bolt struck the 
southern side of the house, ripping off 
boards and plaster and plowing up 
earth for twenty feet alongside the 
foundation. The family, after going 
out to see if the house was afire, 
went to bed again, but were driven out 
a few minutes later when the second 
bolt struck the south gable, leaped to 
an oak tree and stripped it of bark. 
The third bolt came down a chimney, 
scattering bricks, crossed the room. 
leaped through a window and de- 
stroyed a prize bed of rhododendrons. 
|| The fourth bolt, five minutes later, 
shattered an old locust tree, part of 
|} which fell against the house and 
shattered several windows. 


QUICK COURT REFORM 


District Attorney Pictures to 
Georgians Collapse of Federal 
Criminal Law Here. 





| 


| ADVOCATES FOUR CHANGES 





| 
Federal Police Courts and De- 


nial of Bail Pending Appeals 
Are Among Them. 


Special to The New York Times, 

TYBEE, Ga., June 5.—Addressing the 
Georgia State Bar Association at Tybee 
Island today, Emory R. Buckner, United 
States Attorney for the Southern Dis- 
trict of New York, said that the admin- 
istration of the Federal criminal law 
had broken down in his district and 
that it cannot get any worse without 
passing into the hands of a receiver. 
Mr. Buckner came south to call for 
help. He suggested four changes in the 
laws which, he said, would transform 
the present methods of Federal law ep- 
forcement from: the, sort needed in 1875 
to the kind called for in 1923. 

He pointed out that the needed amend- 
ments could only be made by Congress, 
and that he felt. an appeal to Georgia 
lawyers was proper because every Fed- 
eral district is a national affair, that 
constitutional relief can only come from 
the nation, legislative relief only from 
Congress and administrative relief only 
from officials in Federal offices who 
are appointed from all parts of the 
United States. 

“Our local problem is a national prob- 
|lem,’’ he declared. ‘In our great dis- 
| tress we beckon to you and the rest of 
the nation and shout, ‘Come over into 
| Macedonia and help us.’” 


Points to Multiplication of Crimes. 


Mr. Buckner said that the chief reason 
for the breakdown of the Federal crim- 
inal law in New York was thé multipli- 
cation of Federal offenses without ade- 
quate machinery for enforcement and 
that there is not enough magic in a 
Government printing press to act as in- 
vestigator, prosecutor, Grand Jury, 
Judge, clerk, petit jury and all the other 
officials needed for a prosecution. 

He said that it was not alone prohibi- 
tion which paralyzed the administration 
of criminal law in his district, that it 
had become the fashion to make prohi- 
bition the whipping-boy for everything, 
and that the laws that helped to make 
the congestion, and to crush the offi- 
clals seeking to enforce the law, were 
the immigration, pure food, tax, nar- 
cotic, customs, navigation, banking, pos- 

tal and a long lst of other laws, 

‘“‘We cannot enforce these laws in New 
York,”’ he said, ‘‘with our present ma- 
chinery. We have to pick and choose. 
Coerced to choice, I propose so far as I 
can to select the important violators 
of the law instead of the unimportant 
law-breakers. In my district we are 
= to make allotments to the 





various governmental departments, be- 
cause we do not propose to permit any 
one law or group of laws to nullify 
others. We are saying to all of the 
authorities having control of various de- 
*You can 


partments, have this much 
and no more. 

Then Mr. Buckner made his four sug- 
gestions for changes in the present 
method of enforcing Federal laws. These 
changes, he said, 
methods up to date and would replace 
the present, methods that are fifty years 


old. 
The first and most important of the 


proposed changes Suge gests the establish- 
er 


ment of inferior Fe al courts for the 
trial) of petty offenders and misde- 
meanors without indictment and with- 
jour. jury. kn explaining his idea, he 
sa 

“Every Police Magistrate in New York 
can send ,people to the workhouse for 
p= months for petty offenses against 


Continued on Page Five, 


WASHINGTON, June 5.—A_ speciai 
detail of thirty or forty marines Swill 


at Swampscott. 

Those charged with providing proper 
safeguards for the President have de- 
cided that the Secret Service force at 
the White House is inadequate to pa- 
trol thoroughly the boundaries of White 
Court, the home on the cliffs where 
the President and his family will spend 
the Summer. The coast line at that 
point is rugged and unfenced and it is 
deemed advisable to have the grounds 
patrolled. 

When the President’s consent to this 


J) 


‘ ; 


BUCKNER CALLS FOR’ 


would bring the; 


guard President Coolidge during his stay 


step was obtained, it waa found that @ 


| 


| ALLIED NOTE CALLS 
ON REICH 10 DISARM, 
REFUSAL 1S HINTED 


Abolition of General Staff, Army 
| Reduction to 100,000 and Po- 
| “fice to 150,000 Demanded. 
| 


ARMS FACTORIES MUST GO) 


And Secret Training and Gas 
Experiments Cease—Terms 


for Cologne Evacuation. 


SHOWS 


BERLIN ANGER |! 


Foreign’Office Is Voluble In Resent- 
ment, Saying Allies Fear Ger- 
man Trade Here. 


\ 


By EDWIN LL. JAMES. 
Copyright, 1925, by The New York Times Company. 
Special Cable to Tue New York TIMEs. 
LONDON, June 5.—The allied disarma- 
ment note to Berlin, made public here 
tonight, brings home forcibly to the Gov- 
ernment of the Reich, headed by Field 
Marshal von Hindenburg, that Germany 
has not yet liquidated the obligations 
growing out of her défeat in the World 

War. 

In contrast to the manner in which the 
Reich's reparations obligations were 
handled last year, when Germany’s free 
acceptance was asked for and obtained, 
the Allies now demand radical measures 
by Berlin to make good her defaults In 
the military clauses of the Treaty of 
Versailles, cal) for the resumption of 
authority by the Allied Military Control 
Commission to see these changes made, 
and state that Cologne will not be evacu- 
ated until Germany has complied. 

While couched in courteous terms, the 
Allies’ note is basically the strongest 
notification made to Germany in the 
past two years. 

The allied communication is made up 
of a covering note of some 1,200 words, 
then a list of German violations of the 
military provisions of thé treaty, next 
a series of measures Germany must take 
to obtain contro! of Cologne, and, lastly, 
a list of the concessions the Allies have 
already made on the disarmament 
clauses of the treaty; The most im- 
portant allied demands call for the abo- 
lition of the German great general staff, 
for an end to the semi-secret military 
training of millions of. young Germ 
in patriot/e societies and elubs, be, fF the 
immeciaté reduction of the. national po- 
lice from 180,000 to 150,000, for the ces- 
sation of military air training, for pro- 
hibition of gas warfare experiments and 
for dismantling a number of factories 
used for war purposes. 


Term for Cologne Evacuation. 


There is a flat denial of the German 
charge that the-failure to evacuate Co- 
logne last January was either a viola- 
tion of the treaty or a reprisal, it being 
insisted that the treaty plainly states 
that the evacuation of the bridgeheads 
in five, ten and fifteen years after the 
coming into force of the treaty depends 
on German observance of the treaty 
clauses. 


The Allies make it very plain that they 
still adhere to the policy set forth in 
the treaty of keeping Germany a dis- 
armed nation, for in giving reasons for 
their note the Allies say the present 
situation, if not remedied, would ‘‘en- 
able the German Government to recon- 
struct an army modeled on the principle 
of a nation in arms. This would be di- 
rectly counter to the treaty of peace.”’ 
They add that the “totality of these 
defaults ._{s so serious a menace to 
peace’ that so lonmg as these defaults 
remain Germany cannot be considered 
to have fulfilled her, obligations. 

The Allies declare that the evacuation 
of Cologne deperids on Germany and 
Germany alone. In.a short period, it is 
said, Germany can make good and ob- 
tain control of Cologne. This done the 
Allies agree to withdraw the Allied 
Military Control Board and turn its du- 
ties over to the League of Nations. 

The note recalls that only recently, in 
alding forbidden military training in nu- 
merous associations, the Reich has 
again violated the treaty, and then con- 
cludes with the expression of a hope 
that Germany will see the wisdom of 
complying quickly with the allied terms. 


Offenses Cited and Cures Demanded. 


In the annexes to the note the Allies 
set forth a series of items in respect 
to which Germany has violated the 
treaty, and then give a long list of 
measures to be taken, which call not 
only for executive action by Berlin but 
for legislative action as well. 

The first demand is that the Schutz- 
polizel (security police) must be de- 
creased from 180,000 to 150,000, as al- 
lowed by the Allles in 1920, 

In the second place, the national mil- 
itary organization of the police must 
be abolished and its collective military 
training ended, it being made responsi- 


* Continued on Page Four. 


Marines Will Guard President and Patrol 
Summer White House at Swampscott 


t 


Special to The New York Times. 


detail from the White House police could 
not be sent to White Court because 
there is no appropriation for such a 
purpose. Governor Fuller of Massachu- 
setts, learning of the difficulty, offered 
to furnish thirty State Police, but the 
President declined, saying this would be 
too much of an imposition. Finally it 
was decided to use marines. 

The men to serve in the detail will 


be picked from various regiments and 
will be selected personally by Major 
Gen. Lejeune, commandant of marines. 
It is thought that Lieutenant Poe, 
marine officer of the Mayflower, will be 
in charge of the detail. 


Dubonnet Night Cap Cigars, 
United Cigar Stores Coageen 


NEW YORK, SATURDAY, JUNE 6, 


1925. 
| 


Loeb Has Mind Collapse After Measles; | 
Raving and Violent, He Is Strapped to Bed 


Special to The New York Times. 


GO, June 5.—Richard Loeb, 
convalescent from measles, is seriously 
ill inthe prison hospital at Joliet State 
Penitentiary,- suffering from a mental 
condition which suggests, Dr. Herman 
Adler, State criminologist, reported to- 
day, ‘‘a post-infectious delirium.”’ 

““Babe"’ Leopold's partner in the mur- 
der of ‘‘Bobby”’ Franks, a year ago last 
May, has been behaving strangely since 
Tuesday He throws things at prison 
guards, it is reported; has had an im- 
passioned argument with a ‘“‘trusty’’; 
has made several attempts to jump out 
of the window, and so often has raved 


|and grown violent that Warden Whit- 


man has found it necessary to have his 
erstwhile ‘‘model prisoner’ strapped to 
his hospital bed. : 
It is too early, Dr. Adiér says, to 
determine whether or not young Loeb 
is the victim of a serious mental break- 
down, with the possibility of losing his 
mind. It is much more lIikely, Dr. 
Adler believes, that this illness Is a not 


unusual after-effect of an infectious dis-" 


measles, on a psycho- 
The psychiatric expert's 

made today, expresses 
this theory. 


‘“*Richard Loeb,"’ the report reads, “‘is 
recovering from an attack of measles. 


ease, such as 
pathic patient. 
official report, 


According to observations at the prison, 


six hours 


hospital, within the last omg at 
g£ns oO 8- 


he has exhibited increasing s 


have | 


| 


turbance. These manifestations 
been somewhat irregular in appearance, 
but are definitely of-a mental sort. His | 
condition suggests a post-infectious de- | 
lirlum such as is not infrequently ob- 
served in psychopathic individuals after | 
infectious diseases, such as measles.’ 
One thing is certain, Dr. Adler main- | 
tains, and that Js that Loeb ts not feign- | 
ing his illness. Contradicting such a} 
rumor, the alienist declared that ‘“‘that’s| 
the easy story they circulate about 
every prisoner when he is sick.’’ 
eb was taken ill with measles a few | 
wetks ago and seemed to have recov- 
ered completely until Tuesday night, 
when he developed .a temperature. In 
the absence of Dr. W R. Fletcher, prison 
physician, Dr. Harry A. Patterson of 
Joliet was called and at first diagnosed | 
the ailment as a type of mental disorder. 


malingering to get sympathy. 





About this time young Loeb began 
throwing things and trying to jump out 
of the window, so he was strapped to 
his bed. 

With 
the prison, 
the building 
State Board of Health. 

While Loeb’s condition 
growing worse, that of Le 
centl 
pendicitis, 


four other cases of measles 
today by 


seems to 
eopold, who re- 


is as- | Dendicitis, is rey orted improve d. 








BANKS AlD STINNES, 
FEARING COLLAPSE 


Berlin Alarmed by Rumors 
About Huge Organization Which 
Gets 40,000,000 Mark Loan. 


PESSIMISTS SEE A PANIC 


But Reports That Colossal 
Trust Will Liquidate Are De- 
nied as Hugo Takes Control. 


By T. R. YBARRA,. 


Copyright, 1925, by The New York Times Company. 
Special Cable to THe New York TIMzEs. 


BERLIN, June 5.—Does {t mean the 
fall of the house of Stinnes? That is 
the question being asked throughout 
Germany today while the wildest 
rumors bob up as to the significance of 
granting to the Stinnes’ interests of a 
large credit by the Reichsbank and 
other leading German banks. 

From this welter of eyptecra — 
emerges wi anything like sertainty is 
that ihe Wttnnes conerh | l#" Really in 
finaticial difficulties. Anothef fact is 
that these difficulties do not implyfor 
the present, at least—a serious impair- 
ment of the Stinnes financial power er 
German financial panic. 

With the granting by bankers to the 
Stinnes concern of a credit estimated 
as high as 50,000,000 gold marks, the 
immediate difficulties of those who in- 
herited the colossal and complex busi- 
ness left by Hugo Stinnes, Germany’s 
spectacular financial czar, seem to 
have been tided over. But there is 
constderable apprehension in the minds 
of well-informed business men here as 
to what is reserved™by the future for 
the colossal industrial combination 
welded together by the late Hugo 
Stinnes--a combination scarcely ever 
equaled in size and certainly never in 
complexity. 

The rumors flying about here today 
run all the way from an optimistic dec- 
laration that the Stinnes power is abso- 
lutely unshaken to the assertion that it 
is about to collapse, exposing Germany 
to a financial catastrophe. A signifi- 
cant point about yesterday's conference 
at the Reichsbank, where the financial 
support by bankers of the Stinnes con- 
cern was discussed, is that no member 
of the Stinnes family was present. 

Taken in conjunction with the recent 
business estrangement between Dr. Ed- 
mund Stinnes, son of the late Hugo 
Stinnes, and his younger brother, Hugo, 
this is construed by some to mean that 
the Stinnes brothers ‘bit off more than 
they could chew.” They tried to run 
the great interest merged by their 
father. 

Stocks and bonds of the mgny concerns 
comprised in the Stinnes holdings 
dropped sharply on the Exchange here 
today, following reports of the difficul- 
ties whergin the Stinnes heirs were in- 
volved. Nevertheless it is insisted in 
circles usually well informed that noth- 
ing really serious is impending. It is 
admitted that the Stinnes interests are 
facing difficulties and that their reor- 
ganization will be attempted in con- 
junction with the bankers who have 
come to the ald of the Stinnes heirs. 
Beyond that, however, an optimistic note 
was struck similar to that of the short 
communiqué issued-last night after the 
conference between the bankers and the 
Stinnes representatives. Among those 
at the conference was Dr. Schacht, 
President of the Reichsbank. 


The eminence of the bankers helping 
the Stinnes concern is adduced by the 
optimists as evidence of the firm's un- 
impaired solvency. The pessimists, how- 
ever, say that it may mean that the 
bankers are compelled to intervene lest 
the Stinnes concern crash, bringing most 
serious general consequences to Ger- 
many. 

The Socialist organ Vorwirts is par- 
ticularly outspoken in chronicling the 
happenings culminating in the bankers’ 
support of the Stinnes interests. In 
fact were one to read only what the 
Socialists are saying one would gather 
that the days of the Stinnes glory are 
numbered. 

The Vorwirts denounces the Stinnes 
complex as the most baleful product of 
Germany's inflation period. It claims 
that Stinnes’s sons, though not having 
the father’s ability, sought to continue 
his audacious policy of business expan- 
sion until they got hopelessly beyond 
their depth. 

The Vorwi brands the late Hugo 
Stinnes as one the main obstacles to 
Germany's reeoneiliation with other na- 
tions and wloats at what it insists is 





ARMS CONFERENCE 
FOR OUTLAWING GAS 


Geneva Meeting Declares for) the Beekman Street Hospital. 
Immediate Protocol to Bar | char. 


Use of It in War. 


in | 
a quarantine was placed on|! 
direction of the] 
be | 


underwent an operation for ap- | 


| 
| 


| 


fear up 


BURTON STARTS MOVEMERT | 
| 


Delegates Will Draft Agree-| 


ment for Signatures Now With| 


| 


BLACKMAILER KILLS 
THOMAS 1. LEENING, 
WEALTHY INPORTER 


| 
Shoots Victim, Who Had Given| 
Him $8,090 and Refused | 
$7,500 More. | 


ITRAGEDY AT ELEVATOR DOOR 


|Murderer Had Been Befriended 


Later he declared he believed Loeb was/} 


by Mr. Leeming in the Cats- 
kills Seven Years Ago. 


SERVED TERM FOR ROBBERY 


THE WEATHER 


Continued warm today and probably 


tomorrow; 


Temperature yesterday—Max., 


westerly winds. 


96; Min., 78. 


Go For weather report see next to last page. 


~ TWO CENTS 


Arabic’s Passengers Swelter 
Here After Shivering at Sea 


Passengers who arrived yesterday 
on the White Star liner Arabic from 
Hamburg via Southampton, Cher- 
bourg and Halifax found the heat 
very trying, as they had been suf- 
fering from the cold for the greater 
part of the voyage. 

The vessel came 
Circle track, to the northward, in 
order to meke Halifax,. and three 
days ago the temperature was down 
to 40 degrees. Passengers wore their 
heavy overcoats and asked Purser 
Grahl if the Arabic was going in 
search of Amundgen. 

The steam was kept on in the sa- 
loons and cabins until the liner 
passed Nantucket on Thursday after- 
noon. She had 250 passengers aboard. 


GUIDER QUITS HYLAN 
ON SUBWAY TAX PLAN 


| 


over the Great 


in Greater | 
New York } Within 200 Miles | Elsowhere in the U. S 


THREE CENTS| FOUR CENTS 


‘HEAT KILLS 24 HERE: 


93 ARE OVERCOME; 
MAY LAST FOR DAYS 


Official Thermometer Registers 


96 at 4 P. M., While Others 
Show as High as 107. 


‘HOTTEST JUNE 5 RECORDED 


‘Some Merchants Declare Full 
Holiday Today—Charity So- 
ciety Asks Aid for the Poor. 


— . 


| MA ATION’S CASUALTIES HIGH 


| } 
Dead Man Prominent in Brooklyn| Refuses to Vote on Any oe Days’ Deaths Reported to be 





Music and Soclety—Member 
of Many Clubs. | 


omas Lonsdale Leeming, a wea po 
hae aged importer, prominent 
Brooklyn social and musical circles, was 
shot and fatally wounded as he entered | 
an elevator to go up to his office in the 
| builc jing at 130 William Street, Manhat- | 
|tan, yesterday afternoon. He died af 
The slayer was caught after a short 
He was Charles Muller, an ex- 
| convict and alleged drug addict. Muller, 
26 years old, was once a protége 
of Leeming. The importer, driving his 
a steep road in the Catskill 
Mountains one night seven years ago, 
gave Muller a ride. They were friends 
until last October, when Muller began 
to blackmail the wealthy man. 

Rather than let his wife and three 
children, who are in their twenties, and 
his business and social associates hear 
what Muller threatened to say about 
him, Leeming paid the blackmailer 


who is 


Chance fer All Nations to Sign. | | $8,000 last October and December, the 


Copyright, 1925, by The New York Times Company. 
Special Cable to Tur New York TIMEs. 

GENEVA, June 5.—On proposal of 
Representative Theodore E. Burton of 
the United States delegation, a proto- 
col is to be drawn up at once by the 
arms conference with a view to outlaw- 
ing the use of pofson gas in warfare. 
The Protocol will be based upon Article 
5 of the Washington treaty and added 
to the traffic in arms convention. 

This was decided by the arms con- 
ference today, after a long discussion, 
as the best manner of dealing with the 
problem of poison gases. / 

Mr. Burton, in making the proposal 
for inclusion in the arms convention of 
the provision based on Article 5, said 
that if this could not be done President 
Coolidge would issue an invitation to the 
powers represented here to attend a con- 
ference at Washington for the prohibi- 
tion of chemical warfare. 

The United States delegation at the 
beginning of the conference proposed an 
amendment to probibit export by con- 
tracting parties of all poison gases in- 
tended or designed for use in connec- 
tion with the operations of war. A 
similar proposal was made by Poland in 
regard to bacteriological warfare. 

In the Military Commission it was de- 
cided that such prohibition of exparta- 
tion would not have the effect of put- 
ting an end to chemical or bacteriologi- 
cal warfare, first, because the prohibi- 
tion of exportation would in no wise 
prohibit producing States from making 
use of this war material. Secondly, the 
prohibition would be difficult of appli- 
cation as it would be practically impos- 
sible to discriminate between chemical 
products used for industrial, pharma- 
ceutical and other purposes and those 
which might be used for chemical war- 
fare. 

For this reason it was decided the 
problem could be definitely solved only 
by a universal undertaking to abstain 
from chemical and bacteriological war. 
The committee expressed the hope that 
a conference to this end would be 
called and suggested the inclusion in 
the final act of the conference a clause 
which after stating the desirability of 
suppressing such form of warfare, con- 
cludes: ‘‘Every effort should be made 
to conclude as soon as possible a uni- 
versal convention dealing with the prob- 
lem of chemical and bacteriological 
warfare in general.”’ 

At the beginning of this afternoon's 
session a Swiss delegate presented an 
amendment, which, after declaring gases 
and analogous liquids banned by civi- 
lized nations and prohibited by agree- 
ments between a large number of pow- 
ers, says the conference notes ‘“‘that in 
these circumstances chemical means of 
warfare in particular are included 
among implements and materials’’ pro- 
hibited by international law ‘‘under 
Article 10 of the present convention.”’ 

After recognizing the difficulties of 
prohibition of export of these materials, 
the delegates recommended calling a 
conference. 

Burton Asks Quick Action, 


Representative Burton said it was pos- 
sible to take even more prompt and ef- 
fective measures and that calling a 
formal conference was unnecessary. 

He continued: 

“I should like, therefore, to recom- 
mend that we take this occasion to pre- 
pare here and now a resolution based on 
Article 5 of the treaty at Washington 
with a view to ®s immediate signature 
by delegations which may be prepared 
to do so but which would be open to 
signature of other States for a reason- 
able time whether represented or not. 

In this we will have taken a very def- 
inite step towards universal prohibition 
of gas warfare. 

‘“‘In event that for any reason it is felt 
action I have suggested can not be taken 
this time the President/ of the United 
States will be glad to extend an invita- 
tion for a meeting in Washington with 


a view to framing a convention for the 
prohibition of the use of asphyxiating 


Continued on Page Six. 


you Ler of Writi 
“hin of Whiting—advee 


| 
} 





| police were told after the murder. Yes- 
terday Muller demanded from Leeming 
an additional $7,500, which he said 
Leeming had promised him. 

Muller stopped Leeming when the im- 
porter entered the lobby of the office 
building. Brushing past him, Leeming 
walked to the elevator and appealed 
for assistance to the elevator operator, 
Hugh Ferally, and the assistant super- 
intendent of the buliding, Charles Hub- 
ner, 

"I've been annoyed by this mian’s fol- 
lowing me and I don’t want him to come 
up on the elevator with me,’’ said Leem- 
ing. 

“IT want to-ses you just @ minute," 
Muller sald, Keéping oné hand in his 
coat pocket. 

Fires Three Shots. 


Leeming turned toward the elevator, 
whereupon Muller fired three shots 
through his coat pocket from a .25- 
ealibré automatic. One bullet struck 
Leeming in the stomach and he fell on 
the floor. Muller ran into William 
Street and fled through the lunch-hour 
crowd. Hubner, Ferally and others, 
yelling for the police, chased him to 
Ann Street, where he was caught by 
two policemen. 

An ambulance took Leeming to the 
hospital. Muller was brought to his 
bedside. The dying man raised himself, 
pointing a trembling finger at Muller, 
and said: 


“That man is an ex-convict. I be- 


| friended him and ‘he shot me.”’ 


“I’m sorry my gun jammed,” said 
Muller. “If it hadn't, I'd have given 
you the rest of it.’’ 

Muller first told the police that he was 
the illegitimate son of a brother of 
Leeming, and that Leeming had with- 
held $15,000 which the brother, on his 
deathbed, had entrusted to Leeming to 
give to Muller. After several hours’ 
questioning he admitted this story to be 
untrue. 


Admits ‘‘Framing Up’’ Leeming. 


The slayer then said that the. real 
reason for the killing was Leeming’s re- 
fusal to pay further money. Muller 
said that he and another young man, 
also a protégé of Leeming, ‘‘framed”’ 
Leeming last October in a room in the 
Hotel Pennsylvania, where Leeming 
was living temporarily. On the follow- 
ing day he received $500 and in Decem- 
ber he received $7,500 from Leeming, 
according to Muller. 

At the time of the $7,500 payment, 
Muller went on, Leeming promised to 
pay him $7,500 more in three months. 
He said that he had been out of town 
since December and did not try to col- 
lect the second $7,500 until yesterday. 
Muller came here Thursday from Phila- 
delphia, where he had been living. 

The story of the $7,500 payment in 
December was corrobdtated by Irving 
McQuade, Leeming’s financial secretary. 
McQuade said that Leeming telephoned 
him as follows one morning: 

“Mac, dgaw a check for $7,500 and 
bring it to me at the Hotel Imperial.”’ 


“You mean $750?" McQuade replied. 
“No, $7,500. Draw a check on my ac- 


Continued on Page Two. 
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of John H. McCooey. 





Borough President Joseph A. Guider | 
of Brooklyn broke away from Mayor} 
Hylan at the Board of Estimate meet- | 
ing yesterday and, after declaring he | 
was opposed to financing the construc- | 
tion of the proposed city subway sys- 
tem by assessments, refused to vote on} 
all except two of the proposed subway | 
routes recently submitted to the board 
by the Board of Transportation. 

At the request of Mayor Hylan and} 
Julius Miller, Borough President of | 
Manhattan,.Mr. Guider modified his op- 
position to the Board of Transportation 
sufficiently to vote for the validation 
of the two sections of the Sixth Avenue 
route, clearing the way for further 
progress on Mr. Miller’s pet project of 
removing the Sixth Avenue elevated 
structure and substituting a subway. 

Mr. Guider’s firm and outspoken op- 
position to the plan for making possible 
a five-cent fare on the city’s proposed 
subway system by raising 60 per cent. 
of the cost by direct tax and assess- 
ment on property benefited was con- 
sidered to have more than ordinary 
political significance and to reflect op- 
position to this method of findiving 
which has already risen in Brooklyn. 
Mr. Guider was named as Borough 
President with the support of John H. 
McCooey, the Brooklyn Democratic 
leader, whose support is essential to 
Mayor Hylan if he is to get a renom- 
ination. He will undoubtedly be a can- 
didate for re-election and made evident 
that he had no desire to run 4s a spon- 
sor of the plan suggested by John H. 
Delaney, Chairman of the Board of 
Transportation. + 


Guider Outlines His Standa. 


“IT am opposed to the financial. provi- 
sions in the Delaney report,” Mr. 
Guider said. “‘I do not at all approve 
the suggested routes for that part of 
the proposed municipal subway system 
to be located in Brooklyn. I think ac- 
tion’ at this time is unnecessary and I 
am opposed to it.’’ 

It apparently had been Mayor Hylan’s 
intention to seek the validation of the 
twenty-two routes proposed by the 
Board of Transportation. He seeming- 
ly did net know just what to make of 
Mr. Guider’s declaration, and said: 

“But the financial phases of the re- 
port are not under consideration to- 
day. Won’t you please go along with 
us on some of these things, especially 
on these routes located in Manhattan?” 

Mr. Miller added his plea, and Mr. 
Guider agreed to vote for two routes in 
Manhattan, which were adopted unani- 
mously. 

The routes approved are 101D and 
101C. The former covers the north and 
south route in Sixth Avenue from Car- 
mine Street to Fifty-third Street, The 
latter is a continuation of the same 
line. south from Carmfne Street to Lis- 
penard Street. 

“This marks the completion of the 
second step in the removal of the Sixth 
Avenue elevated and its replacement by 
a subway,” said Mr. Miller. ‘I am glad 
that Mr. Guider agreed to these routes, 
for the removal of the unsightly Sixth 
Avenue structure is essential to the  2- 
velopment of downtown Manhattan.” 


Craig Loses on Five-Cent Fare. 


Earlier. in the meeting Controller 
Cratg made another unsuccessful at- 
tempt to get the board to consider his 
Municipal Assembly bill imbedding the 
five-cent fare in the city charter, and 
launched Mayoralty booms for Mr. De- 
laney and Murray Hulbert, former 
President of the Board of Aldermen, 
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Governor Giociernanes Sasi Glnninil WARN aia Cancels 1,040 Engagements; 
Doctor Orders Him Not to Use His Voice 


Special to The New York Times. 


ALBANY, June 5.—Governor Smith to- 
day directed his Secretary, George B. 
Graves, to cancel 1,040 personal and 
speaking engagements. This action be- 
came necessary, the Governor said 
through his secretary, because of the 
condition of his throat, 

This afternoon the Governor had a 
leng talk with his physician, who 
strohgly advised that for the next few 
weeks at least he give up all speaking 
engagements and confine himself to such 
matters as would not compel him to use 
his voice. 

The Governor objected, but the physi- 
cian told him that otherwise there might 
be serious consequences, 

‘In that case,”” the Governor Is re- 
ported to have said, ‘‘the engagements 
will be given up.” 

Secretary Grayew said he expects te 
~~ 


a9 


have some difficulty ‘' explaining to 
the Governor’s friends. Each one will 
receive a personal letter from the Gov- 
ernor, he said. 

Governor Smith was still at the Exec- 
utive Mansion tonight, not having gone 
to the Capitol since he returned from 
New York earlier in the week. 

He does not expect to go to the Cap- 
itol before Monday at the earliest.” He 
will see but few visitors then and none 
where it will be necessary for him to 
hold an extended conversation. The Gov- 
ernor is conserving his strength for the 
meeting of the Barge Canal Survey 
Committee, which was authorized - by 
the last Legislature. This meeting is 
set for Thursday. 

The Governor sent word that his gen- 
eral health, other than the throat dif- 
ficulty, is ~— 


+ 


| the afternoon, 


|} days was absent and 


| East and Midwest. 


167—Many Schools Close—New 
Heat Records Up-State. 


Twenty-one deaths and ninety-three 
prostrations or injuries due to the heat 
were recorded yesterday, the fifth day 
of the hot wave, when the temperature 
mounted to 96 degrees at 4 o'clock in 
one degree hotter than 
on Thursday. It was the hottest June 
5 on record in New York City. 


Reports of deaths began to come in 


| before daybreak, when even the relief 


brought by the breezes of preceding 
people -sweltered 
in rooms from which sleep was ban- 
ished. The toll mounted = steadily 
through the day, as those weakened by 
|} four days of heat succumbed under the 
oppressive sun. The day began under 
@ dull leaden sky, but before noon the 
sun broke through to scorch and burn 
| again, 

It was the same throughout a greater 
part of the country, for record tempera- 
tures were reported all through the 
Schools and fac- 
tories clesed, and thermometers in the 
sun reached marks of 120, and even 
more. 

There is as yet no prospect 
for several days. The weather forecast- 
ers explained last night that the un- 
usual duration of the hot weather was 


caused by a low pressure area in the 
North, which drew winds from the Guif 
of Mexico heated as in an oven ny their 
passage over the country. Until that 
area breaks there can be no relief. 

The official temperatures recorded 
here yesterday were: 


of relief 


*No Sehding. 
The hougy temperatures from mid- 
night to 10 P. M. each day of the five 
in the present heat wavé were as fol- 
lows: 
Tues. Wed. Thurs. ve 
Midnight 80 81 
1 M. 
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A ‘total of 167 deaths has been reported 
all over the country in the five days, 
about evenly divided between the East 
and the Central States. Five deaths 
were recorded in Philadelphia, yester- 
day, where the temperature reached 
100.3 Seven deaths were recorded in 
Pittsburgh. 

The dead and prostrated or otherwise 
injured in the metropolitan area were: 
DEAD. 


BURKE, AGNES, Pert Pichmond, Staten Is- 
land: overcome at Pirst Avenue and Sev- 
enteenth Street; died in Bellevue. 

DACURA, SIGMUND, 4 years old, 81 Rocky 
Hill Road, Bayside; died at home. 

DOMINICK, THRASEL, 40, of 225 Avenue 
B; died in front of 229 Avenue B. 

FRUMERIE, GUSTAVE, 77, 156 Fulton 
Street; died at Port Richmond Terminal 
of the Bayonne Ferry on Staten Island. 

KERRNAN, JOHN, 58; died at home at 207 
Central Place, Orange, N. J., after 
working all day in heat. 

KEYSER, BENJAMIN F., 105 ape old 
Lancaster Road, Ridgefield, N. : died 
in North Bergen Hospital. 

KLINE, JACOB, 81, of 148 Hackensack 
Plank Road, Union City, N. J.; died at 
home. A Civil War veteran. 

KNUSSMAN, FRANK, of 408 East 
Seventy-third Street; at Harlem 
Hospital. 

MACOLOSO, PASQUALE, 44, 243 New Jer- 
sey, Avenue, Brooklyn; died at St. Mary’s 
Hospital. 

MORAN, MARY, 
fourth Street; 
pital. 

MOWMAYER, WILLIAM, 62, 1,556 Second 
Avenue, Manhattan, died in a sidewalk 
booth at Ocean Avenue and Lockwood 
Court, Howard Beach, Queens. 

PICKPECK, ANDREW, 35, 315 East Elev- 
enth Street; died at his office, 61 East 
Fifty-fitth Street. 

REYERS, PETER, 49, 515 Hackensack Plank 
Road, Union Hill, N. J., died in North 
Hudson Hospital in Weehawken. “ 

17, of 238 Osborn 
died in St. Vincent's 
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57, 


died 


58, of 429 West Fifty- 
died a® Metropolitan Hos- 


SALZMAN, DINAH, 
Street, Brooklyn; 
Hospital. 

SHERRY, WILLIAM, 3, 760 Second Avenue; 
killed by falling from a fireescape at 433 
East Twenty-third Street. 

STUTZKA, JOHN, 64, Perth Amboy; died 
in Perth Amboy Hospital. 

TIGLE, ISAAC, 72, 10 Marie Place, Newark: 
overcome at we home and died in City 
Hospital, Newark, 

YURGAIT, EDWARD, 44, 83 Bond Street; 
died in hospital at Elizabeth, N. J. 
ZITO, SALVATORE, 50, 117 Jefferson Street, 
Newark; overcome at Market and Jack- 
son Streets and died at St. James Hos- 

pital, Newark. 

UNIDENTIFIED MAN, overcome while 
working in a stable at 1,417 Park Ave- 
nue and died in Harlem Hospital. 

UNIDENTIFIED MAN, about 5O years, 
found dead in thicket in Central Park 
West Drive and Eighty-second Street. 


Overcome, 


ABRAHAMS, MORRIS, 43, 1,033 Stebbinge 
Avenue, the Bronx, at 49 West Thirty- 
eighth Street; taken home. 

ALLEN, Mrs, ANNA, 40, at her home, 
Morrell Street, Brooklyn. 

ARRUTO, DOMINIC, 58 years old, 486 Bast 
136th Street, the Bronx, at 1,371 Shake- 
speare Avenue, Fordham Hospital. 

BARR, THOMAS, 25, 188 South Street, 
Jersey City, at Bower Street and Hudson 


21 


Boulevard, Jersey City and sent to City  . 
Boslal : 





, 


HERMAN, 


age 1 POLION, 56, 
teenth Avenue, 


County Hospital. 
BERGER, RUTH, 29, 


Brooklyn, at 6 East Twenty-ninth Street 
taken honie. 


BERKOWITSKI, Mrs. 


no home, 


Brooklyn. 


at 


EVA, 


122 Clara Avenus, 


30, maid at 


.Willard Parker Hospital, overcome there 


“and taken to Bellevue Hogpital. 
BOYD, FRANK, 33, 133 West 136th Street 


the Bronx, at 2,685 Valentine Avenue, the 


Bronx; to Fordham Hospital. 
BURLEN, RUTH, 24, 296 Past 148th Street 


at Third Avenue and 129th Street; taxes 


“home. 


CABRIEL, JOHN, 45, of 246 
Street, Bayonne; while working on 
building at Glenwood and Bergen Ave- 
hues, Jersey City; at City Hospita: 

CALLAHAN, JAMES, 31, 789 Tenth 
nue; at Fiftieth Street and Tenth 
‘ue; taken home. 

CAPUTO, HELEN, 
Jersey. City, 
Hospital. 


« 


4 


Ave- 


2,348 Whiton 


CARLON, EDWARD, 55 years old, 101 East | 


138th Street, the Bronx; at 138th Street 
and Mott Avenue, the Bronx; to Lincoln 
Hospital. 


CASSIDY, 2 


~- 


MARGARITE, 


ster and Seventh Avenues, 
City; sent. home. 


CONNORS, MARY, 56 years old, 75 Seaman | 


Avenue; at 110 West Sixty-ninth Street; 
at Knickerbocker Hospital, 

CONROY, JOHN, 38, 34 Bethune Street; at 
heme; to St. Vincent's Hospital. 


COSTELLO, FRANK, 31, 81 Gorden Street, | 


Newark; at Pacific and Chestnut Streets; 
taken to the City Hospital. 


DECKER, GEORGE, 45, 3,284 Hudson Bou- 


levard, 
to City 


Jersey City; 


Hospital. 


at home and 


sent 


DOMERIK, THROFIL, -40, 225 Avenue B; at | 


home. 

DUFFY, TERRENCE, 
Street, the Bronx; 
Lincoln Avenue, 
Hospital. 

FAIRBROTHER. GEORGE, 
Street, Brooklyn: at 32 
taken home. 

FLEICHERM, RUTH, 19, 915 Elsmere Place, 
Bronx; at 482 Fifth Avenue; 


54, 
at 
the Bronx; 


361 Fast 
132d Street 
to Lincoln 


151 
Court 


Congress 
Street; 


Elinhurst; at work on Foster 
Long Island City; at St. John’s Hospital 


FLOYD, THOMAS, 36, 267 West Seventeenth | 
Street, on platform of ,Third Avenue ele- | 


vated station at 156th Street. To Lincoln 
Hospital. 

FRANCISCALINO, JACOB, 
enty-fifth Street, 
tifth Street; taken home. 

FROCLONE, MARY, 26, 433 
Street, Bronx, at 
Street; sent home. 


FROMMER, PAULINE, 


hw Sev- 


2,011 
186th 


Mast 


765 Mena 


Fourteenth | 
a 


Ave- } 


Street, | 
at home and sent to City! 
j 


4, 113 Eighth | 
Street, Long Island City; at work, Wep- | 
Long Island 


138th | 
and | WELCH, CARL, 


sent home. 


FLEMING, THOMAS, 22, 91 Seabury Street, | 
Avenue, | 


Brooklyn, at 34 Thirty- | 


31 East Twenty-eighth | 


! 
Street, | 
Brooklyn, at 752 Broadway; taken home.! sections of the city among the poor was 


GALLAGHER, JAMES, 52, 4,145 Fifty-fourth | 


Street, 
Avenue 
ftation; 


Woodside, Queens, at Lexington 
and Forty-second Street subway 
at Bellevue. 


GARNETTO, 58, 426 Eait 163d Street, Bronx, | ciety sent out the following notice: 


at 1,371 Shakespeare Avenue, 
Fordham Hospital 

GEISER, LILLIE, 
nue, the Bronx, 
eichth Strect; -aken home. 

GENTILE, JOHN, 18, 184 Fourth 
Brooklyn, at Lincoln Place and 
Avenue, to Jewish Hospital 

GOLDRICK, JOHN, 35, Fourteenth and Erie 
Streets, Jersey City, at Bergen and 
Mercer Streets, Jersey City; City Hos- 
pital. 


GERAGHTY, ANNA, 
eighth Street, at 
Street, home. 

GROSGOWGI, OLGA, 18, 4,250 South 
tieth Street, Jackson Heights, 
at home. 

GROVE, WILLIAM, 18, 789 Stone Avenue, 
Brooklyn, at home. 

HALLE, STEPHEN, 26, 108 Floyd 

* Brooklyn, at Franconia Avenue and Par- 
fons Boulevard, Flushing, to Flushing 
Hospital, 

HANSEN, Miss BETTY, 
Pa., visiting friends 
come on street and 
Hospital. 


HAWLEY, 


Bronx; at 


an, 
“uv, 


1,961 
at 133 


Intervale Ave- 


West 


Avenue, 
Fourth 


44, 50 West Ninety- 
138 West Thirty-fifth 


Twen- 


ono 


in Newark, 
taken to the 


over- 
City 


PATRICK, 45, 321 Tenth 
Jersey City, City Hospital; serious. 
HEARN, WILLIAM, 45, 511 West 184th 
Street, at Broadway and Academy Street, 

to Columbus Hospital. 

PEARL, 145 Alabama Avenue, 
Brooklyn, at 752 Broadway, taken home. 

HIRSCHMAN, SIGMUND, 66, 1069 West | 
lifty-third Street, at Sixth Avenue and 
Central Park South, to Metropolitan 
Hospital. 

HOLMES, WILLIAM, 142 Tenth Avenue, | 
at Bellevue Hospital. | 

HORN, AGNES, 30, 216 West 116th Street, | 
at Seventh Avenue and 129th Street, sent} 
home. | 

HOROWITZ, Mrs. ESTHER, 75, of 42 Ran- 
kin Street, Newark, at home; to Beth } 
Israe] Hospital in serious condition. 

HUGHES, ANDREW, 42 West Twenty- 
second Street, Bayonne, at 138 West 
Twenty-fifth Street; to Bayonne Hospital. 

JACKSON, FLORENCE, 34, 116 
Strest, Jamaica, at Pennsylvania 
tion; taken home. 

KAPLOWITZ, SAMUEL, 59 Thatford 
Avenue, Brooklyn, at Broadway and Ful- 
ton Street; to Bellevue Hospital. 

KELLEY, THOMAS, 56, 121 South Twerty- 
third Street, Flushing; received fractured 
left shoulder when he fell from the sec- | 
ond floor window of his home; tu Flush- 
ing Hospital. 

LARSON, BETTY. 158, 
Brooklyn, at 79 Bridge 
berland Street Hospital. 

LEE, WILLIAM, 64, 2,231 Third Avenue, 
Hotel Arion, Third Avenue and 1 
Street. To Harlem Hospital. 

MACFARLANE, SAMUEL, 60, 1,501 Madison 
Avenue, near Mount Sinai Hospital; 
taken there and transferred to Bellevue. 

MAPKIN, , 48, 797 Avenue, | 
Lond Isiand City, to 
John’s Hospital. 

MASON, BENNY, 26, 541 
Brooklyn, at 841 Broadway. Sent home. 

McLAUGHLIN, WILLIAM, 38, 151 Fifty- 
seventh Street, Brooklyn; to Kings Couny 
Hospital. 

MINOR, JOSEPH, 43, 145 Waverly Place, at 
112 McDougal Street; to Bellevue. 

MORRA, JOSEPH, 3, 133 Van Horne Street, 
Jersey City, at home. Sent to City Hos- 
pital. Serious. 

MULTRIED, FRANK, 
Street, at home. 

NAIFEL, PHILIP, 3,405 Avenue Q, Brook- 
Ivn, at 719 Seventh Avenue; to Bellevue 
Hospital. 

NARSTOCK, JOHN, 45, overcome on Fourth 
Street, Long Island City and taken home. 

NELSON, HENRY. 35, 429 Sixty-first Street, 
Brooklyn, at 126 Front Street; to Beek- 
man Street Hospital, 

NEWMAN, JOSEPH, 73, inmate of the Hud- 
son County Imshouse, overcome in 
Hamilton Park, Jersey City, Taken to 
St. Francis Hospital there. 

PATTERSON, WALTER, 54, 
Street, Brooklyn, at Jersey City; 
Hospital of Jersey City, 

PLANK, AUGUST, 26, 485 Staie Street, 
Brooklyn, at Farragut Road and East 
Twenty-ninth Street, Brooklyn; seat home. 

POSETENTOMO, MICHAEL,» 30, 550 West 
Thirtieth Street, at 208 Seventh Avenue; 
home. 

RANKEN, MANDEL, 50, Norfolk Street, 
at 202 West Forty-first Street; to Belle- 
vue. 

REILLY, WILLIAM, 30, 
sixth Street, at home; 
Hospital. 

RISSO, JAMES, 

» at home. 

SALO, CHARLES, 
Street, at 436 West 
home, 

BCHWENFURT, WILLIAM, 50, Fifth Street, 
Weehawken, at 54 Franklin Street, Jer- 
sey City; to City Hospital. 

SEIFERT, 
at work 
nue and 
Hospital. 

SHEEHAN, JOHN, 55, 1,032 Tenth Avenue, 


Street, 


wo 
‘2, 


oe) 
52, 


Sta- | 


9» 


1,314 Avenue K, 
Street; to Cum- 
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d 


a 
22 


Sixteenth 
near home; 


whe 


Powell Street, 


29, 502 West 213th 


- 


79 
(P’4 


Howard 
to City 


26 


81 East 
to St. 


Twenty- 
Vincent's 
2 Frost Street, Brooklyn; 
36, 126 West 
126th Street. 


107th 
Taken 


Seventh 
To 


Hotel Theresa, 
125th Street, 


in 
Harlem 


Twenty- | 


| 


| 
} 
} 
| 


| 
} 


| 
| 


Queens, | fortunates 
|}as many of our families as possible and 


jin 
Street, | 


of Scranton, | 


| to close their stores today to give full} 


{ported that some factories 


| pPloyees would have the day off. 
| demand for electric fans, many of them | 


|} such a large fan business that the per- 
|} sons standing in line were even greater 


| aor naen dancing unit combined a hunt 
| tor 
| get some publicity b 


| the pool at the foot of the Maine Mon- 


; appear In the West Side Court today. | 


HERMAN, 40, address unknown, | 
Ave- | 


at Tenth Avenue and Forty-fifth Street; | 


fell to pavement and cut head; sent home. 


BERNARD, 
Brooklyn, 
Avenue; taken home. 


SIMPSON, JOHN, 50, Baltimore, at Fourth 
and Flatbush Avenues, Brooklyn; to Long 
Island College Hospital. 


24, 182 New Lots 
at 336 Knickerbocker 


SILVER, 
Avenue, 


| thermometer in the sun on a construc- 


@MITH, ALMA, 336 Sixth Street, at 34 West | 


Fouth Street; sent home. 
SPINDLER, FANNIE, 401 East Eighth 
Street, at 752 Broadway; to Bellevue. 
STEIN, LENA, 20, 144 Attorney Street, 
2,157 Prospect Avenue, Bronx; 
home. 

STIEKER, 
Jersey City, 

pital. Serious. 

SULLIVAN, PATRICK, 35, East 
Seventy-sixth Street, at Seventy-fourth 
Street and Third Avenue; taken home. 

TAYLOR, ROBERT, 36, 244 West Fifteenth 
Street, at 150 West Fourteenth Street: 
to New York Hospital. 

THOMPSON, CONRAD, 40, 150 Twenty- 
ninth Street, Flushing, at Broadway and 
Whitestone Avenue, Flushing; o Flush- 
ing Hospital. 

TREVELLI, FERDINAND, 20, 
Street, Elizabeth; to Alexian 
Hospital. 

TROWDER,. 
gue, Brooklyn, 
home. 

UNIDENTIFIED MAN, at 
ter Road, the Bronx; 
pital. 

UNIDENTIFIED MAN, in front of 258 West 
Thirty-nfnth Street; to Bellevue. 

UNIDENTIFIED MAN, 35 years old, having 
card. with name of E. H. Weman, 27: 
Crospery Avenue, Brooklyn, at Nostrand 
Avenue and Eastern Parkway; to 
County Hospital, 


UNIDENTIFIED MAN, 
. pounds 


at 
taken 


ERNEST, 78,312 Ocean Avenue, 
at home; sent to City Hos- 


90% 
220 


39 Spring 
Brotiers’ 


THOMAS, 80, 1,081 
on Brooklyn 


Reid 
idge; 


Ave- 
br 


1,672 East Ches- 
to Fordham Hos- 


40 years old, 


: . 
re ~ 


. : 


| Utica sweltered, and Emile Brucker, 45 


| there. 


| sought relief from_the heat in a brook} 


sent 


| ton, 


Kings | 


160 
suit, at Green Street and | whether the climate of ti\s country is 


| Wave 


. 


5,518 
Kings 


Egg Fried in Nine Minutes 
On Pavement in’ Washington 


Special to The New York Times. 

WASHINGTON, June 5.—The 
experiment of frying ar”egg on the 
asphalt pavement of the street was 
carried out this afternoon in nine 
eninutes at Fourteenth Street and 
Pennsylvania Avenue. 

The egg was broken ind care- 
fully placed on the roadway, at 
12:42 o'clock and the process of 
frying was checked with a stop- 
watch. At 12:44 the edges of the 
egg began to sizzle, at 12:46 the 
|| yolk began to cook and at 12:51 
the egg was fried to a turn. 


| 


“THE NEW YORK TIMES, SA 


gradually changing. Belief that the 
present hot spell is unprecedented {is 
contradicted by the records. 

In 1894 there were nearly eight weeks 
from June 9 to July 31 when the tem- 
perature hovered around the . The 
hottest temperature recorded in that 
timé was 99 pean hype on June 23, and the 
lowest 69 degrees on July 8. Except for 
five or six cool days in all those eight 
gg there was little rellef from the 
neat, 

In 1896 there was another hot period 
and in the week ending Aug. 15 of that 
year 651 ersons died in the United 
States of heat prostrations. -In recent 
years New York has known Summer 
| days when the heat was excessive, but 
| usually a cooling Summer shower has 
| followed. 


4 DROWN AT MOUNTAINVIEW. 


enone 


Seized With Cramps. 


MOUNTAINVIEW, N. J,, June 5.— 
Four persons were drowned in and 
about Mountainview tonight, and many 





No one volunteered to eat it. 


Manhattan Avenue, Brooklyn; to Green- 
point Hospital. 

UNIDENTIFIED WOMAN, 19, at Sixth Ave- 
nue and Eighth Street; to St, Vincent's 
Hospital. 

VANDERBERG, THOMAS, 37, 626 East | 
Jersey Street, Elizabeth; to Elizabeth | 
Hospital. 

WAGNER, FRED, 58, 202 East Twentieth 
Street, at 250 Third Avenue; to Bellevue 
Hoapital, 

| WEIN, HYMAN, 40, 10 Cannon Btreet, 

home; to Bellevue Hospital. 

42, 254 Grand Street, Long 
Astoria and Eighteenth 

to St. John's 


at 


Island 
Streets, 
Hospital, 

WHITE, FRANK, 
Pier 49, North 
Hospital. 

ZINDER, DAVID, 67, 700 Whitlock Avenue, 
Bronx, at Lexington Avenue and Eighty- 

Street; to Reception Hospital. 


City, at 
Long Island City; 


50, 110 Ninth Avenue, at 
River; to St. Vincent's 


| sixth 
Appeals for Aid, 


Although the official temperature in| 
| New York City yesterday was 96 at 4/| 
P. M., a thermometer under an awning | 
at Pierrepont and Fulton Streets, Brook- 
| lyn, registered 107, and other thermome- | 
ters exceeding 100 at oth®r points in the | 
metropolitan area. 


The suffering in the tenement house 





so great that charity societies sent out} 
their first appeals for help. Lawson 


Purdy of the Charity Organization So- 


“With 6,232 children under the care 
of the society and 1,749 families where 
ther® is serious illness, the present heat | 
is causing us grave concern. Our} 
workers are at the point of exhaustion 
themselves trying to relieve the atta | 
ation. 

“I want to ask the public to help us 
by sending In relief funds at once. Espe- | 
cially those who are sping to be able} 
to escape the city’s hedt and get away! 
for the week-end or longer should feel 
glad to send something for the city’s un- 
who are left behind. 

“*‘We are arranging fresh air care for 


are sending extras to those who He ill 
tenement homes. Checks made pay- 
able to the Charity Organization Society 
will be used at once and gratefully re- 
ceived by gll of us." 

Although there was no concerted 
movement to do so the Merchants’ As- 
sociation heard that some merchants, in| 
various parts of the city, were planning 
holiday to their workers and it was re- | 
might also} 
close. The Metropolitan Life Insurance | 
Company announced that its 9,000 em- 
The | 
merchants also reported a tremendous 
having already exhausted their stocks. 
The New York Edison Company did 


than in 1917, when scouts for dealers 
were telephoning all over the city trying 
to locate fan stocks. 

Many of the Magistrates’ courts re- 
laxed their dignity because of the heat 
and those awaiting call were permitted | 
to remove their coats and collars. There | 
were 550 cases waiting to be called in 





|} the Traffic Court, and the rooms were 


packed. 
There was a lot of excitement as well 
3 t-in-Columbus Circle when some | 
Ss —wHoowere attending the Gertrude 
with an oppartunity to 
y dashing in bath- 
Century Theatre to 


coolness 
ing suits from the 


ument and taking a dip. They tied up 
traffic, and one of them, Catherine Gal- 
limore, 18 years old, of 182 Bergen 
Street, Brooklyn, received a summons to |} 


The others took to the park and ran 
back to the theatre. 


Trials in White Plains Adjourned, 


In White Plains the trial of Miss} 
Jennie Fava on a charge of forgery 
was adjourned until Monday by County | 
Judge Willlam F. Bleakley: because of 


the heat, and the suit of Charles J. 
Davis, against three surgeons on the 
charge of performing an unnecessary | 
operation on his son was put over for 
the same reason by Supreme Court Jus- 
tice George H. Taylor Jr. 

The Rockaways and Coney Island and 
Long Beach were jammed with crowds | 
as large as the usual Sunday throngs in | 





July. Real estate men were busy rent- 
ing bungalows, and many persons of- 
fered premiums of several hundred dol- 
lars to obtain immediate occupancy. 
Thousands of persons slept on the beach 
from Far Rockaway’ to Neponsit on} 
Thursday night, and none of the old in- 
habitants could remember when there | 
had been’ so many automobiles there at 
night. } 

Thousands 
parks and 
benches. 
greatest 
between 
modated at 


night went to the! 
on the lawns and 
Park attracted the 
number. Mount Morris Park, | 
120th and 124th Streets, accom- | 
least 1,500 persons. About | 
6,000 persons slept in Riverside Park | 
between 135th and 155th Streets. In 
Isham Park, at 214th Street and Broad- | 
way, 2,000 sought relief from the heat. 
Tt was estimated that 5,000 negroes slept 
in St. Nicholas Park. 

The schools continued to close in many | 
Eastern cities yesterday, nearly all of | 
them in Connecticut, shutting up until 
the present hot spell is over. In Rhode 
Island children collapsed at their desks | 
and the schools were closed early in 
the morning. In New York City teach- 
ers dic. all they could to make the day | 
bearable and there was little study- 
ing done. It was not at all unusual to 
a whole class resting with their 
heads on their desks, ot marching one | 
at a time to get water. In one school! 
on the lower east side an ice man, 
father of one of the pupils, made friends 
of all the teachers by sending aroun@ |} 
ice twice in the course of the day. The | 
teachers cracked the ice and kept it in 
bowls on their desks for themselves and 
the children to munch. 


Hotter Up the State. 


The beat up-State continued to reach 
new marks yesterday, according to The | 
Associated Press. At Poughkeepsie six 
more persons were prostrated, and the | 
thermometer reached 100. Even the 


trained athletes practicing there for | 
the crew races were ordered to relax 
in their efforts and only did a few per- | 
functory strokes during the day. <A/| 


last 
slept 
Central 


see 


tion job in that city reached 141 and 
work was declarea off. Factories and 
shops also closed. 

In Binghamton 96 





it was at noon. 


years old, died in St. Luke's Hospital| 
It was 102 in New Haven, Conn., | 
at noon, and factories closed all over the 
city. At Southington a woman who | 


was drowned. In Baltimore 101 was re-| 
corded, breaking all records for June in| 


that city. Schools were closed and 


shops worked on half time, 

Chicago reported a temperature 6f 95, 
and it was between 95 and 100 in the 
central valleys. Estimates in Chicago | 
were that more than 150 persons had 
died in the East and Midwest in the last 
few days. Lincoln and Grant Parks in 
Chicago were thrown open to those who 
wished to sleep in them. Northern Mich- 
igan and Minnesota are due for warmer 
weather, according to the weather man, | 
who could see no relief for two or three 
days. it was a little cooler in Bos- | 
but all schools in the city were} 
closed for the day at noon. 





HEAT NOT UNPRECEDENTED. 


| The Country Had Eight Sweltering 
Weeks in 1894. 


The persistency of the present hot spell 
has given rise to discussion as to 


’ ' 


} the 


| dent 


| tions with the public. 
|} made up of a compartment car: for. the 


| be 


| motor 


|and were almost run down by automo- 
| biles. 


| veal her name. 
| crossing the eastern approach of Wash- | 


| resumption of traffic was sounded. She 


| started to step back to the curb, but 


| brakes. 


|} automobiles and a 


tion of Broadway and Seventh Avenue, 


were rescued. In each case the police 
believed that the victims plunged into 
the water while overheated and were 
seized with cramp. 
The victims were: 
The victims were: 
SCHWARD, ARTHUR, 12 years 
Ravine Avenue, Caldwell, N. J 
FELDERHOFF, JACOB, 23 years old, 
162 Water Street, Paterson. 
BROWN, J. W., 21 years old, of 30 Myrtle 
Avenue, Newark, 

FALCONE, JE Y, 17 years old, 
Bloomfield Agenue, Stlver Lake. 
The bodies were taken'to Joel Cran- 
dall’s morgue at 200 Broadway, Pater- 


old, of 


of 


Qf -3F 


High Pressure Area Persists From 
Bermuda to Arizona. 


WASHINGTON, June 5.—The familiar 
“‘no relief in sight’’ emanated from the 
Weather Bureau again tonight as the} 
sixth day of the heat wave enveloping 
country from Iowa and _ Illinois 
eastward hung up new temperature 





|records at half a dozen points in the 


East and added about shalf a dozen 
prostrations to Washington's total. 

The area of high atmospheric pressure 
extending from Bermuda westward to 
Arizona had shown: no sign of weaken- 
ing, the bureau said, which would hold 
out any hope of a break in the hot 
weather for at least two or three days. 

The mercury bubbled up to the 100- 
degree mark on the official thermom- 
eter here today, and reached the same 
maximum at Baltimore and Philadel- 
phia, breaking records for this early in 
the year at all three places. 


COOLIDGE GOES TODAY 
DESPITE INTENSE HEAT 


Rail Men Will Do All They Can' 
to Make His St. Paul Trip 
Comfortable. | 





WASHINGTON, June 5 (()).—Appar- 
ently unperturbed by the heat, which | 
has stifled Washington and the territory | 
through which he will travel, President | 


| Go Into Water Overheated and Are) Mrs. 


| his office at the mills. 


five years ago he retired from business 
and wept to Ridgefield. 

When a 104th birthday anniversary 
arty was held at his home last zee, 

8 eleven grandchildren and fifteen 
great-grandchildren gave him a birthday 
cake bearing 104 candles. At that time 
he remarked that he smoked, did not 
require glasses and twice every day 
walked half a mile to the Post Office. 
It was on one of these walks Thursday 
that he collapsed. 


WOMAN DIES IN HELL GATE. 


Swimming to Escape Heat, She 
Drowns as Her Children Watch. 


While her three little girls and sev- 
eral hundred others in Astoria Park, 
Long Island City, looked on last night, 
Mildred Castelli, 24 years old, of 
62 Ditmars Avenue, Long Island City, 
was caught in a Hell Gate whirlpool 
and drowned while taking a swim to es- 
cape the heat. 

Mrs. Castelli was an expert swimmer. 


When she reached the park she left the 
children on the river bank with friends 
and plunged in. She stroked strongly 
and shouted back to those on shore how 
cool the water felt. Suddenly she struck 
the whirlpool and shouted for help. 

While Mrs. Castelli battled bravely 
with the current, a dozen men started 
for her. The women, frightened by her 
cries, left the water and watched the 
rescue attempt from the shore, where 
the three little girls wept. Some o 
tried to launch a boat, but it ovef- 
turned. 

When the swimmers reached the whirl- 
pool Mrs. Castelli ‘shad disappeared. 
Late last night the body had not been 
recovered. The neighbors took the wo- 
man’s children, all under five years, 
home to their father. 


20-INCH SNOWFALL IN UTAH. 


Farmers Rejoice at Cool, Wet 


Weather in Northwest. 

SALT LAKE CITY, June 5 ().—Cool 
weather prevailed throughout Utah and 
Idaho today. Snow .was reported from 
certain sections of Yellowstone 
National Park, in the Northwest section 
of Wyoming and in the mountain sec- 
tions of Utah. 

In Southern Idaho and Southern Utah 


frost did some damage to crops, the 
Weather Bureau reported. The cool and 
wet weather of the past week has been 
very beneficial to the farms. 

At Brighton, Utah, the source of most 
of Salt Lake City's water supply, more 
than twenty Inches of new snow had 
fallen up to midnight last night. 


Blame Heat for Troy Man’s Suicide. ! 


TROY, N. Y., June 5 (A&).--George E. 
Smith, President of the Smith Yarn 
Mills here, today ended his life by sfhoot- 
ing himself,in the right temple when in 
He was 76 years 
old and had been in ill health for some 
time. It was believed that the intense 
heat of recent days had added to suf- 
ferings from poor health and caused 
him to end his life. 


| AWARDS $19,107,902 


IN CLAIMS ON GERMANY 


Coolidge, went ahead today with plans | Commission Allows $16,500,000 


for his Minnesota trip, which will take| 
him away from the capital from mid- 
afternoon tomorrow until Wedriesday 
morning. } 
With the temperature in the street | 
Sone above 100 degrees, the: Presi-| 
pit in a full day in his office, | 
dressed in a dark gray woolen suit. He 
had doffed his vest, but otherwise was 


attired as usual. 

Railroad officials who will be in 
charge of the President’s train on its 
thirty-hour run from Washington to St. 
Paul, while hopeful that there will be a 
material drop in temperature, are mak- | 
ing arrangements to give the official | 
party all relief possible if the heat wave 
continues. 

Traveling on a special section of a 
regular train, with accommodations 
limited to members of his party, the 
President will have the seclusion he 
preferred to forego last Winter, when he 
traveled to Chicago sharing accommoda- 
The train will be 


President. and Mrs, Coolidge and their 
guests, -club, observation and-. dining 
cars, and a car for newspapermen. 

Wherever possible, the train will be 
routed to avoid large stations and ter- 
minals. Arrival at St. Paul is sched- 
uled for soon after 8 o'clock Sunday 
night, and the President and Mrs. | 
Coolidge will go to the home of Secre- 
tary and Mrs. Kellogg, who will make 
the trip with them, to be overnight 
guests. 

Monday’s program calls for the Presi- 
dent's attendance at a noon luncheon to | 
given in his honor at the Nicollet 
Hotel in Minneapolis, to which he will | 
from St. Paul, and for the de- 
livery of an address in the afternoon 
at the Norse-American Centennial at the 
State fair grounds. In the evening, be- 
fore boarding his train for the return 
journey to Washington, he will be the 
guest at a reception to be held in the 
State house in St. Paul. 


STICK IN HOT ASPHALT, 
BARELY ESCAPE AUTOS 


Woman Loses Shoe and Just 
Saves Stocking -— Policeman 


Held Fast in Front of Truck. 


The situation in which Br’er Rabbit 
found himself when he met the Tar 
Baby was almost duplicated twice yes- 
terday, when a young woman got stuck 
in the soft tar surface and a policeman 
got stuck in the asphalt of two roads, 








Am 
ds 


a result of the policeman’s 
predicament, traffic patrolmen through- 
out the city were supplied with wooden 
platforms on which to stand. 


The young woman, who refused to re- 
got stuck as she was 


ington Bridge at 18lst Street. She was} 
in the middle when the signal for the 
stopped, and her sharp heels sank into | 
the tar melted by the heat as two lines 
of automobiles started toward her. She} 





her feet were held fast. She gave a 
wrench, and a foot came from a slipper. 
She got it back into the shoe and tried 
again as the cars, almost upon her 
came to a stop with a grinding o 


Once more she wrenched, and then 
as her foot again came from the slip- 
per, she lost her balance, and her stack- | 
inged foot sank into the blistering tar. 
Her stocking was half dragged off as 
she pulled her foot up. Then standing 
on one foot, she lost her balance again 
and fell, crying with pain as her hands | 
sank into the tar. 

A -dozen men ran to her aid from 
street car, and the 
employes of the latter, with jerky steps, 
reached her first. By a united effort 
they got her loose and carried her to 
the sidewalk, where she got taxi an 
went home. 

Patrolman McAvoy of Traffic A got 
caught in the asphalt at the intersec- 





where he was on duty, and discovered | 
it when he tried to step out of the path | 
of a big truck moving toward him. He) 
found he could not move because his 
feet had sunk nearly an inch into the | 
soft asphalt, Only by usin all. his 
strength could he pull himselfdoose and 
get dut of the truck's way. 


KILLED BY HEAT AT 105. 


Benjamin Keyser, Oldest Jersey 
Man, Stricken on Walk. 


Benjamin Keyser of Lancaster Road, 
Ridgefield, N. J., who celebrated his 
105th birthday on May 28, was prob- 
ably the oldest victim of the heat wave. 
He was stricken Thursday while walk- 
ing near his home and died last night in 
the North Bergen Hospital. 

Keyser was said to have been the old- 


est man in New Jersey and the oldest 
communicant of the Protestant Episco- 
pal Church in America. He was born in 
Dublin in 1820 and came to this country 
with his wife and young daughter in 
1844. His wife died in 1888 and he 





moved to West Hoboken. About twenty-' 


| to the 
| Company, Inc., of New York; $4,653 to 


to Shipping Board—New York 
Firms Win Cases. 


WASHINGTON, June 5 (#).—Awards 
totaling $19,107,902 to American claim- 
ants were announced today by the Ger- 
man Mixed Claims Commission. The 
awards included one to the United 
States Shipping Board and Kmergency 
Fleet Corporation for $16,500,000. 


The award to the Shipping Bogrd in- 
cluded approximately $9,000,000 it has 
paid out to owners of ships which were | 
lost in the war while it was opefating 
them. It also included payment for 
four Dutch vessels requisitioned by the 
United States Government in March, 
1912, for commercial purposes, and for 
vessels owned and operated in commer- 
cial trade during the war by the Ship- 
ping Board. 

The board’s entire award bears in- 
terest of 5 per cent. from November 11, 
1918, bringing its present value to ap- 
proximately $21,000,000. 

The commission's awards also included 
one of $64,835 to Otto Carl Feldheim of 
New York; $28,938 to the F. W. Wool- 
worth Company of New York; $450,000 
Standard Commercial Tobacco 


Parke, Davis & Co. of Detroit; $20,000 to 
Henry William Ludeke of East Orange, 
N. J.; $49,127 to Elsa Antonio Knauth 
of Kingston, N. Y.; $204,000 to the 
Luckenbach Steamship Company of New 
York; $131,000 to Edward F. Lucken- 
bach of New York: $52,148 to Emil 
Frenkel of New York, and $82,294 to 
the Standard Commercial Steamship 
Corporation of New York. 


PLANS FIGHT FOR ZONING. 


| New Jersey League of Municipalities 


to Appeal Decisions. 


Special to The New York Times. 

ORANGE, N. J., June 5.—Forty mem- 
bers of the New Jersey League of 
Municipalities met today In East Orange 
to discuss means for establishing build- 
ing zones in the twenty towns of the 
league. 

Previous 
in Nutley, N. J., and other league com- 


munities have been thwarted by the 
courts. It was decided therefore at to- 
day's meeting to appeal these cases to 
a higher court and a resolution was 
passed calling for individual contribu- 
tions from the league members to enable 
its Zoning Committee to proceed with 
these appeals. 





BLACKMAILER KILLS 
THOMAS L, LEEMING 


‘ 


Continued from Page 1, Column 6. 


count at the Brooklyn Trust Company 
and bring it here for me to sign.’’ 
McQuade took the check to Leeming, 
who signed it, and told him to cageh it 
and bring the money back to the hotel 


room in $100 notes. He said Leeming 
and Muller were sitting at a table, on 
which was a pack of cards. After Mc- 
Quade returned with the money he left 
Leeming and Muller in the room. 

The next day McQuade asked Leeming 
about the money. 

“What was the idea?” he said. “It 
didn’t look right to me.” 


Paid $7,500 in Fear of Death. 


“Tt paid that money under duress,’ 
replied Leeming. ‘‘That man had a gun 


{fn his pocket and was alming it at me, 
even when you were in the room.” 

“Why don't you report it to the po- 
lice?’”’ asked McQuade. 

“It would cause too much scandal,” 
Leeming replied. 

Leeming told McQuade that Muller had | 
threatened to kill Leeming and commit 
suicide in the room at the Imperial if| 
the importer did not ‘‘come across."’ 
He said that after McQuade left the 
room Muller forced him to accompany 
him downstairs and enter a taxicab, 
telling the driver to take Leeming to 
the Cunard Line piers. McQuade said 
Leeming told him that Muller had 
leaned into the tax! and said: ‘You'll 
never see me again.”’ 

McQuade also said. Leeming told him 
that Muller was a drug addict and had 
told hint he intended to buy drugs with 
the $7,500. The police belleve that Mul- 
ler had spent or gambled away all this 
money. 

Leeming also told McQuade of his 
meetin with Muller in the Catskills. 
According to McQuade, Leeming said 
that Muller had told a story of misfor- 
tune that had touched his heart. 

Mr. McQuade was with Mr. Leeming 
in the hospital when he died. Others 
at the deathbed wer: Leonard Busby 
Leeming, a son; Smith Ely Jeliffe Jr., 
a nephew, and D. E, Austin, a business 
partner. Herman Du Pree, a foster 
son, with whom Mr. Leeming had had 
@ luncheon engagemtn for 1 o'clock, 
arrived just after his death. Mr. 

&’s wife was at their country 


cat. 
measures to establish zones | 


a; 
~ i 
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WASHINGTON’S EYES 
ON RESTLESS CHINA 


Situation Is Admitted Grave but 
Talk of New Civil War Is 
Deprecated. 


POLICE STRIKE IN SHANGHAI | 


More Than 150,000 Workers Now 
Out There—Canton Factions 
Engage in Battle. 


Special to The New York Times. 

WASHINGTON, June 5.—The gravity 
of the situation in China is*fully tec- 
ognized in Washington but officials to- 
day deprecated, and some of them char- 
acterized as unfortunate, the publica- 
tion of reports concerning the. situation, 
hinting at the possibility of civil war 


on a large scale betwéen the forces of 
Chang Tso-lin, the Manchurian war lord, 
and a 3 Yu hsiang, the ‘Christian’ 
General, leading the other Northern facr 
tion, with Japan backing Chang and 
Soviet Russia supporting Feng. 

Any alignments of sympathy which 
may exist between Moscow and Tokio 
and the rival Northern Chinese generals, 
it was stated in a responsible official 
quarter, are believed to be of a much 
less tangible nature than indicated, and 
while there may be secret ill feeling be- 
tween Chang and Feng, both are, os- 
tensibly, at least, reported to be sup- 
porters of the Peking Government. 


President Coolidge, it was stated by a} 


spokesman at the White House today, 
has no information whatever as to what 
the plans of Soviet Russia may be with 
respect to China. There have been 
ample signs that Soviet propagandists 
have been taking advantage of the 
Shanghai situation to stir the Chinese 
to hostility against foreigners, but offi- 
cials indicated that this Government is 
without concrete evidence that Russia 
is planning the conquest of China or 
seeking a clash with Japan by foment- 
ing a civil war between Generals Feng 
and Chang. 

While it is true that General Feng 
has been receiving small quantities of 
arms and munitions from Soviet Russia, 
these supplies, because of difficulties of 
camel transportatron, have been limited. 
It is doubted whether Feng is equipped 
for a campaign of any magnitude,’ even 
if he desired to open hostilities with 
Chang Tso-lin, who is well fortified, has 
the moral support of Japan, and is in 
control in parts of North China. 

Serious as have been the demonstra- 
tions at Shanghai, it was stated, they 
have no connection with the alignments 
in North China except 
| doctrine of unrest may have F 
the minds of students and ag 
over China, 


Marines Sent to Protect Americans. 


{ 
; 


In landing marines in Shanghai and | 
sending warships to Canton to protect 


the Government is 
tradtional American 
at the White 


lives and property, 
carrying out the 
policy, it was explained 
House today. 


| 


y 
President Coolidge believes that such } 


he 


precautions should -#e taken and } 
0 


following the recommendations 
Asiatic commander. 
protect American lives and property. 
Marines, it was sald, are never landed 
on foreign shores for any other pur- 
pose, and this policy will be rigidly fol- 


lowed. 

John Van A. MacMurray, the new 
Minister to China, will leave Washing- 
ton tomorrow for Peking. He will pro- 

and .sail on 


ceed to San Francisco 
in China, {ft is 


June 13. 

Despite the confusion 
the expectation of the Washington Gov- 
ernment that the Chinese Customs Con- 
ference will be held, in all probability 
some time this Fall, and it is hoped that 
this conference will bring the various 
factions together. It was revealed today 
that the Washingtoh Arms 
agreements do not necessarily 
that the likin, or special local taxes, 
be abolished before the surtax increase 
of 2% per cent. may, be 
China, although the full total Ingrease 
of 1214 per cent.. In import taxes .could 
not be granted without the abolition of 
the likin. 

It is expected that the Customs Con- 
ference will result In the granting of 
the "2% per cent, increase in return for 
written promises by China that every- 
thing possible will be done to bring 


about the abolition of the likin, and that | 
be held out} 
as a reward for the final accomplishment | 


the additional Increase willl 


of that end. 


Big Chinese Armies in Field. 


WASHINGTON, June 5 (#).—Informa- 
tion from authentic sources of the swift 


approach in China of general warfare | 


which promises to dwarf present dis- 
turbances in Shanghai, Canton and 
Changsha is in the hands of the Wash- 
ington Government. 

The purport of this information, 
which also has reached The Associated 
Press, is that a clash for military mas- 
tery of China is impending. Whether 
it will come immediately on the heels 
of the trouble in the coastal regions 
or break later is held 
|} but authorities on the ground declare 
| it is inevitable. 

Chang Tso-lin, Manchurian war lord, 
with his force of 200,000 men, and Feng 
Yu-hsiang, with a following of 175,000 
are being watched by observers. Fric- 
tion between them alr@mdy has devél- 





| may be precipitated at the least provo- 
on. 
President Coolidge !s being kept ad- 
vised of the situation in China. He 
iintends that the American naval craft 
now in Chinese waters, as well as the 
marines-landed in Shanghai, the lega- 
ition guard at Peking and other Amer- 
ican detachments shall be utilized for 
the protection of American 
property. 

At present, not 
tional ships and men 


including the 
now en route to 


in so far as the} 
vermeated | 
tators all | 


{is | 
the | 
These marines will | 
| SHANGHAI; 


Conference | 
require | 


| 


TURDAY, JUNE 6, 192. 


Sharighai, the American forces of the 
army, ng! f and Marine Co in China 
comprise the 841 officers and men under 
the command of Brig. Gen. W. D. Con- 
ner at entsin, the. Peking Legation 
guards d the marine detachment 
landed at Shanghai, with two companies 

volurrteers, one infantry and one cav- 

, serving as part of the Shanghai 
Volunteer Corps. 

In addition to these and excepting the 
emergency detachments now at Shang- 
hai there are 940 British, 604 Japanese, 
1,622 French and some Italian troops 
in China for the protection of their na- 
tionals and interests. f 

Information has reached The Ass0ci- 
ated Press pointing to direct Russian 
Soviet participation, in the impending 
struggle for the control of China. 

The .preparations already made con- 
template a.civil war of major propor- | 
tions, centring in the northern provinces 
| and dwarfing in importance the ponent 
sporadic disturbances in the south. 

The ultimate political consequencés can 


able operations is in the sphere of great- 
est interest to Japan, and the aid of the 
Soviet is being thrown behind the stand- 
ards of Fen Yu-hsiang, leader of the 
faction least friendly to Tokio. Opposing 
Feng stands Chang Tso-lin, the Man- 
churian war lord, reported to have the 
moral, if not the actual physical, sup- 
port of the Japanese Government. 


only be conjectured. The area of prob- | 





In its last analysis such a struggle 
might easily approximate a war be- 
tween Japan and Russia, with the ac- 
tual campaigning carried on by Feng 
and ‘Chang and the supplies furnished 
|} by Moscow and Tokio. 





Chinese Factions Battle in Canton. 


CANTON, June 5 (#).—In fighting here | 
tonight the Cantonese drove the Yun- 
nanesé from the city. “° 

A general strike is threatened and tel- 
egraphic communication with Hongkong 
has been suspended. 

Inhabitants are fleeing to Hongkong. 

Martial law is proclaimed here nightly. 

The merchants, who have suffered 
considerably, are demanding action 
against the military establishments with | 
the ultimate idea that a peaceful civil 
government under the Kuomintang. may | 
be placed in power. 

Banks and business houses were closed | 
today as money and valuables were | 

laced in the foreign settlement for safe- | 

eeping. 


500 More Chinese Police Desert. 


Copyright, 1925, by The Chicago Tribune Co. 

SHANGHAI, June 5.—Five hundred | 
native police employed in the Interna- | 
tional Settlement struck today, making | 
the situation much worse. About 1,500 
police are still loyal, but efforts are| 


being made to disarm them when they 
|leave duty. | 
The landing of more American sailors | 
jis helping, but the defection of the} 
|native force is producing a pessimistic! 
feeling in the foreign community. 

| The chief development in the strike 
today was its extension to the Interna- 
tional Settlement, where most of the 
foreigners reside now, It is estimated 
ithat 25,000 men there are out of work, 
| paralyzing everything except the munic- | 
ipal power and street car lines, which | 
still are operating with a small force. 

A food control has been established | 
| with headquarters in the Town Hall, and | 
|orders have been sent to Hongkong, | 
| Manila and elsewhere for flour and non- | 
perishable materials. The walkout at) 
the ice plants of the abbatoir has ended | 
the fresh meat supply. 

The only case of violence today was| 
| the firing on a foreign policeman named | 
Beale. Chinese troops over the bound-| 
ary are thought to have been re- 
| sponsible. 





Strikers Now Number 150,000. 


June 5 (#).—The strikes 
declared after the rioting here extended 
considerably overnight, and the number} 
ot those abstaining from work today | 
was estimated at 150,000. | 

The strikers are reverting to old-time 


Chinese methods, threatening the lives 

of the families of those workers remain- 

ing loyal to forelgn employers. 
Foreign forces patrolling the streets 


were confronted with posters reading: 

“Assassinate foreign police’’ ‘and ‘‘As- 

sassinate foreigners connected with law 

| courts."’ 

Money changers in the streets refused 
take foreign bank notes. 


Chinese | 


to 


| banks are closed and. the cash supply | 


accorded to! 


problematical, } 


lives and{the 


addi- | Traffic 


jis disappearing rapidly. 

Sharp distinctions were emphasized by 
GChinese"in favoring American firms and 
homes, although all foreigners were dis- 
favored; particularly the Japanese and 
the British. Those Chinese shops do- 
ing business refused the patronage 
British customers while favoring Amer- 
icans. 


Japan Delays Dispatch of Marines. 

TOKIO, June 5 (4).—The Navy De- 
| partment announced today that orders 
been temporarily withdrawn for 
dispatch of the cruiser Tatsuta 


have 
the 


ines. The Government believes this 
step may be unnecessary, pending fur- 
ther developments. 


Labor Men in Geneva to Aid Chinese. 
Copyright, 1925, by The New York Times Company. 
By Wireless to THe New York TiIMgzs. 
GENEVA, June 5.—Fifty labor dele- 


| the 


a telegram of sympathy to the~Chinese 
| laborers because of the Shanghai inci- 
| dents, 

The labor delegates plefge themselves 
to force an 
the conference. 


represented at 





attention of the conference. 


Boston & Maine Milk Train Wrecked. 
CARDIGAN, N. H., June 5 (4).—Eight 

| cars of a milk train bound from White 
| River Junction, Vt., to Boston on the 


flanked by boarded store fronts today | 


| jects, his argument being that war pen- | 





of | 


| 
} 
' 
| 
| 


from Sasebo to Shanghai with 300 mar-/| 


| gates of forty-two nations attending | 
International Labor Conference de- | 
cided unanimously this morning to send | 


investigation and to pro- | 
mote their cause among all labor bocies | 
The | 
question has not been brought to the | 
|oped to the point where armed struggle | } 
| capital 


| Caillaux held 


| Boston & Maine Railpoad, were derailed | 


shortly after midnight here. 
cars turned over and the 
were torn up for a distance of 1,000 feet. | 
on the line was diverted for | 
Several hours. 





home in Glen Cove, L. L, 
of the shooting. She came to New York 
at once, but arrived after her husband 
had died. » 

The Leemings had homes at 94 Bighth 
Avenue, Brooklyn, and at Glen Cove. 
Mr. Leeming. was born in Montreal, 
Canada, on Jan. 9, 1872. He was grad- 
uated from the Columbia University 
School of Mines in 1894, two years after 
his marriage to Miss Gertrude Busby 
at Glen Cove. They have three children— 
Helen Schuyler poems born in 1900; 
Leonard Busby Leeming, bofn in 1902, 
and Thomas Lonsdale Leeming Jr., born 
in 1904 

Mr. Leeming was 
the firm of Thomas 


senior member of 
Leeming & Co., 


drug and perfume importers; Vice Presi-| say, 


dent of Nestle’s Food Company of New 
York; Vice President of the Leeming, 


Miles Company, Ltd., Montreal, Canada, | was shot and the 
Savings | in 
Bank. He was a director of the Brook-| Street. 
lyn Academy of Music and a member| ware 

of the committee which underwrote the| nificance of these hpxes is that Mueller} 
appearances of the Metropolitan Opera! had the pistols when he stopped at the | 


and a director of ‘the Dime 


Company in Brooklyn. With Mrs. 
Leeming, he was responsible for bring- 
ing many concerts to Brooklyn. 


A Member of Many Clubs. 


Mr. Leeming was a trustee of Adelphi 
College, a member of the Delta Kappa 
Epsilon fraternity, President of the 
Brooklyn Riding and Driying Club, and 
a member of the following clubs: Sea- 


wanhaka Corinthian Yacht, Nassau 
County, University, Century, Hardware, 
Columbia University, Rembrandt and 
Hamilton. i 

Muller at first said he lived in Sara- 
toga, N. Y., but later gave his address 
at 1,206 North Sixth Street, Philadel- 
phia. He said neither was his real 
**home town,’ which he refused to name 
because he did not want his people to 
earn what had neppened. e stated 
is age as 26 and his occupation as 
machinist. : Locked up in Police Head- 
quarters on a charge of homicide, he 
will be arraigned in the Homicide Court 
today. 

Detectives found last night that Muel- 
ler has a prison record and an alias. 

Mueller, as ‘‘Charles Koehler,’’ was 
arrested March 11, 1922, charged with 
felonious assault. This. charge was 
changed to robbery and in the Court of 
General Sessions Mueller, as Koehler, 
was sentenced to serve from two and a 
half to five years in Sing Sifg by Judge 
Francis X. Mancuso. The complainant 
was Fred Sylvester of 137 East Eigh- 
teenth Street, who charged that his gold 
watch and money had been taken by 
Mueller in a hold-up. 

In a furnished room at 218, Paat Sixty- 
eighth Street, which had peen occupied 


at the time} 


| loaded .32-calibre Colt automatic pistol, 


by Mueller for five 
Fay and 
brown 


weeks, Detectives 
Upham found an expensive | 


ten pawn tickets, a massage machine, 
thought to be stolen, and a skeleton key. 





| 


| 


Had Guns Months Ago. 
Detective McLennan visited the Hotel | 
Imperial, Broadway at  Thirty-first| 
Street, and found two black leather bags 
which the manager said had been left | 
there by a ‘“‘Charles Leeming, a cousin | 
of Thomas lL. Leeming,” when 
checked out of the hotel on Dec. 
1924. “Charles Leeming,’’ the police} 
was Mueller.. Inside one of tne 
bags were two ¢ardboard boxes which | 
had held the pistol with which Leeming 
.32 calibre pistol found 
furnished room in Sixty-eighth | 
These were bought in a hard- 
store in Philadelphia. The sig- 


leather’ suit case containing a | 
' 


he 
8, 


the 





Imperial last December, at which 
Leeming gave him $7,500. | 
The hotel authorities gave the police 


time 


| the following memorandum: 


Mr. Thomas L. Leeming, 
130 William Street. 
Dear Sir: 

We are holding baggage for your 
cousin, Charles S. Leeming, since De- 
cember 8, 1924. We received a wire 
from him from Atlanta, Ga., asking 
us to forward to him, care of the 
American Express Company, his bags. 
We wrote to your cousin and have 
never received a reply. We would 
like to ascertain his home address so 
that we can communicate with him 
regarding his baggage and also an un- 
aid bill amounting to $13.20. T | 
ing. you for any informatiuun 
give us, we are, 

Yours truly, 


K- 


can 


2vu 





HOTEL IMPERIAL, Credit Manager. 

This bill and others contracted by! 
Mueller, when he was known as 
“Charles Leeming, Mr. Leeming’s cou- 
sin,’’ were paid by Leeming. 

Besides numerous pictures of a certain 
kind Detective McLiennan found in the 
second bag a letter written by Leeming, 
showing that 
Mueller. 

The 
tlonery of Mr. Leeming’s firm and was 
addressed to Morgan’ and Sampson of 
501 Howard Street, San Francisco, Cal. 
It read: 

“This will serve to introduce to you 
my_ cousin, Mr. Charles Leeming. 

“Will you be so good as to cash for 
3Fy,,..1emins the enclosed cheque for 

. ? 

; The letter was signed “T. L. Leem- 
ng. 


he occasionally financed | 


letter was written on the sta-| 


Several of | 
tracks | 


| bond 





FRENCH MINISTRY 
PREVENTS A BREAK 


Caillaux Agrees to Changes 
Asked by Loucheur but Re- 
jects Capital Levy. 
SPEEDS TREASURY RELIEF! 


|quired by holders of Treasury 


+3 


a , 
eS 


all the groups that the ministerial ine 
stability requires almogt as much atten- 
tion as finances. 

M. Caillaux told the Cabffet that ha 
expected the French Treasury would 
have to pay on July 1 in cash 1,600,- 
000,000 francs to holders of Treasury 
bonds maturing then. Similar payments 
of 3,500,000,000 francs on Sept. 1 and 
of 4,000,000,000 francs on Bec. 1 would 
have to be made, he estimated. A total 
of 22,000,000,000 francs of Treasury 
bonds will mature on these dates, but 
the figures M, Caillaux gave represented 
the amount of cash payments that will 
be required by the holders of the bonds, 
according to M. Caillaux’s estimate. 

He ade no explanation of how he 
arrived at his figures cof e cash pro- 
portion of payments, but 4: was sup- 
posed he made an estimate based upon 
the proportion of cash -payments~ re- 
bonds 


{that matured last February. 


Bill for Special Currency to Take) 
Up Bonds Will Be Considered 
With 1926 Budget. 


| Copyright, 1925, by The New York Times Company. | 


Special Cable to Tue New Yorke TIMEa. 


PARIS, June 
were patched 


5.—Once more matters 
up between the Govern- 


| 


In discussing the situation with the 
Cabinet M. Calfllaux criticized geverely 
the financial policies of the p: :ceding 
Herriot Government. He said telegrams 
from the French Ambassador at Wash- 
ington showed that the issue of paper 
money to relieve Treasury embarrass- 
ment during the Herriot régime a 
bad effect upon French credit the 
Dnited States. 


} 
nad 


FRANC DROPS TO 4.65 CENTS. 


ment and its Socialist supporters at al Heavy Speculative Selling Believed 


meeting of the leaders this morning with 


| Premier Painlevé and Finance Minister | 
| Caillaux. 


Official assurance is given | 
that the threatened revolt of the Social-| 
ists will not occur at this time, though 
it is not concealed that each party stuck 
Stoutly to its position. While the Social- 
ists, through Vincent Auriol, maintained 
that Herriot’s budget was balanced and 
that they as a party would continue to 
advocate a capital levy as the only 
means of saving the financial situation, 
M. Caillaux was equally emphatic that 
Herriot’s budget was not balanced and 
had Premier Painlevé with him in the 


| declaration that the Government would 


never accept the_capital levy. 

Within the limit of these contradictory 
theses, Auriol and Caillaux managed to 
arrive at a partial compromise. De- 


| tails’ of the Minister’s budgetary plans 
| have still to be revised by the Chamber 


Finance Commission, and then the 


Socialists are expected to make a stub-! 
born fight to prevent full imposition of 
the taxes Caillaux proposes. One of 
thelr favorite themes is that the Dawes 
annuity payments should be carried as 
a budget asset, thus relieving the tax- 
payers but incidentally also preventing 
realization of Caillaux'’s scheme for ear- 
marking the Dawes payments for war] 
pensions and foreign debt payment. 

M. Caillaux was anxious to have this | 
fund at his disposal for these two ob-| 





sions should be paid out of German 
payments and what is left—which would | 
increase as pension payments declined— | 


|} should be devoted to war debt funding. | 


He has not yet yielded on this point, 
but may be compelled to do so if the 
Socialist opposition persists. 


Loucheur Forces a Change. 
Louis Loucheur 


the most consid-/} 
Loucheur an- 


It was in answer to 
that M. Caillaux made 
erable concessions. M. 
nounced yesterday he would not vote 
for additional taxation measures unless} 
he knew of other plans-of the Finance} 
Minister for improvement in the Treas-| 
ury situation. 

M. Caillaux’s reply today was that it} 
was essential to have the 1925 budget | 
balanced first of all in a manner which | 
would satisfy Wall Street and the Lon-; 
don City without any camouflage, for 
only in that way could confidence be 
reestablished. 
sented to introduce measures for im- 
provement of the Treasury position be- 
fore discussion of the 1926 budget was| 
begun and indicated he would do 
with the introduction of a bill to make 
maturities payable with special 
currency issue strictly Hmited to the 
amount necessary for redemption of the 
bonds. This measure will probably be 
laid before the Chamber during the 
present month. 

In this way differerices were for the 
moment patched up enough to enable 





| publication of a communiqué declaring | 


the existence ‘‘of a great desire for 
accord and collaboration with the Gov- 


|} ernment.’’ 


On Tuesday M. Caillaux will appear 
before the Chamber Finance Commission 
with all his explanations. 

One afternoon journal carries a re- 
port that during his morning's meet- 
ing M. Cailiaux threatened to resign. 
There {s no doubt he is prepared to 
take that step rather than submit to 
Socialist dictation, but today he was 
entirely successful in imposing hls will 
on them, and though the struggle is not 
over the likelihood of his resignation 
has been avoided. 

Another difference the 


between So- 


clalists and the Government on revision | 


of the electoral law was also discussed, 
and there, too, something of a compro- 
mise has been reacned. . The Chamber 
debate on the subject wiil be held next 
week. 


Firm for War Debt 
PARIS, June 5 (#).—In the cvourse of 
the Cabinet conference today Minister 
Caillaux took occasion again to declare 
that he intended to fund the French 
war debts as soon as possible. 

The group leaders demanded that the 
Government put a little more demo- 
cratic flavor into its financial projects 
and proposed a capital levy. M. Cail- 
laux’s reply was that his resignation 


Refunding. 


was ready if a majority of the Govern-| 


| York 


} rather than in Europe. 


|} selling 


At the same time he con-! market this 


SO} suggestions 


ment coalition lacked confidence in him, | 
| but that in no case would he propose a 


levy. 
Painlevé supported his Min- 
ister of Finance on this point, but he 
made to the group leaders a conces- 
sion on procedure. He agreed that the 
financial stabilization plans which M. 
in reserve to be consid- 
ered only after the budget was adopted 
might be. discuszed at the same time. 
This. concession appears to have 
calmed the fury of the Socialists, who 
no longer talk of an assault upon ‘the 
Government for the benefit of the much 
talked of Herriot-Loucheur combination, 
though, there is discussion in the lobbies 
of Parliament among the members of 


Premier 


to Have Originated Here. 


With support utterly lacking, Frenc 
exchange rapidly in the 
market yesterday, reaching the 
lowest point since the Spring 24. 
French francs closed at 4.65, represent~ 
ing a net loss @f almost a quarter of 4 
cent for the day. The only other tima 
On record when French exchange hag 
been so low was early in 1924, when @ 
speculative attack from many parts of 
the world was in-progress. The decling 
at that time was checked by the $ 
000,400 credit obtained from*J. P. Mor-« 
gan & Co., which has si bee o- 
newed. 

Unlike the selling 


declined 


ip 


100,< 


since n 
of the previous day, 
when a new low record also was estab<- 
lished, the bulk of yesterday's 
appeared originate in New kK 
The franc early 
in the day slid rapidly down to a level 
a little over 4.70, at which point literally 
no demand was in sight Buyers ag 
that time, exchange dealera declared, 
could almost have set their own figures 
for the purchase of francs. An offering 
of as much as 250,000 francs, not con« 
sidered a large transaction, was suf-« 
ficient to break the price several points, 
Later some demand set in, which re« 
sulted in a temporary rally, but the 
selling was renewed, and exchange rateg 


Continued apprehension over the 
French financial situation, and a gen 
eral speculative onslaught were general< 
ly considered responsible for the wave 
of selling of the franc. Premier Caillaux 
recently has mentioned t possibility, 


se1ling 


Yor 


to 


| were declining again at the last. 


tne 
of utliizing part of the $100,000,000 Mor« 
gan credit to support the franc. 

The official explanation of the depres« 
sion in the frane given in Paris is 
of exchange was necessars 
finance the requirements abroad 
French cotton industry, but the 
sure, exchange dealers said, 
exceeded any that might be accounted 
for by this factor. 

It was noted yesterday that some con« 
cerns which had previously bought 
francs had turned to the selling side, 
and in addition there were said to bea 
sales based on the idea that the frane 
would weaken when large purchases of 
American commodities by France be« 
come necessary at the close of the Sum 
mer. 

Belgian francs declined in sympathy 
with the drop in French exchange, but 
other currencies generally were steady, 


LONDON, June 


(F).—The French 
franc weakened on the foreign exchange 
morning an reached 100 
francs 5 centimes to the pound sterling. 

There has been a persistent selling of 
francs on the exchange here 

were made regarding the 

payment by European countries of their 
debts to the United States, and also 
since nervousness has been felt over the 
Moroccan situation. 

Belgian francs also > 102 
francs 27 centimes to ster- 
ling. 


vw 
+1 
t 


| 
4 


5 


since recent 


weakened t 


the pound 


A Straw Hat 
that Conforms! 


© matter how na: 

ture andevents have 
shaped your head, the 
Knox“Comfit” will rest 
uponit gracefully. Those 
patented bands of soft 
Straw next to your head 
will give you the reason. 


$6 to $10 
Other straw hate at $3 


KNOX 


THEHATTER 


Fifth Avenue at 40th Street 
161 Broadway (Singer Bldg.) 
Roosevelt Hotel (Madison at 43th} 


J.P. CAREY &@ CO., Gs. Cent. Ter 
JOHN W. RYAN, Inc., Pena. Ter. 





Novel! The“surprise” 
centers of these candies 
are really different. 
The secret *“Corello” 
chocolate which coats 
them is one of the 
greatest achievements 
of candy making. 1, 2, 
3, or 5 pound sizes— 


$1.00 the pound 
"Reg. U.S. Pat. Of. 


This is the Novelist 


— Famous, too, - 


We buy her books, and so do you. 

A package, sent her by her brother, 

Reads “One best seller to another”. 
It’s “The White Box” 


PARK « LILFORD 


NEW YORK 


PARIS 


CANDIES 





Ake 


| HYLAN’S ‘PROGRESS’ 


OR SHOP WINDOWS 


History of His Administration to 


Be Depicted in New Pic- 
torial Publication. 


MAYOR APPROVES 


Publication to Be Sold to Store| 


Owners—Hylan Says It Will 
Enlighten People. 


“Seven Years of Progress,”’ a history 


PLAN 


CHARGED WITH ASSAULT 
ON INSURANCE HEAD 


L. A. Cerf Accused of Punching 


Complainant When Business 
Connections Were Severed. 


Louis A. Cerf, 61 years old, general 
manager of the Mutual Benefit Insur- 
ance Company, whose whome is at 78 
Lloyd Road, Montclair, N. J., was re- 
| leased in $1,000 ball for trial in Special 
| Sessions when arraigned yesterday be- 
| fore Magistrate Henry M. R. Good- 
man on an assault charge made by 
William J. Louprette, 40 years old, 
President of the Life Associates Com- 
pany of 99 William Street. 
Mr. Louprette, who lives 
|; East Twenty-eighth Street, 
|echarged that on May 20 


at 1,383 
Brooklyn, 
Mr. Cerf 


of the Hylan administration, will be de- | #unched him several times in Mr. Cerf’s 


Picted in 10,000 shop windows in New 
York in a new pictorial poster publica- 
ticn, designed along the lines of Current 


Events, beginning July 1. 


The new publication is backed by The} when his client informed Mr. Cerf that | 
} of | the business connection was to be sev- 


World Pictorial Company, Inc., 
Washington, D. C., of which Francis G. 
Harley is the head. They have opened 
headquarters at the Hotel Cadillac and 
have advertised for salesmen in New 
York newspapers. 

The plan is to be self-supporting, Mr. 
Harley said last night. Pictures will be 


gold to shop owners in all parts of the 


city at a nominal price. ‘‘Naturally,”’ 
he said, ‘‘we don’t expect to sell to per- 
s0ns antagonistic to the Mayor. But 
that doesn’t mean that we are floating 
this scheme in the Mayor's interest 
alone. ial 

“It is not a begging nor a hijacking 
Proposition and it’s to be as “high class 
as any New York newspaper. We in- 
tend to publish pictures of timely topics. 
We have simply chosen “Seven Years 
of Progress’’ to start with. The 
Mayor and the city officials are not un- 
der any obligations to us, nor are we 
under any obligations to them.”’ 


Shows the Mayor Digging. 


Mr. Harley exhibited copies of the 
first posters, of which there are four. 
The first is captioned, ‘‘Hon. John 
Francis Hylan, who is completing his 
gecond four-year term as Mayor of New 
York City and is in line for a third 
term.”’ 

It shows the Mayor breaking ground 
for the new Washington Heights sub- 
Way. 
editorial dwelling on the Mayor's fight 
for a 5-cent fare. It begins: ‘Service 
to the people has been the keynote of 
the entire Administrations of the Hon. 
John Francis Hylan, Mayor of New 
York City, 
of strenuous service and in 
momination and _ re-election 
years more.” 

The second is a picture of the police 
arade with an inset of Commissioner 
Enright, and captioned: 
‘Finest’ rank as the best 
and they are directed by the 
foremost police executive.”’ To the right 
4s an editorial on the record of the New 
York Police Department. 

The third picture is devoted to the 
Fire Department with an inset of Fire 
Commissioner Drennan, and an accom- 
anying editorial eulogizing his work. 

he fourth picture deals with ‘The 


line for re- 
for four 


Great Transit Tunnel to Staten Island,”’ | 


and is captioned: ‘“‘Under Mayor Hy- 
Jan’s Administration this project is be- 
ing promoted to relieve congestion and 
to develop one of the city’s important 
boroughs.’”’ 


Hylan Endorses Plan. 


Mayor Hylan, Commissioner Enright 


and Arthur S, Tuttle, Chief Engineer of } 


the Board of Estimate, have written let- 
ters to Mr. 
The Mayor's letter said: 
City of New York, 
Office of Mayor. 
June 2, 1925. 

Dear Mr. Harley: Thank you very 
much for the advance proofs you so 
kindly sent. The pictures are excellent 
and the accompanying text gives them 
an add@d value. The more people know 
about New York and the service the 
city renders its people the more they 
will appreciate their city. 

The unfairness of the traction con- 
trolled press prevents the people from 
knowing the truth about the big things 
that the city Government is doing. All 
we want is that the people should 
know the truth and your move to give 
them the facts in attractive illustrated 
form will be a real public. service 
which will be of unquestioned value. 

We will be glad to cooperate with 

ou in furnishing photographs and in- 
axrmation for inclusion in your series, 
which, displayed in the stores and 
windows, will present the activities of 
the varivus departments and boroughs 
to many thousands. 

If the facts set forth in the ‘‘Seven 
Years of Progress’’ which have not 
been and cannot be controverted, are 
presented to the people of this city, 
they will know what their Government 
has done and is doing for them. With 
appreciation of your effort to present 
these facts in striking form, I am, 

Very truly yours, 
(Signed) JOHN F. HYLAN. 

In his letter Commissioner Enright 
gaid he thought the pictures very good 
and had no particular change to sug- 

gest. 


STEEL PIER HOLDINGS SOLD. 


Report of $2,100,000 Deal Verified, 
but No Details Given. 


Special to The New York Times, 

ATLANTIC CITY, July 5. — Charged 
cording to an apparently authoritative 
report the Steel Pier holdings here, in- 
cluding the plier and the Boardwalk 
properties opposite, have been sold for 
$2,100,000. 

Frederick G. Burke of Ventnor City, 
ae large stockholder in the pier activi- 
ties, declared that the sale had taken 
lace but would give no details. Jacob 

othwell, manager of the Steel Pier, had 
nothing to say about the matter. The 
pier was damaged by fire several months 
ago and $100,000 has been spent in re- 
modeling its entrance. 


PUBLIC NOTICES 


One dollar an agate line. 





THE PARTNERSHIP HERETOFORE CON- 

ducted by Eben J,’ Knowlton and George 
W. Knowlton under the firm name of Wil- 
liam Knowlton & Sons has been incorporated 
under the name of Wm. Knowlton & Sons 
Company and said new corporation has as- 
sumed all of the obligations of the partner- 
ship heretofore existing. 

EBEN J. KNOWLTON, 

Surviving Partner. 
Dated May 23, 1925, New York City. 
DAVE LEVINTON SOLD THE FURNITURE 

and bedding business at 489 Columbus Av., 
New York, to Nathan and Mandel Liebster; 
creditors call till June 12. Nathan Liebster, 
489 Columbus Av. 


SOLD ALL MY 
Homer & 


INTERESTS IN 
to William F, 


I HAVE 


the Geo. K, Co, 


O’Hara, who will continue the business under | 


the same trade name, GEO. K. HOMER. 


INFORMATION DESIRED ON WHERE- 
abouts of CHARLES H. STANLEY. Com- 
municate with George Link Jr., 40 Rector 
&t., New York City, 


LS | 
PURCHASED RUBIN WEISS & TAPPEL’S | 


suit factory, at 232 Broadway, 
MECHLOWITZ & FEUER, May, | 


croak and 
Brooklyn. 
1925. 
¥IRM SASHIN & LEFKOWITZ, 
dissolving, ,not responsible for goods 
L. SASHIN. 


32d, 


bought. 
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Reward of $100 for infornation lead- 
mg to arrest and conviciios of any one 
inserting a fraudulent advertisement in 


To the right of the picture is an|} 


now completing eight years | 


“New York's | 
in the world | 
World's» 


Harley endorsing the plan.| 


38 WEST | 


| view 


office at 11 John Street. Representa- 
tive Royal H. Weller, counsel for the 
complainant, said that for thirteen 
years Mr. Louprette’s firm had given its 
| life insurance brokerage business to Mr. 
Cerf, and the alleged attack occurred 


|ered. Mr. Louprette alleged that after 
| knocking him down with blows on the 
|head and body, Mr. Cerf several times 
| struck his head on the floor. ~ Herbert 
|C. Smyth, counsel for Mr. Cerf, entered 
a plea of not guilty and waived exam- 
ination. 

The complainant's lawyer referred to 
the fact that in August, 1920, Mr. Cerf 
had received a fractured skull in the 
Hudson Terminal in an altercation with 
another man. The police had ~~ been 
conducting a search for him for twenty- 
four hours when his family learned 
that he was*dying at the Broad Street 
Hospital. 


WILL BACK DEFENSE DAY. 


Pennsylvania, Oregon and Massa- 
chusetts Governors Endorse Plan. 


WASHINGTON, June 5 (4).—The Gov- 
ernors of PennsylvAnia, Oregon and 
Massachusetts telegraphed the War De- 
partment today that they would take 
steps to carry out in their respective 
States observance of the defense test 


July 4 in cooperation with the War De- 

partment. 
| Governor of 
| said: 

‘Every effort will be made in Péennsyl- 
venia to make the second defense day 
celebration as successful as the. first. 
Have instructed Adjutant General Beary 
to take up question with General 
Sturgis.’’ 

‘‘As Governor of the State of Oregon,”’ 
Governor Pierce telegraphed, ‘‘I will do 
| everything possible to support and co- 
operate with the Government in carry- 
ing out defense test plans to be outlined 
by General Menoher for July 4.’’ 

Herman A. MacDonald, Secretary to 
Governor Fuller of Massachusetts, said: 

‘“‘Governor Fuller wishes me to 





Pinchot Pennsylvania 


| 


mee 
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V. Everit Macy Gets Most of His Wife’s Estate; 


CLUBWOMEN DECRY 


Total $3,146,210; Jewelry Worth $385,507 SENS ATION AL NEWS 


An appraisal filed yesterday of the 
estate of Mrs. Edith Carpenter Macy 
shows that she left $3,146,210, of which 
$2,477,427 was in securities and $385,507 
was the value of her jewelry. Mrs. 
Macy, who died Feb. 1 last, was the 
wife of V. Everit Macy, philanthropist, 
of Westchester County. Mrs. Macy gave 
the bulk of her ‘estate to her husband, 
leaving him the residuary estate, $2,217,- 
034; her jewelry, a trust fund of $144,- 
635, which she had a right to dispose 
of under the will of her uncle, Franklin 
E. James, and a joint bank account of 
$1,791. 

The only public bequest in the will 
was $25,000 to Teachers’ College, to be 

| added to the’Ruth Fund for the aid of 
needy students. Among the debts of 


the estate was a balance of $45,000 due 
on a pledge to Teachers’ College, a bal- 
ance of $12,500 on a pledge to the Wal- 
ter H. Page School of Internatiomal Re- 
lations, and a baiance of $2,000 to the 
Westchester Girl Scouts. She gave be- 
quests of from $10,000 to $15,000 to rela- 





4 
tives and friends, and left $25,000 to her 
cousin,, Isabel C. Morrison. 

The largest holdings of securities were 
$200,000 Federal Land Bank bonds, 
$100,000 New York City” 4%4s, 12,000 
shares Standard Oil of Indiana, worth 
$831,000; 15,000 shares National Fuel 
Gas Company, worth $165,000; 300 
Shares Mechanics and Metals Bank, 
$119,250, and $137,000 Provident Loan 
Society certificates. . 

The chief items of jewelry comprising 
the total of $385,507 were necklace of 
sixty-three graduated pearls, weighing 
from ten to twenty grains each, valued 
at $125,000; a platinum and somone 
corsage, $20,000; necklace of fifty-two 
pearls of nine grains each, $20,000; In- 
dian-cut emerald diamond and onyx 
necklace, $14,500; rope of pearls, $12,300; 
ear drop containing a large blac pearl 
and one white pearl, cracked, . 
cabochon emerald brooch, $6,600; emer- 
ald and diamond bar pin, $15,500; brace- 
let containing nineteen emeralds, 





$15,000; diamond chain, $10,000; pearl 
ring, thirty-five grains, $15,000, and 
three-stone emerald ring, $7,800. 





GRAPPLES BURGLAR 
UNTIL SHE 1S SHOT 


Woman Undaunted by Revolver 
and Jimmy of Negro She Sees 
on Fire Escape. 


WOUND IN HAND IS SLIGHT 


Policeman Attracted by Shooting 
Runs Up Too Late to Catch the 
Fugitive. 


Unarmed and alone, Mrs. Emma 
Deckér, 33 years old, wife of the super- 
intendent of an apartment house at 664 
West 16lst Street, made a _ plucky 
though futile attempt late last night to 
stop a negro burglar, armed with a 
| jimmy and revolver, as he was clam- 
bering down the fire-escape of an ad- 
| joining apartment house. 

In the scuffle that followed when Mrs. 
Decker caught the man’s coattails and 
attempted to hold him till help came 
she was shot in the right hand. The 





| acknowledge receipt of your telegram 
of May 29 and to inform you that he fas 
directed the Adjutant General to take 
ithe necessary steps for the proper ob- 
servance of defense day in Massachu- 
setts.”’ 


AQUITANIA HAS ROUGH TRIP. 


Mrs, H. P. Whitney Arrives on 
Liner—Will Design Duse Memorial. 


Aquitania arrived late 
rought weather, the 
officers said. Among her first cabin 
passengers was .Mrs. Harry Payne 
Whitney, American sculptress, who had 
been spending three months in France 
and Italy. Mrs. Whitney said that it 
would take nine months to cast the 
bronze statue which she created for the 
monument at St. Nazaire to commemo- 
rate -the landing there of the first Amer- 
ican troops. She added that she had 
been commissioned by the Duse Memor- 
ia] Committee to design a monument to 
be erected at Asolo, Italy, in memory 
of the great actress, 

Another passenger on the Aquitania 
was Join R. Mott,. General Secretary of 
ithe International Committee of the Y. 
M. C. A., who had been attending con- 
ferences at Budapest and other capitals 
jin Europe. Harold F. McCormick of 
| Chicago returned after a three weeks’ 
stay in London and Paris and had noth- 
ing to say about his wife, Mme. Ganna 
Walska. the singer. or any other subject, 

The liner brought 500 first, 205 second 
and 146 taird class passengers. 


$500,000 FRAUD TRIAL ON. 


Newmarket Trading Company and 
Several Individuals Accused. 


Trial of the Newmarket Trading Com- 

pany and several individual defendants 
on charges of using the mails to de- 
fraud and conspiracy. began yesterday 
| before Federal Judge John C. Knox. 
After a jury had been obtained the trial 
| went over until Monday. The _ indict- 
ment accuses the defendants of defraud- 
|} ing merchants out of $500,000 by estab- 
lishing stores in various States, ordering 
large quantities of goods and then of 
changing their location, taking the 
goods with them. 

Two of the individual defendants, Irv- 
ing Silverman and Morris Rachmil, have 
pleaded guilty and are expected to tes- 
tify for the Government. Maxwell 5S. 
Mattuck, head of the criminal branch of 
the United States Attorney's office, said 
that the trial probably would take a 


The Cunarder 
yesterday—through 
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negro escaped. ‘ 

Mrs. Decker was in her apartment 
on the grond floor of the house when 
tenants shouted that a burglar was on 
the fire-escape. She ran to the rear, 
where the house is separated by a small 
courtyard from a_ similar building, 
fronting on 665 West 160th Street. 

She saw the negro, a slender young 
man, clambering down the fire escape 
with a revolver in one hand and the end 
of a jimmy protruding from a news- 
paper held in his other hand. As he 
stepped from the fire-escape she 
grappled with him. He turned and shot. 

Patrolman James Stevens of the West 
152d Street Statfon heard the shot and 
ran up, but was too late to see in which 


|LORD DERBY TO SELL 


BOROUGH OF BOOTLE 


Liverpool Negotiating for District 
With a Population of 80,000 
for Price of £1,000,000. 


Copyright, 1925, by The New York Times Company. 
Special Cable to Tue New YorkK TIMES. 

LONDON, June 5.—The entire Bor- 
ough of Bootle will be sold by the Earl 
of Derby to the corporation of Liver- 
pool if negotiations proceeding between 
the parties are successful. Bootle, which 
is part of Lord Derby’s immense estate, 
is a square mile and a half in area and 
has more than 80,000 inhabitants. A 
million pounds is mentioned as its pur- 
chase price. The land was acquired -in 
Lg the tenth Early of Derby for 


Lord Derby’s possessions were brought 
into the political limelight during the 
general election in 1923, when he hinted 
in a speech that taxation might render 
it necessary for him to leave Knowsley 
Hall. He referred to the heavy death 
duties on estates such as his and the ex- 
treme difficulty of raising funds to dis- 
charge the duties. 

His estates originally consisted of 68,- 
942 acres in Lancashire, Cheshire, Flint- 
shire, Surrey and Kent. He sold 5,000 
acres at Bury a week ago for a figure 
which he declared was considerably un- 
der £1,000,000 and last year he sold his 
land at Colne for a substantial sum. 


$50,000 FOR A SAFETY FUND. 


General O’Ryan Will Head a West- 
chester County Campaign. 


Special to The New York Times, 

WHITE PLAINS, N. Y., June 5.—A 
campaign to raise $50,000 to carry on 
‘the work of the Public Safety Bureau 
of the Westchester Chamber of Com- 
merce will be started tomorrow under 
the direction of Major General John F. 
O'Ryan, commander of the Twenty- 
seventh Division during the World War. 

Coroner Edward F. Fitzgerald of 
Westchester recently credited the bureau 
with causing a 37 per cent, reduction in 
accidental deaths from automobiles, 








direction the negro ran. The policeman 
took Mrs, Decker to Columbus Hospital, 
where her wounds were dressed by Dr. 
Longo. Then she returned home. 

The police learned that earlier in the 
day two boys had been seen trying to 
break into the apartment of B. Feld- 
man on the first floor of the 160th Street 
house. They are trying to find out if 
this was the apartment that the negro 
had designs on, and ‘if the boys had 
been sent on first to spy out the. situa- 
tion. - 


ANNETTE LEVY MOVES UP. 


Makes Greatest Gain fér Day 


Jefferson Vote. 


In 


Miss Annette Levy, daughter of Jus- 
tice Aaron J. Levy and nominee of 
County Clerk James A. Donegan -in the 
voting contest being conducted for funds 
to save Monticello, the Virginia home 
| of Thomas Jefferson, was the largest 
| vote-getter in yesterday's balloting in 
; the contest. The Grand Street Boys’ 
! Association swung into line behind her 


| candidacy yesterday and the result was 


| the casting of 20,000 votes inher favor 
and her moving up from thirty-second 
to sixteenth place on the list. At the 
close of balloting yesterday the stand- 
ing of candidates who had 20,000 or 
mor votes was as follows: 

Votes. 
.53,250 
51,573 


50,110 


Candidate. Sponsor. 
Catherine Troy, Franklin Simon...... 
Margaret Long, John Wanamaker 
Marie G. Jones, Dept. Plant and Struct. 
Myrtle Bloomfield, Joseph D. Jessel. .50,090 
M. J. Hatkett, Building Trades Council. 45,651 
Mrs. B. McCarthy, Dept. Pub. Markets. 43,902 
Ff’. Dubofsky, Heb. Orphan Asy., N. Y.40,105 
N. M. Dawson, Onyx Hosiery, Inc.,.. 500 
M. G. Barry, Dept. Plant and Struc.. 

B. C, Lauer, Dept. Public Works....é 
George Washington High School 
D. Twomey, Deutz & Ortenberg 
Julla Il.. Cusack, Finance Dept........ 
Rose Sillivan, Gimbel Bros............ 26,940 
M.4D. Behan, Education Candidate... .26,457 


29,292 





week. Assistant United States Attdr- 
|ney David P. Siegel will prosecute the] 
defendants. ° 


Annette Levy, James A, Vonegan......26,151 
M. Allen, I. Miller Beautiful Shoes. .22,200 
Morris High School 





BANKS AID STINNES, 
FEARING COLLAPSE 


By T. R. YBARRA, 
Continued from Page 1, Column 4, 


the impending downfall of the stupen- 
| dous industrial edifice reared by him. 
Some idea of the vastness and com- 
| plexity of the Stinnes interests may be 
| gained when it is remembered that it 
| includes enormous mining concerns, fac- 
itories, electrical works, automobile 
| plants, insurance companies, shipping 
|eombines, manufacturing trusts, oil 
| fields, hotels, theatres and newspapers. 
| It was said at the death of Hugo Stinnes 
last year that he himself did not know 
what he did and did not own. 








| 
‘ 


Deny Liquidation Is Intended. 
4 


BERLIN, June 5 (#).—A group of the 
larger German banks, headed by the 


| Reichsbank, has decided to come,to the 
rescue of the Stinnes concern ‘to the 
|/ extent of 40.000,000 marks, because the 
banks fear that its collapse would ad- 
versely affect German economic life. 
The funés to’ be placed at the disposal 
lof the Stinnes family, it is announced, 
will enable it to renew short time 
credits. 

This action by the banks was re- 
ported by some newspapers this morn- 
ling, following yesterday's conference 
| between the members and friends of- 
| the Stinnes family, representatives of 
lthe Reichsbank and various German 
banks and a number of industrial lead- 
lers, at which the Stinnes affairs were 
| discussed. 

A communiqué issued at Stinnes head- 
| quarters denies flatly rumors that the 
| family intends to liquidate its holcings. 
It states the exact contrary is the case 
and that a new program, under the di- 
| rection of Hugo Stinnes Jr., will devote 
itself to rational centralization of the 
various Stinnes enterprises. 
| The voluntary support of the Berlin 
| banks is designated in the communiqué |! 
|}as a vot of confidence and an endorse- 
iment of the new orientation decided 
on by Mrs. Claire Stinnes, widow and 
| sole heir of the magnate, her son, Hugo 
Jr., and the intimate associates of the 
elcer Stinnes. 
The family 
of the Deutsche 





} 





will continue publication 
Allgemeine Zeitung, 
| which it views as a special legacy yoy 
the late Hugo Stinnes. 

The present conflict in the family’s 
|affairs, says the communique, is the 
outcome of the ‘‘dualism’’ caused by 
conflicting views, which now have been 
removed through the withdrgwal of Dr. 
Edmune Stinnes (oldest son of the 
late Hugo Stinnes). 

The financial writers are inclin to 
the crisis in the affairs of the 





The New York Times, 


Stinnes concerns as the logical sequence 


| of the late Hugo Stinnes, former head 


~~ 


of the concern, haying overloaded dur- 
ing the inflation years. With few ex- 


| 
j 
2} 
‘ 
ceptions the writers concur in the belief 
that the Stinnes family’s determination 
to jettison doubtful holdings and return 
to a policy of rigid centralization of its 
major properties represents sound pro- 
cedure. 

There is a general impression that, 
despite the present need of large credits, 
the Stinnes family’s fortune is Intact, 
and that once a policy of retrenchment 
and concentration is in full operation 
its holdings will acquire the: desired 
element of liquidity. 

The late Hugo Stinmes is quoted as 
having realized months before his death 
that the structure he redred during the 
inflation period gradually was becoming 
top-heavy. lt is asserted that among 
his last instructions were that his sons 
dispose of such shareholdings in mg al | 
ventures as represented temporary in- 
vestments and confine themselves to the 
consolidation of the family’s traditional 
enterprises. 


Young Hugo Assumes Charge. 


MULHKEIM, June (P).— 
Hugo Stinnes Jr. has assumed active 
charge of the family's interests and 
plans to make this city his future head- 
quarters. Since the retirement of the 
elder brother, Dr. Edmund Stinnes, the 
family council is said to have adopted a 
policy of rigid concentration and coor- 


yermany, 5 


| dination of its various interests, plan- 


ning to dispose of such undertakings as 
are not actively identified with its major 
schemes, 

Hugo Jr. will head an executive di- 
rectorate comprising Dr. Voegeler of 
Dortmund, Dr. Witthoeft of Hamburg 
and Dr. Silverberg of Cologne, who were 
associated with the late Hugo Stinnes } 
Sr., founder of the family fortune. 


LONDON, June 
Telegraph Agency 
sterdam 


5 (P).—An Exchange | 
dispatch from Am- 
regarding the financial crisis 


{through whic. the Stinnes organization 


in Germany is passing, says the Stinnes 
interests are not able to meet liabilities 
ab: oad, totaling 120,000,000 marks, 

The difficulties have been caused, says 
the Exchange Telegraph Agency, by va- 
rious foreign credits of the Stinnes in- 
terests being called in. Efforts to obtain 
new credits in the United States failed, 
it is stated. 


New York bankers familiar with the 
German situation said: yesterday that 
the Stinnes organization was in a posi- 
tion to work its way to firm ground, but 
that it would be necessary to dispose 
of many of the interests which had 
been-acquired in recent years, and con- | 
centrate on a few lines such as coal, 
iron and steel. 

It was declared that no Stinnes financ- 
ing was likely in New York. Adequate } 
banking connections are available in | 
Germany for the Stinnes group, it was } 
said, and bankers here declared that 
they had not been approached on the ; 
subject of a loan. The split among} 
members of the Stinnes family is ex- 
pected to result in wide changes of 
policy. 


} 


| 
| 


whereas a country-wide increase of 10 
per Gent. was reported. 

District leaders appointed are as fol- 
loWs: Yonkers, Nilliam L. Brun; 
White Plains and vicinity, H. B. Vin- 
cent; Port Chester, Elwood Burdsall; 
Ossining and vicinity, Fred P. Stafford; 
Dobbs Ferry, David Ravekes; Tucka- 
hoe, C. H. Behrman; Mamaroneck, John 
S. Kane; Pelham, William B. Randal); 
Roy. Congressman J. Mayhew Wain- 
wright; Mount Kisco and vicinity, Major 
General John F. O'’Ryan;: Bronxville, 
Warren J. Hoysradt; Scarsdale and 
Hartsdale,”’ Rush Wilson; Larchmont, 
Isaac S. Holbrook; Harmon and Croton, 
Alvin M. Higgins: Hastings, John S. 
Vinssér; Ardsley, 8S: H.cAddyman, and 
Irvington,’ R. C. ‘Abercrombie. 


INDICT 3 IN PICKFORD CASE. 


Grand Jury Holds Men Accused of 
Planning to Kidnap Actress. 


LOS ANGELES, June 5 (#).—Three 
men were indicted by the County Grand 
Jury today on a conspiracy charge in 
connection with &n alleged plot to kid- 

ap Mary Pickford, moving picture ac- 
Ries, and hold her for $200,000 ransom. 

They are Charles F. Stevens, Adrian 
J. Wood and Claude E. Holcombe, a 
rested several days ago after police 
said they had overheard the trio dis- 
cussing their plans. 

Douglas Fairbanks, husband of the 
actress, appeared before the Grand Jury. 
The men were jailed in the absence of 
$50,000 bail each. 


Benj. Winter Buys In West 57th St. 

Benjamin Winter yesterday bought 
through Peter Grimm, as broker, the 
property 217 and 219 West Fifty- 
seventh Street, running through to 216 
to 224 West Fifty-eighth Street. The 
price named was $1,500,000. This prop- 
erty was formerly the Gould Riding 
Academy and@ is now occupied by the 
Lincoln motor car showroom. The plot 
comprises 16,000 square feet fronting on 
Fifty-seventh Street and on _ Fifty- 
eighth Street, between Seventh Avenue 
and Broadway. 





Long Island Federation Asks 
Newspapers to Subordinate 
' Accounts of Crime. 


PICK A BROOKLYN LEADER 


| 


Mrs. Harry C. Palmer Unanimously 
Elected 
tion at Jamaica. 


In Annual Conven- 


Mrs, Harry C, Palmer of Brooklyn 
Was unanimously elected President of 
the Long Island Federation of Women's 
Clubs yesterday at the federation’s an- 
nual convention in the Jamaica Meth- 
odist Episcopal Church, Clinton Avenue, 
Jamaica. . The entire ticket of officers 
for the ensuing year, of Which Mrs. Pal- 
mer is the head, was selected by a nomi- 
nating committee several days ago. 

Mére than 200 prominent women of the 
Island attended the convention, repre- 
senting every town and every club in the 
federation. The delegates adopted 
unanimously a resolution which reads: 

“Whereas the exploitation of crime 
news in the press by flaring headlines 
and front-page publicity tends to create 
a morbid taste for gruesome events and 
incites to crime, especially among the 
undisciplined youth; 

‘‘Whereas the newspapers offer the 
best medium for educating the masses 
either for good or evil; be it 

‘Resolved, That the Long Island Fed- 
eration of Women’s Clubs in convention 
assembled on June 5, Jamaica, N. Y., 
call attention of the press to the demand 
for clean, wholesome news, subordinat- 
ing that which is vicious and unwhole- 
some,”’ 

Rev. P. E. Shoemaker, pastor of the 
church, rendered the invocation. Others 
taking part in the program were Mrs. 
Glenn Cuyler Pettit, President; Mrs. 
Richard M. Chapman, Mrs, Clinton H. 
Hoard, Mrs. George M. Dallas, Mrs. 
Isaac F. Russell, Mrs. Frederick Glover, 
Mrs. Ernest M. Strong, Mrs. Stanley 
M. Cox, Mrs. Harry C, Palmer, Mrs. 
H. H. Wright, Mrs. R. Edson Doolittle, 
Mrs. William Whittaker, Mrs. Laura D. 


Burroughs. 

Stanley High, a member of Dr. 
Christian F, Reisner’'s committee for 
erecting the Broadway Temple in Man- 
hattan, spoke for Dr. Reisner, who was 
unable to attend on account of illness. 
His subject was ‘‘Our Modern Youth.” 
Following him on the program were 
Mrs. James Matthews, who officiated 
at the dedication of a new flag; Mrs. 
William Norris, Mrs. George Berry, 
Alicia Scott, Howard Fisher, Hallett 
Gilberte, Mrs. Myrtle Mason, Mrs. Will- 
fam McCarroll and Dr. Louis K. 
Anspacher, whose address on “Drama as 
a Social Force in a Democracy,” 
followed by the report of the election 
and installation of officers. 

Besides Mrs. Palmer, the 
elected are: First Vice President, 
Glenn C. Pettit of Rockville 
Second Vice President, Mrs. Ernest M. 
Strong of Plandome; Third Vice Presi- 
dent, Miss Gertrude J. Corwin of 
Brooklyn ; Corresponding Secretary, 
Mrs. C. Lediard of Hollis; 
Secretary, Mrs. F. H. 
Rockville Center; Treasurer, Mrs. Al- 
fred Martin of Brooklyn; Historian, 
Mrs. H. H. Marshall of Garéen City. 

Representatives for their counties are: 
Kings County, Mrs. Charles D. Smith 
of Brooklyn; Queens County, Dr. Julia! 
Weyrant Perry of Forest Hills; Nassau 
County, Mrs. G. M. Dallas of Bellerose: 
Suffolk County, Mrs. Stanley M. Cox of 
Wantagh. 

Members of the Federation say the] 
convention was the most successful and 
largest ever held. Guests of honor at 
the convention were Mrs. Richard M. 
Chapman, Mrs. R. Edson Doolittle, Mrs. ] 
Emory A. Brown, Mrs. Alice Ralph | 
Wood, Mrs. Cynthia Westover Alden, | 
Mrs. R. G. Mason and Dr. Louis K. 
Anspacher. 


KILL GIANT SWORDFISH 
AND SHARK IN FIGHT | 


Monsters Battling When Netted by | 


Handsfield of 





Fishermen—One Weighs 1,000 


Pounds, the Other 800. 


Special to The New York Times. 

BELMAR, N. J., June 5.—A swordfish 
weighing 1,000 pounds and a shark 
weighing 800 were killed by Lester Wol- 
cott and W. H. Bennett, Belmar fisher- 
men, after a fight lasting a half hour 
twenty miles from shore here today. 

The huge fish were caught in a 
net and had been 
The shark had been wounded 
getting the worst of the 
fishermen drew up. Armed with pikes 
and axes, Wolcott and 
at_the churning fish. 

During the melee the fishin boat 
was nearly overturned when the sea 
monsters rammed the craft's sides. Both 
the shark and the swordfish, the latter 
the largest of its kind ever caught in 
sthese waters, were more than twelve 
feet in length. The shark was not of 
the man-eating variety, however, fish- 
ermen said. 

The fighting fish ripped the net, and 


in the struggle the smaller fry that had 
been ensnared escaped. 


, 
sea 


1 and was 
fight when the 





GUIDER QUITS HYLAN 
ON SUBWAY TAX PLA 


Continued from Page 1, Column 7%, 


which he apparently did not intend to 
be taken too seriously. 


Mr, Craig also arraigned the Mayor 
for ‘alleged failure to keep his prom- 
ises, and referred to him as ‘“‘the five- 
cent fare champion who had talked 
seven-cent fares with Mr. Shonts of the 
Interborough.” 

“If a man perjures himself in court 
all his testimony is discredited,”’ said 
Mr. Craig, looking at Mayor Hylan. “If 
a Mayor makes promises and doesn't 
keep them, then he becomes dis- 
credited.”’ 

Mr. Craig repeated his charge that 
Mayor Hylan was not really for the 
five-cent fare and that his bill was nec- 
essary to prevent public officials from 
changing their minds. Twice in his 
speech he referred to the coming city 
election. — 

“Why, John H. Delaney, who from 
his own report shows a tendency to 
raise subway fares may be the next 
Mayor,’ Mr. Craig said, looking at 
Mayor Hylan, who sat beside him. ‘‘As 
a matter of fact, Delaney has as much 
chance as any one to get the nomina- 
tion—far more than some persons, I 
could name.’’ 

The Controller grinned as he said this 
and: waved his hand in the direction of 
the Mayor. The latter smiled but made 
no comment, although he appeared con- 
fused as a ripple of laughter swept 
through the room. x: 

“Even Murray Hulbert may be your 
next Mayor. Who knows?’ Mr. Craig 
continued. ‘“‘He has about as much 
chance as Delaney.” 

Mr. Craig then assailed Julius 
Mayer, formerly Judge of the United 
States Circuit Court, who once sen- 
tenced him to sixty days in jail for 
contempt of court, and ended his plea 
for his bill as follows: 

“‘All you members of this Board of 
Estimate are grown men. You are not 
children. You have minds of your own, 
and it is not necessary for you to vote 
exactly as you are told. However, I 
know how it will work. The Mayor will 


| say, ‘Call the roll,’ and you will all fall 


into line.” 

“Don’t pay any attention to the Con- 
troller,’’ interjected the Mayor. 

“I resent the Controller’s imputa- 
tions,”’ said Mr. Guider, when, as Mr. | 
Craig predisted. every member of the! 
Board but himself voted with the Mayor } 
and against consideration of his five- 
cent fare fixation bill. ‘‘l] am not even 
sure that the Controller is right on his 
law. But I am sure of-one thing, The 
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{ 


{a 
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M. {| be borné entirely by those who use-the | 


was} 


officers ! 
Mrs. | 
Center; | 


Recording | 
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In 


tighting each other, | 


Bennett flayed | 


MISSISSIPPI BOY 
KILLS HIS TEACHER 


14-Year-Old Lad Tells Police He 
Shot Principal ‘to Get Rid 
of Him.’ 


- 


BROOKHAVEN, Miss., June 5 (#).— 
Noland Stubblefield, second 14-year-old 
Mississipi youth to face & murder charge 
within a month, was in jail here today 
accused of killing A. K. Watkins, his 
school principal. The boy told of the 
slaying, officers said, following his cap- 
ture in a dense wood near the spot 
where the body of Professor Watkins 
was found with a shotgun charge in the 
breast. 

Professor Watkins is said to have in- 
curred the enmity of young Stubblefield 
by efforts to discipline hime 

Rumors of friction between the prin- 
cipal and his pupils led to a meeting of 
the school trustees at which 108 parents 
were present. The meeting voted 100 to 
8 to retain Professor Watkins, and four 
of the eight negative votes cast, it is 
said, were by members of the Stubble- 
field family. ‘ 

Police said the boy admitted killing 
Professor Watkins “‘to get rid of him.’ 
Waiting until his father and mother 
were away from home, the boy is alleged 
to have taken his father’s shotgun, gone 
to the Watkins home, where several of 
the principal's children were playing, 
and fired a shot over their heads as a 
ruse to draw his intended victim from 
the house. 

As Professor Watkins went down the 
road to investigate, he passed a clump 
of bushes, from which a shot was fired 
at close range. 


$3,000 FOR INJURY TO EYES. | 


Woman Whe Saw Upside Down Af- | 
ter Auto Accident Gets Damages. | 


Special to The New York Times. 
NYACK, N. Y., June 5.—Because her 
vision was temporarily inverted by an 
accident and she saw things upside! 
down, Mrs, Viola Post of Balmville-has! 


just receiwed a verdict of $3,000 dam- 
ages from a jury before Supreme Court 
Justice Arthur S. Tompkins of Nyack. 

The verdict resulted from a suit. for 
damages that Mrs. Post _ instituted 
through her counsel, Charles Sneed, 
against Leroy De Vall of Mount Trem- 
per, N. Y., after a collision of auto- 
mobiles at Vails Gate, Orange County. 
A doctor testified that a fracture 
of her skull exerted pressure upon 
the optic nerve that caused, tem- 
porarily, an inversion of vision and for 
a while objects appeared to her eyes 
as being upside down, but this fault 
| eventually corrected itself. She also 
suffered painful headaches, it was al- 
leged, and other discomfort. The jury 
gave her husband, Willis Post, $654. 
Her husband was with her in the crash. 


FIGHT TO KEEP PARK OPEN. 


Injunction Sought to Prevent Rye 
Authorities From Closing It. 
Special to The New York Times. 

RYE, N. Y., June 5.—Arthur I. Strang, 
counsel for Paradise Park, Rye Beach, 
one of the amusement resorts which 
the village officials have made unsuc- 
cessful attempts to close by resurrecting 
| the Sabbath law passed in 1785, will file 
| briefs Monday with Supreme Court Jus- 
tice Albert S. F. Seegey for a permanent 
injunction to restrain’ the authorities 
from interfering with the operation of 
the park. 

Strang will contend that the action 
|of the authorities was_an attempt on 
the part of the reform element to deprive 
several million persons of their pleasure 
during the Summer months. The park 





jis now open under a temporary _injunc- 
| tion granted by Justice George H. Tay- 


lor Jr. 


Leather Chemists Elect. 
Special to The New York Times. 
ATLANTIC CITY, N. J., June 5.—J. S. 
Rogers of Morgantown, N. C., was re- 
elected President of the American 
Leather Chemists’ Association at the 





|} conclusion of their twenty-second annual 


convention in the Traymore Hotel to- 
day. Other officers chosen were Caspar 
Drueding; Philadelphia, Vice President; 
H. C, Reed, New’ York ‘City, Séeretary- 
Treasurer, and A. C. Orthman, Milwau- 
kee; G. T. Creese, Danvers, ‘Mass. ; SR. 
W. Frey, Washington, and G. D. Me- 
Laughlin, Cincinnati, members of the 
Executive Council. 





CITY BREVITIES. 


The Brooklyn Lutheran Hospital reported 
yesterday that there were 9,864 cases in 
the clinic and 528 patients in the hospita) 
the first five months of this year. Of 
the latter, 11g were of Protestant denomina- 
| tions, 118 were Koman Catholics and 231 
| Hebrews. 

The transcontinental tour of Loyola Coun- 
lell, Knights of Columbus of Brooklyn, will 

start from Pennsylvania Station on July 9, 
returning Aug. 6. 

The graduation dinner of the senior class 
of Fordham University's College of Pharmacy 
will be held tonight at the Commodore, The 
| 265 members of the class will receive their 
| degrees Monday evening. 

Jacob Gould Sghurman, recently appointed 
Ambassador +6 Germany, was the guest last 
@en'ng of the Cornell Metropolitan Alumni 
at the Cornell Club, 245 Madison Avenue 
| The Ambassador formerly was President of 
| Cornell University. 

Librarians of Long 
tnformal conference at 
Memorial Library in Westbury yesterday. 
Annie Carroll Moore, Mabel Willlams and 
Mary Davis of the New York Public Library 
epoke 


Benjamin H. 
of the Metropolitan 
pany, was guest at 
Astor last night in celebration of his com- 
pletion of twenty-five years’ service with 
the company. 


Island attended an 
the Robert Bacon 


Ledner, a branch manager 
Life Insurance Com- 
a dinner at the Hotel | 
| 








| 


Mayor has never asked me to vote with | 
him, but the Controller nas. I vote as 

see things and take dictation from 
| no one. . 

“T am not sure that the Controller has 
(his law straight. He has fallen down 
in his interpretation of tne law in times 
past, as repeated court decisions against 
his contentions have shown. For ex- 
ample, he carried the Classon Avenue 
sewer case in Brooklyn to the courts. 
He met defeat at every stage of the 
court proceedings.”’ 


| 
| 


FIGHTS SUBWAY TAX PLAN. 


Eighth Av. Association Favors} 
Higher Fare if Necessary. 


Further opposition to the Board of 
Transportation's plan to raise 60 per | 
cent. of the cost of the city’s proposed | 
subway system by tax and assessment | 
on real property was expressed yester- 
day by the Board of Directors of the 
Eighth Avenue Association in a letter 
to Mayor Hylan and the Board of Esti-! 
mate. The letter, which was signed by | 
James W. Danahy, asserted that the | 
Board of Transportation had “erred in | 
obtaining consents of property owners 
to the subway routes without mentioning 
the assessment plan, and declared the 
association would work against it. 

“The Eighth Avenue Association is not | 


a partisan organization, and takes the 
present stand not because of any par- 
tisanship but because it believes the plan 
is unjust and discriminatory,’’ Says the 
letter. “The association favors a 5- 
cent fare if It is economically possible | 
to operate the subways on such a fare. | 
If, however, such a rate will not pay 
construction and operating costs, the| 
ssociation maintains that the fare 
hould be increased and that it should 


. 


1g 


” 


subway. 

“The cost of building and equipping 
the new subway routes will be approxi- 
mately $3,200,000 a track mile, accord- 
ing to thé plan presented by the Board 
of Transportation. Consequently, the 
cost of constructing the proposed Highth 
Avenue subway, in which this associa- 
tion. {s particularly interested, from 
Greenwich Avenue to Columbus Circle 
Will be about $38,000,000. Under the 
proposéd plan the property owners along 
this route would be compelled to pay 
about $9,600,000 of this amount through 
direct assessment, and also pay their 





) Share, through increased property valua- 


of the $187,000,000 which 
the 


is to be 
of short-term 


tion, 
raised by 
bonds. 
“The Board. of Transportation justi- | 
fies this taxation on the ground that} 
the subway enhances the value of the 
property. This enhanced valuation, how- 


ssuance 


Va 


; 





ever, has already been largely dis- 
counted by increased taxes, which have 
mounted about 50 per cent. on Eighth 
Avenue in.the last five years. 

“The property owners, already bur- 
dened with excessive taxes, cannot carry | 
this increased burden without raising! 
rents, which are also at their peak in| 
the Eighth Avenue territory. Any no-/| 
ticeable increase in rents at this time 
would drive a large number of mer- 
chants out of business and bring hard- 
ships to the families who live in this | 
neighborhood.”’ | 
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It 
puts 
effective 


Keeping down the 
temperature by scientific 
refrigeration enables the 
ITALIAN GARDEN to 
live up to its name! 


Opening June 10th 


Luncheon, Tea and Dinner 


Ambassador 


New York’s Smartest Hogel 


PARK AVENUE 
AT’Sist STREET 


J. P. MORGAN, WINNER, 

The Phryne, thirty-footer, owned and 
sailed by J. P. Morgan, which was first 
in a field of nine starters in the Harlem 
Yacht Club open regatta on Long Island 
Sound. It is the same sloop Mr. Mor- 
gan salled fifteen years ago The New 
York Times Rotogravure-Sports Section 
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Furs and Fur Garments 


CTULTusvaseeBupensteavectastintartuartavanereuattativeassiepeneenreneseevertenien 


in Vaults located on the premises 
and equipped with every modern 
device for efficient protection. 


Orders placed now for Repairing 
and Remodeling, from advance 


models, will be accorded special 
concessions im prices. 


(A 





Third Floor 
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Fifth Auettue - Madison Avenue 
34th and 35th Streets 
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Comments 


Here is a great favorite—a 
lightweight shoe made on a 
stylish last. Smart, but not 
extreme. You will enjoy its 
comfort. Others will mentally 
comment upon its good ap 
pearance. It is a Banister— 
with all that Banister means 


in quality. 
ARKER & DIEME 


Headquarters for Banister Shoes 


1376 Broadway at 37th Street 
1606 Broadway at 49th Street 
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Stern Brothers 


Forty-second and Forty-third Streets, West of Fifth Avenue 


cAn 


Exceptional Opportunity — 


cA Tnice-a-Year Event 


Wome 


Full - 
Fashioned 


n’s Silk Hosiery | 
"1.55 Pac Colm 


Colors 


Guaranteed No. 200: Medium weight silk hosiery made to 
our own specifications, with Sea Island cotton tops and soles. 


Sum 


mer shades, including white. 


Stern Brothers Main Floor 
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“GOING TO THE SUN” 
~~ Out in northern Montana 


™), Stands.a giant of the Rocky 
; Mountains called Going-to- 


ee 
> 
% 


‘athe-Sun. 


+4 


4A one ascends this mighty | 


v 


| old patriarch the feeling of | 


| 
| 
| 
| 


going to the sun becomes 
almost real. 


“There are easiet ways, how- 
ever, of going to the sun than 
| by climbing the Rockies. 


_ For instance, thousands go 

_ to the sun at Coney Island 
And bask in its warmth on 
the Boardwalk, 


And, at the peak of a 
glorious day, enjoy a 
good meal at CHILDS. 


We announce with 
deep regret the death 
of our President, Mr. 


Charles Woodruff 
Halsey. 

The funeral services 
will be held this after- 
noon, and our stores 
will close, at 3 P. M. 


ROGERS PEET 
COMPANY 


KANE MURDER CLUE 
POINTS TO A WHITE 


A Third Negro Suspect Clears 
Himself—Held on Complaint 
of Little Girl’s Parents. 


POLICE THEORIES SHAKEN 


' 


| Finding of Short Brown Hair on 


Dead Girl’s Clothing May 
Indicate Slayer. 


Everett Kelly, a negro elevator oper- 
ator, Was arrested yesterday on a charge 
|} made by a 12-year-old girl. Detectives 
| following the faint trail of the murderer 
of Miss Florence Kane questioned him 
| for several hours, trying to connect him 
| with the crime. Kelly proved that he 
| knew nothing of it. 
| The élevator man was arrested by De- 
| tectives Menahan, Curley and Noll on 
|.complaint of the parents of the girl, who 
live in an apartment house where Kelly 
is employed. When the detectives tried 
| to arrest the negro he knocked Detective 
| Menahan down. Curley and Noll sub- 
|} dued him and later declared they had 
found a blackjack in his pocket. 

Although the = police continued to 
search for a négro as the slayer of Miss 
Kane, they began yesterday to incline to 
the belief that possibly a white man 
committed the crime. This theory was 


inspired by three short brown hairs 
found on the clothing of Miss Kane by 
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Dr. Alexander. O. Gettler, Bellevue Hos- 
pital toxicologist.. The Weakness of this 
chué, however, lies in the fact that the 
brown hair may have been on Miss 
Kane’s coat prior to the crime. 

Captain John J. McCloskey, in charge 
of the investigators, reiterated his state- 
ment that nothing definite had been de- 
veloped in the hunt for the criminal, but 
said that several “‘leads’’ wére being 

‘/run down which might prove fruitful. 


MEAT NOT HARMFUL, 
DOCTORS ARE TOLD 


be Woods Hatchinson, American, 
| Pleads in London for Com- 
| mon Sense Diet. 


Copyright, 1925, by The New York Times Company. 
By Wirelegs to Tum New YorK Times. 


LONDON, June 5.—Sir Arbuthnot 
Lane, famous English surgeon, presid- 
ing at a luncheon given by the English- 
| Speaking Union in honor of the American 
doctors who have been in convention 
here, said that medical men had far 
more freedom in America in giving pub- 
licity to their ideas than had physicians 
in England. 

“In almost every American newspaper 
one may see medical questions freely 
land boldly discussed by doctors,’’ said 
Dr. Lane. “If a doctor were to do that 
in England, he would have the Ethical 
Committee of the British Medical As- 
sociation down on him immediately. The 
committee really says in effect, ‘what 
| business have doctors te educate the 
| public?’ The public have no business to 
be educated and should be left to their 
fate.’ 
| “The medical profession should not 
stand for this situation, and the public 
{should insist upon hearing the truth, 
| as they do in America. Furthermore, 
when the public are sufficiently edu- 
cated the medieal profession will disap- 
pear.”’ 

“The science 6f health has now reached 








ALLIED NOTE GALLS 


- ONREICH 70 DISARM 


By EDWID L. JAMES. 
} Continued from Page 1, Column 3. 


| ble only to the local authorities instead 
| Of the National Government. 
| In the next place the nation-wide 
| portable wireless system of the police 
| force is to be dismantled, and only a 
|} small number of permanent wireless 
| stations retained. 

Germany must dispense with séveral 
} thousand machines for the 
| munitions now retained by’ private con- 
| cerns, and a long list is given of former 


| Government factories for making muni- | 


| tions which must be dismantled down 
| to the equipment required, in the judg- 
ment of the Allied Military Control 
Commission, to supply the German 
troops permitted by the Treaty of Ver- 
sailles. 

The note then states that the present 
equipment of the German forces is out 


of all proportion to their needs, and the 
allied commission is given wide powers 
to bring down the equipment to scale. 

One point is made that Germany now 
has 200,000 railroad cars arranged for 
the transport of troops, whereas 10,000 
would carry all the troops Germany is 
permitted to have. 

Eight thousand steel helmets recently 
supplied to the police must be sur- 
rendered. 

It has been discovered that many Ger- 
man units without horses hold large sup- 
plies of harness and saddlery, and this 
is to be given up. Surplus uniforms and 
generat equipment must be abolished 
and the number of gas masks must be 
greatly reduced. 

The Allies allege that Germany re- 
established the great general staff for- 
bidden by the treaty, and it is demanded 
that laws be passed changi the powers 
conferred on the Military Directorate of 
the Reich. It is also demanded that the 
recently opened schools for training staff 
officers be closed, and that the gas 
schools be abolished immediately. 

The note charges that Germany has 
complete railroad plans for mobilization, 
and that railway equipment. sstill is 
manufactured with a view to eg 
use. it is 


making of 


man aftmy was to be used clusively 
for the maintenance of intErnal order 
and for the control of the German 
frontiers. It is this circumstance 
which, while it demonstrates the im- 
portance of éach individual default, 
renders the totality of these defaults 
so serious a menace to peace. 

Paragraph Five—In order that the 
treaty may be fulfilled in its funda- 
méntal provision it is therefore nec- 
essary that these imporant defaults 
should be made good. So long as 
they remin unrectified it will be im- 
possible to consider Germany's mili- 
tary obligations fulfilled. It should 
be clearly realized that breaches of 
treaty thus specified constitute the 
most serious but not the only evidence 
of non-fulfillment by Germany of this 
essential portion of the treaty of 
peace. 


Call for Good- Will. 





Paragtaph Six—In the accompany- 
ing memorandum will be found the 
first examination of the state of exe- 
cution of the military’ obligations ¢ce- 
volving upon Germany, as. established 
by the report of the Commission of 
Control, dated Jan. 25, 1925. The sec- 
ond is a summary of the principal 
points in the military clauses on which 
the ‘Allies have not yet received satis- 
faction. The third is a detailed list 
of the measures which should be 


taken to rectify these defaults. In 
regard to- these the allied Govern- 
ments have given necessary instruc- 
tions to the Commission of Control, 
the body qualified by the treaty to 
act in this respect. The fourth is a 
list of concessions already made by 
the Allies. This list has been inserted 
in orecer that the statement’ of the 
position should be complete. 

Paragraph Seven—The allied Gov- 
ernments are convinced that _ it 
merely requires good-will on the 
part of the German Govern- 
ment and the German authorities 
to secure that rectification of the 
defaults cited in the third part of the 
memorandum are carried out in @& rel- 
atively short period. 

Paragraph Eight—In fine, it now 
rests with the German Gavernment 
themselves to create conditions so that 
athe evacuation can speedily be effect- 
ved. It is they themselves who will 
profit by the readiness with which 
they give effect to the rectifications 
demanded, as well as the care with 
which they proceed strictly to con- 
form their attitude to the terms of 
the treaty. 

Paragraph Nine— The Reparation 
Commission has, in a letter of which a 


| dinner to 
| Guildhall tonight, given by the Advisory | 





| here 
| The first, which is the most interesting 


such a high point of development In. 
America at people believe that if 
ninety-nine per cent. of all drugs were 
thrown into the séa it would be a good 
thing for the human race, though rather 
hard on the fishes,’’ Dr. Woods Hutchin- 
son, American medical wrtier, told the 
doctors. His remarks caused much 
laughter. 


“This was Oliver Wendell Holmes’s 
theory, and it is widely accepted today,” 
said Dr. Hutchinson. ‘‘Doctors now take 
their remedies from good food, fresh air 
and bright sunshine, and by advocating 
all the good things provided by nature 
they are opening a new era. Life is no 
longer a meditation on death. Health, 
not disease, is now .being made conta- 
gious. 


The most important single factor In a 
common sense diet is meat and lots of it. 
There 1s not a particle of evidence to| 
support the old tradition that meat is| 
bad for gout.or the kidneys, or tends to} 
harden the arteries. People who live on 
meat, like those In Canada, Australia 
and New Zealand are long-lived. An- 
other new rule of the modern American 
doctor is to find what the. patient likes 
best in the way of food, then let him 
have it. 

Dr. Hutchinson’s remarks, in addi- 
tion to provoking merriment, caused 
comment because of his radical depar- 
ture from old ideas. He exploded the 


cereal diet, saying that people who lived | 
on these had about the same resistance | 


power as rabbits or cows. 

“The 
either soon quits it or else it quits him | 
in an attack of pneumonia,” he said. | 
“We have been under the obsession 
that anything uninterestin must be 
good for us. Now we find that the one} 
thing we cannot get along without is a/ 
luxury.”’ 


There was more laughing at the doc-| 


tors’ expense at another luncheon in|} 
their honor by the American Society in} 
London when Wilson Cross, presiding, | 
said that he saw many doctors present; 


eating the very things which, for fees, | J 


they had ordered him to keep -off as! 
ruinous to his health. | 
Dr. Charles H. Mayo presided at a} 
700 doctors and guests at} 


Committee of the Interstate Post-Grad- | 
uate Assembly of America. Neville| 
Chamberlain, Minister of Health, was} 
the chief speaker. A message of wel-| 
come from the King to the 
doctors was read. 


by the libera- 


alleviation to een ge ; : 
e occupied ter- 


tion of a portion of t 
ritory.’”’ 
Berlin Foreign Office Angry. 
By T. R. YBARRA. 


Special Cable to Tue New York TIMES. 
BERLIN, June 


Allied Military 
yesterday 


Control note 
and published today. 
to Americans, is the allied demand that 
Germany destroy machinery in 
Krupp and other factories. 
that if carried out this would be a 
Dawes plan. 

The second is that the allied 


sailles Treaty. 
High official 
they know but too well that Germany 


herself to the most intensive 
reconstruction, nevertheless 


devotes 
economic 


would be a shattering economic blow, 
seriously jeopardizing German capacity 


plan. 


Commander of the German 
Shorn of his powers and 
Army be reorganized, 
heatedly contends that there 
Single word in the entire 
Treaty giving the Allies the right to tell 
Germany how she shall 
The Germans contend 
observed the treaty 
size and organization 
Army. Beyond that they insist that it 


Army be 
the German 


that 


many trains or groups her soldiers. 
Wilhelmstrasse officials become 








furiated when discussing this section of 
the Allies’ note. They declare the 
allied idea seems not only to rob Ger- 
many of all offensive military power, 
but also of all possibility of defending 
herself. « 

Reverting to the Dawes plan, the 
significance of the allied note, they 
claim, is.that the allied insistence on 
the destruction of Krupps and_ other 
equipment has not the slightest military 


| 
man who follows such a diet} 


American |@ 


5.—Two points stand | 
j out in the Wilhelmstrasse opinion of the | 
received | 


the | 
It is held} 


deadly menace to the execution of the | 
demand | 
that Germany reorganize and curtail her | 
army is a direct defiance of the Ver-| 


| 
f circles in the Wilhelm- | 
strasse point out that the Allies, though | 


can fulfill the Dawes plan only if she| 


demand the destruction of German prop- | 
erty worth more than $25,000,000, which | 





run her army. | 
they have} 
stipulations as to} 
of the German | 


is none of the Allies’ business how Ger- | 


in- | 





meaning, but is based on fear—es- 
pecially in England—of growing German 
competition. It was pointed out today 
that some plants whose machinéry was 
ordered to be destroyed or scattered are 
manufacturing for America, which is 
said to have aroused fear among com- 
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to continue payments under the Dawes/§ 
Regarding the allied demand that the|§ 
Wilhelmstrasse | & 


is not a} 
Versailles | 
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Stern Brothers 


Forty-second and Forty-third Street, West of Fifth Avenue 


Superb quality at moderate prices ! 


Men’s Suits 


These colorful spring 
weaves of 100% Virgin 
Wool Fabrics make a 
splendid foundation for 
the fine designing talent 
and tailoring skill of the 
Kirschbaum craftsmen. 
Finished and Unfinished 
Worsteds, Cheviots, Serges, 
Cassimeres and fancy 
mixtures. The prices are 
decidedly low for so much 
quality. All sizes: Reg- 


ulars, Stouts and Shorts. 


5 and $55 


uality Creations by 
KIRSCHBAUM 


Summer Suits, $16.50 to $30.00 


Palm Beach, Mohair, Tropical Worsted, Gabardine. 
‘ (Coat and Trousers) 


Men’s Section—STERN BROTHERS—Third Floor 





This must be stopped, and 
copy is enclosed, declared that Ger- 
many, at the present moment is faith- 
fully fulfifing her reparation obliga- 
tions as they are at present fixed. 
The allied, Govérnments tHerefore are 
prepared, notwithstanding reservations 
which state that the non-éxecution of 
other parts of the treaty would jus- 
tify on their part any consideration 
of capital importance they attach to 
the execution of the military clauses 
of the treaty, to order the evacuation 
of the first zone of occupation so soon 
as the breaches of the treaty enumer- 
ated in Part III. of the attached 
memorandum have been made good. 

Paragraph Ten—They are confident 
that during the period required for the 
execution of the rectifications in ques- 
tion no fresh serious infraction by Ger- 
many of any of her obligations under 
the treaty will arise to hinder the 
, operation of Article 429, 


} Withdrawal From Cologne Promised. 


Paragraph Eleven—There will then 
be nothing further to prevent the with- 


peting European firms and caused the | 
inclusion in the allied note of the de- 
struction orders which, if obeyed, gould 
fatally cripple German competition. 
Attention also wa» ied to the fact 
that one of the plants which would be 
seriously affected if the terms of the 
note were carried out, is a big German 
cheap automobile factory. Here, too, 
the fear of German compétition is seen 
as the underlying reason for: the de- 
struction orders. 


demanded that the sections dealing with 
military transport be eliminated from 
the German military instructions. 
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Y Brush Up Your French 
On Board Ship 


ERE are 

of the latest 
French novels. You 
will find them enter- 
taining as well as 
informative. 


position always. No Bf Must End Secret Army. 
vs Another part of the note deals with 


Ba restriction or binding 53 

24 AA the issue of surplus officers in the 

sf —se full, free circula- . Reichswehr, and says the Allied Com- 

%y tion. With circula- i mission will revise the personnel of the 
German Army. 


yy: 
f€% tion normal, exces- 
Recalling that it had been found that 


sive foot perspira- commercial airplanes had been used for 
military training, the Allies’ note says: 

“A decree forbidding the cooperation 
of all kinds of ‘aircraft with the army 
be promulgated and put into 


YS 


ot 
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MACY’S 


34th STREET and BROADWAY, NEW YORK CITY 


Vil 


Resent Demoting Army Chief. 


Wilhelmstrasse is especially bitter re- 


garding the allied demand that General 
von Seeckt, commander of the Reichs- 
wehr, be shorn of his special powers, 
deprived of his large general staff and 
relegated to a position of mere Chief of 
Staff to the Defense Minister, Herr 
Gessler. The Allies contend that this is 
what he ought really to be. They claim 
the Germans have evolved a position of 
Commander in Chief of the German 
army and created around him a General 
Staff, thus directly violating the Ver- 
sailles Treaty. 


some 


‘J 
(on 
2 : 

2 must 
force.” 

On the important issue of short-term 
enlistments in the Reichswehr, the note 
declares that only twelve-year enlist- 
ments will be permitted, and the total 
number must always be kept down to 
100,000, and a limit fixed for the num- 
ber of discharges to be allowed. It is 
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| Germany 
|} reparation 


| contents, 4 
| cussion must be opened with the Reich, 


| tary 


| Ruhr 


also demanded that an end be put to 
the ehvengee | of reserve officers, which 
has been admitted by Berlin. 

Perhaps the most important demand 
relates to the “‘large number of associa- 
tions, whose members number several 
millions and take part in military train- 
ing. Rifle ranges have been placed at 
the disposal of several of them by the 
Reichswehr, and in many cases their 
members undergo training the 
army.” 

The Allies call for a measure ‘‘to pre- 
vent associations, whatever their nature, 
from occupying themselves with any 
military matters or having any connec- 
tion with the Ministry of War or any 
other military authority.” 

The Allies also state that where guns 
have been permitted in forts these guns 
have been found on mobile mountings, 
and must be put on permanent mount- 
ings and the portable mountings de- 


with 


i stroyed. 


The note ends with the statement that 
is found to be fulfilling her 
obligations. 

tenor of the note, as well as its 
show that an important dis- 


The 


and on its outcome must depend largely 
the fate of the negotiations for a secur- 
ity treaty. Now that the French have 
British adherence to their assertion 
that Germany has been retaining mili- 
equipment and personnel above 
what is allowed by the treaty, they 
may be expected to insist on satisfac- 
tion. Indeed, the issue raised is'an im- 
mense one, since the evacuation of the 
is tied the 
evacuation, 


Toxt of the Note. 


The text of the allied note is as fol- 
lows: 

Paragraph One—TIn their note of 
Jan. 5 last the allied Governments 
informed the German Government that 
the extent to which the Treaty of Ver- 
sailles had been fulfilled by Germany 
did not justify them in granting her 
the benefit of partial evacuation in 
advance as contempiated by Article 429. 

Paragraph Two—At the same time 
they declared their intention of await- 
ing the final report of the Interallied 
Commission of Control before inform- 
ing the German Government “what. 
will remain for Germany to do in order 
that her military obligations may, 
within the terms of Article 429, be 
considered faithfully fulfilled.” 

Paragraph Three—This report now 
has been received and examined. It 
establishes numerous defaults of the 
German Government in respect to obli- 
gations devolving upon them” under 
Part V of the Treaty of Versailles and 
thus enables the allied Governments 


up with Cologne 





SHOT SPEEDS 27 FEET 
Miss Josephine Steves winning the event 
fn the Cornell girls’ track games at 
Ithaca, when her shot passed through 
the air for a distance of 27 feet 9 inches. 
The New York Times Rotogravure-Sporis 
Section tomorrow (Sunday).—Advt. 


now to make the communcation which 
they had promised. 

Paragraph Four—The allied Govern- 
ments consider it of capital ‘impor- 
tance to place in the foreground of 
their argument the general observation 
that these defaults, if not promptly 
rectified, would in the aggregate en- 
able the German Government eventu- 
ally to reconstitute an army modeled 
on the principles of a nation in arms, 
This would be directly counter to the 
treaty of peace under*which the Ger- 


be 


drawal of the Interallied Military 


Commission of Control, whose task it 
will be possible to consider completed. 
Its withdrawal will be notified to the 
Council of the League of Nations in 
view of the application of the meas- 
ures laid down by that body for the 
purpose of execution of Article 213 of 
the treaty of peace. . 

Paragraph Twelve—Finally, the al- 
lied Governments have observed from 
the terms of the German Government's 
notes of 6 and 27 January, that the 
latter appeared to misapprehend the 
reasons which led the allled Gov- 
ernments to take the present attitude. 
Anxious to avoid all possibility of a | 
misunderstanding in the future, they 
wish to declare afresh, as they did in 
their note of 26 January, that- they 
intend scrupulously to observe the 
terms of Article 429 of the treaty. 

Paragraph Thirteen—The allied Gov- 
ernments equally cannot leave unchal- 
lenged the allegatidn contained in the 
German note of Jan. 6 that the non- 
evacuation of the Cologne zone on 
Jan. 10, 1925, constituted a measure 
of reprisal on their part. Such a con- 
tention, already refuted.in the allied 
note of Jan. 26, shows complete mis- 
apprehension of the bearing of Articles 
498 and 429 of the treaty. It was for 
the German Government, by faithfully 
fulfilling their obligations, to earn the 
benefit of evacuation of the first zone 
of occupation, as provided for by 
Article 429. 

Paragraph Fourteen—Again, the al- 
lied Governments cannot admit that 
their decision was an act of severity 
out of all proportion to the importance 
of the military obligations which re- 
main to be fulfilled. On the contrary, 
among those obligations which the 
German Government represent in their 
note as being of secondary importance, 
are clauses to the essential impor- 
tance of which the Allies have for long 
but in vain drawn the attention of the 
German Government, and particularl 
in the collective note of Sept. 29, 1922. 

Paragraph Fifteen — Furthermore, 
subsequent to the note on several oc- 
casions and again quite recently, the 
German Government committed new 
serious infractions of the treaty, no- 
tably by proceeding to the incorpo- 
ration in the Reichswehr of _ short 
term voluntary recruits; by authoriz- 
ing numerous associations, illegal un- 
der the terms of the treaty, to carry 
out military training; by encouraging 
the development of certain plants in 
factories. 

Paragraph Sixteen — Nevertheless, 
the allied Governments, having cited 
these infractions, are preparéd, in 
their anxiety to avoid all controversy, 
to keep in mind only the assurance 
contained in the German note of the 
6th of January, to the effect that the 
German Government will @o their best 
speedily to attain a necessary practi- 
cal result. 

Paragraph Seventeen—It is for this 
reason the allied Governments again 
appeal earnestly to the German Gov- 
ernment to liquidate with the neces- 
sary good will, the outstanding mat- 
ters, the settlement of which the grav- 
ity of the situation demands. This 
is the only way tn which that Govern- 
ment can, in their own words, ‘‘bring 


The Germans insist, however, that 
nothing was done in this connection ex- 
cept what the treaty expressly allows. 
In fact, they are saying here tonight 
that the Allies all along have known 
and sanctioned what was going on with- 
in the German Army, and, therefore, 
the sudden insistence on a change not 


{only is a complete surprise here but a 
| flagrant 


A violation 
stipulations. 
Wilhelmstrasse is nothing if not volu- 
ble regarding the allied note. It struck 
among the officials there like a bomb. 


of the Versailles 


| Though the contents were pretty well 


discounted before the note arrived, 
nevertheless the effect of seeing the 
allied demands in cold black and white 
has been tremendous. 

The view taken in high Wilhelmstrasse 
circles is that the allied demands are 
insincere. It is felt that the accusations 
against Germany are petty and will ob- 
scure the big issues at stake, condemn- 
ing*Europe to another lorig period of 
wearisome uncertainty. » 

The Allied note is so voluminous, it 
is pointed out here, and the instances 
of non-fulfillment of the treaty adduced | 
against Germany are so numeérous that 
no solution could be arrived at for years 
if the note were discussed point by point. | 
Officials here believe that 


be deplorable, tending to ruin the hope 
of international conciliation. 


See Leniency in Police. 


THe only section of the note where- 
with the Germans are at all pleased is 
that relating to the ‘‘Schupzpolizei”’ 
(German National Police Force). It was 


assumed the allied accusations and de- 
mands regarding the police would be es- 
pecially severe. But instead of insist- 
ing that the police live no longer in bar- 
racks, &c., the Allies have made con- 
cessions, thus giving the Germans an 
unexpected pleasant surprise. 
Otherwise, however, the note arouses 
only disapproval and anger, and deep 
Teutonic gloom. As proof that Ger-| 
many has fulfilled her obligations, Ger- 
mans point Pg to the list in the 
allied note of war material delivered 
to the Allies by Germany or destroyed 
by her in obedience to allied orders. 
These figures include the information 
that Germany, up to February, 1925, 
had deliverec. or destroyed more than 
33,000 cannon and howitzers, 87,000 ma- 
chine guns, 242,000 machine gun bar- 
rels, more than 4,500,000 rifles, more 
than 38,000,000 rounds of artillery am- 
munition, and nearly 500,000,000 rounds 
of rifle ammunition. These are only a 
few items in the list, which the Ger- 
mans contend shows such colossal de- 





struction of war material as to prove 
conclusively that Germany has honor- 
ably carried out the treaty and to all 
intents and purposes is helplessly dis- 


aimee. 

egarding the allied prescriptions for 
reorganization of the German army, of- 
ficials here angrily repudiate the sug- 
heat en that it is meant merely for de- 
ending the German frontiers. They 
could not even do that, they maintain, 
if the allied orders were obeyed—in fact, 
according to the German view, it would 
be merely a little body capable only of 


4 chasing poachers or smugglers. 


the effect of | | 
the note on German public opinion will | | 
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THE NEW LARGE HAT 


with brim of Balibuntl Straw 
and crown of Belting Ribbon 


SPECIALIZED AT 
sT 4.48 


OF the rollerchairson AtlanticCity’s 
boardwalk; at the smart yacht clubs; 
on the country club verandas; on the 
observation car at the Intercollegiate 
Regatta; at these and other thorough- 
ly smart occasions smart women 
will wear this type of hat—in black, 
white or the colorful sports shades. 
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“TBUGKNER CALLS FOR 


“QUICK COURTREFORM | 


Continued from Page 1, Column 2. 


Boal laws. The cearte 4 frosts - 

ons, composed o: ree Judges, 
misdem: ors under the State law with- 
out indictment or jury trial. Both gran 
and petit juries are dispensed with. 
Thousands and thousands of cases a 
year are disposed of by Police Magis-' 
trates and these Special Sessions J 2 


Delayed by Petty Cases. 


“Take the Federal courts. Only last 
week I read of a case in the Federal 


Court at Kansas City. A mail clerk 
was indicted by a Grand Jury for steal- 
ing from a parcel of mail seven stalks 
of pamerk. He was tried before a 
petit jury, with all the time required by 
that procedure, and was acquitted. 

“In my own court during the first 

« week of my term I notice a case of a 
mail clerk indicted for tampering with 

* mail, where he had opened an envelope, 
taken out $5, resisted temptation, put 
it back and sealed it, and sent it on its 
way. The vigilant agents grabbed him. 
He was indicted, pleaded guilty and was 
sentenced to spend three hours sitting 
in the marshal’s office. 

“And yet we brought to trial the other 
bet? a counterfeiting case two'and one- 
half years old. The defendants pleaded 
=y- For poisoners of the nation’s 

lood, its currency, to walk around two 
and a half years while the courts are 
clogged with party cases is a public 
scandal. We brought to trial and se- 
cured a plea of guilty from a man who 
cheated the Governnrent on taxes. The 
indictment was four years old. We have 
tried some business burglars, men who 
defrauded creditors, where the indict- 
ments were three years old. 

“With big offenders undetected and 
gre on the enemy. with our 

eral Judges in New York working 

to the breaking point, with our ma- 

chinery almost smashed, we are bound 

and gagged with petty cases because 

t agents, zealous for rec- 

. bring them in and most United 

States Attornels feel compelled to take 
them all. 

‘The creation of Federal police courts 
and the creation of Federal courts for 
misdemeanors without grand or petit 
urors and with power to sentence to 
ail for one year would work a revolu- 
fon overnight. I am not discussing 
the constitutional difficulties, if any ex- 
ist. —7 lawyers assert that no con- 
stitutional amendment is required for 
this reform. But it is wholly imma- 
terial, because if a_ constitutional 
amendment is required to enable us to 
adopt the machinery every large ¢ity 
has found necessary, let us have a con- 
stiutional amendment by all means. It 
has become easy, apparently, to amend 
the Constitution. Let us not fool our- 
selves and tacitly permit a moratorium 
for Federal crime merely because we 
may need a constitutional amendment. 

“It is better to repeal laws than not 
to enforce them. The effect of lying 
down is corrosive upon society and upon 
the great body of public officials upon 
whose probity and upon whose loyal| 
and enthustastic public service our very 
Government depends. 


Would Deny Bail Pending Appeals. 


Mr. Buckner’s second remedy for sim- 


plifying enforcement of the Federal laws 
was to make it impossible for a con- 
victed man to be released on bail while 
appealing to a higher court. He said 
that this suggestion might seem to be of 
minor importance, but he described it 
as ‘‘extremely important and far-reach- 
ing in its effects.’” He thought that if 
it were adopted it would ‘‘soak up con- 
gestion like a sponge.’’ Discussing this 
suggestion the said: . 

““Yefore a convicted man should be re- 
leased on bail on appeal, there should 
be @ substantial doubt as to the pro- 
priety of his conviction and therefore a 
reasonable chance that he will secure a 
reversal of his case. New York State 
has for a generation had this reform 
and it is the law of that State that Con- 
gress should copy. In New York under 
the State law when a man is convicted 
he cannot be released on bail pending 
appeal unless the court which tried him 
or a co-ordinate court grants him what 
is called a certificate of reasonable 
doubt. He can appeal all he wants to, 
but he cannot go free pending that ap- 
peal unless such a certificate be grant- 
ed. 

“This law results in very few appeals 
when compared to the tetal number of 
convictions. In the Federal courts the 
practice varies in different districts, but 
bail is granted where it should not be 
and some judges feel that the defendant 
is entitled to bail as a matter of right 
under the present state of the law. 

“The result is that defendants appeal 
on a forlorn hope just to keep out of 
jail a year or two longer. Lawyers too 
often fan this forlorn hope in order to 
earn a fee. If the defendants were kept 
in the local jail pending their appeal, 
the number of appeals would decrease 
by 95 per cent. and the burden upon 
our upper courts and District Attorneys 
would be lessened to an astounding de- 
gree. Those that did appeal would speed 
up because if the client remained in jail 
his lawyer would get quick action or be 
discharged. 

“This reform would go deeper than 
decrease appeals. It would very greatly 
increase the number of pleas of guilty 
in the first instance because it is al- 
most the universal rule thet men re- 
ceive lighter sentences if they plead 
guilty. If a man realized that he would 
not be likely to get bail for an appeal 
and therefore loiter around for two 
years or more, as they have sometimes 
done in New York, he would not go to 
trial at all. Thus a few minutes in- 
stead of a few years would be spent 
on a case. It is my belief that this re- 
form alone would cut in half the pres- 
ent pressing need for acditional Federal 
Judges so far as_the criminal law is 
concerned.”’ 


For Grand Jury Stendgraphers. 
In announcing his third suggestion 


Mr. Buckner said that it might appear 
a queer one coming from a United 
States District Attorney, but it ‘‘is 
more important than it seems.”” The 
suggestion was for the creation by 
Congress of official Grand Jury ste- 
nographers. Under the present method, 
he explained, a stenographer is appoint- | 
ed as Assistant United States District |} 
Attorney and the notes he_ takes are | 
for the private use of the District At- 
torney’s office. The minutes, he stated, | 
are not official and the stenographer | 
could be orcered out of the court room } 
at will. 

“Here again,’’ he continued, ‘I would } 
have the Federal law follow the New 
York State law. Under our State law} 
there is an official grand jury stenog- | 
rapher. Defendants may move for an 
inspection of the Grand Jury minutes } 
before trial. Nearly all applications 
of this kind are cenied, but In an appro- 
priate case the Court reeds the minutes | 
and if he thinks the motion ought to/| 
be granted he grants it anc very often 
he later dismisses the indictment be- 
cause improperly secure¢. 

“This law acts as a wholesome curb 
upon the District Attorney. He makes 
sure of his record. He must not run | 
the risk of an exposure, of impropriety | 
or carelessness. If he has. evidence} 
against some defendants, he does not | 
dare throw in others merely because | 
he suspects them, or thinks he may}! 





later get some evidence against them, | 
or hopes to frighten them into turn- 
ing State’s evidence and turning against | 
the real defendants. I feel—in fact, | 
I know—that there is serious danger | 
of a tyrannical abuse of power on the | 
part of United Stafes Attorneys in | 
Grand Jury proceedings, and I. think 
that we shoulé all be curbed in the | 
same manner as the New York State | 
District Attorneys. 

“This reform would reduce the num- 
ber of indictments found and therefore 
reduce congestion. It would reduce the | 
number of later voluntary dismissals of 
indictments, which is harmful to the ad- 
ministration of criminal law."’ 

The fourth suggestion of Mr. Buck- 
ner’s was that the salaries of Federal 
Judges and of Assistant United States 
District Attorneys be made adequate. 
At present, he said, they were “grossly 
inadequate.”’ 

“I shall shortly have fiftr iegal as- 
sistants,’’ he said. ‘‘Except for my four 
heads of departments, almost every law- 
yer in my office receives less than | 
33,000" and only one man receives as 
much as $3,600. First-class bookkeepers, 
stenographers, salesmen, plasterers, 
bricklayers and plumbers are far better 
paid. We do not have enough stenog- 
~aphers, clerks and messengers. We 
eannt indict crooks without some one to 
write the indictments. Inadequate ap- 
propriations by Congress is simply a 
means of licensing crimes against Fed- 
eral laws. 

**With the cost of living what it is, a 
district Judge at $7,500 a year is grossly 
underpaid in New York. He can hardly 
live. He cannot properly educate his 
children. Our New York City Police 
Magistrates receive more, our New York 
City Municipal Court Judges, trying 
petty civil cases, receive more, and our 

tate Judges of similar judicial power 
receive $17,500 per year."’ 
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FORTY-NINTH to FIFTIETH STREET - 
TELEPHONE PLAZA 4000 


‘SAKS-FIFTH AVENUE 


For Little Tots— 
Gay Summer , Dresses 
and Rompers | 


Fluffy Little Dresses—Sleeveless models | 
of fine white dimity—color- trimmed in 
pink or blue, colored voiles, dotted 
organdies and gay, little printed dimities. 
Sizes 2 to 6 years. (One sketched left, 3.00) 
3.00, 3.50, 7.95, 13.50. 


Mannish Rompers—Sleeveless models of 
sheer dimity, voile or dotted Swiss in white, ' 
pink, blue or peach. Sizes 1 to 3 years. 

(One sketched right, 3.00.) 2.00, 2.50, 3.00. | 


TINY TOWN 
SAKS-FIFTH AVENUE—SECOND ‘FLOOR 


Girl’s “Peggy Pumps” 


Specially Priced at 4,95 


White Calf Black Patent 
Black Satin 


Ideally suited to the needs of the grow- 
ing girl for school, vacation and “best” 
Sizes 2% to 7. 


SAKS-FIFTH AVENUB—SECOND FLOOR | 


MACY'S 


34th Street & Broadway New York 


_ Keep Cool ! 


Keep your temperature down 
y wearing a cool straw! 


And keep the price down 
by selecting it at Macy’s! 


ACY’S large stock affords a good 
selection of the season’s popular 
styles. These prices are the lowest, 
for equal quality, in New York City! 


Sennits Panamas 


$2.74 4.69 


Also Kgncy Braids Several Models 
MACY’S—Street Floor, East Building, 35th Street. 
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SAKS ~-FIFTH AVENUE 


‘  FORTY-NINTH to FIFTIETH STREET 
TELEPHONE PLAZA 4000 


CLEARANCES 
Misses’ Coats 


Redued » AQ) OO 


Original Prices 75.00 to 95.00 


(oats of a quality one. would not expect 
to find at 40.00 even in a clearance. 


Styles are smart and varied. The slendersil- 
houette, variations of the flare—many trim- 
med with fur—and'a model designed by 
O’Rossen, are all represented in this group. 


Materials are silk faille, cashmere weaves, 
Patou tepp, charmeen and imported tweeds. 
Sizes 14, 16.and 18. 


ALL SALES FINAL 


SAKS-FIFTH AVENUE—THIRD FLOOR 


Misses’ Dresses 


‘Reduced to 33 OO 


Originally 49.50 to,69.50 


Fashions for afternoon and 
sports OCCASIONS, 


Made of favorite summer fabrics—crepe de 
Chine, plain and figured Georgette, tub 
silk and flannet in all the new ‘colors and 
white. One and two-piece models—long 
and short sleeves—charmingly trimmed 
with scarf treatments, godets, jabots, pleats 
and beads. Sizes 14, 16 and 18. 


ALL SALES FINAL 


SAKS-FIFTH AVENUE—THIRD FLOOR 


French Cotton Frocks 
for Misses 


*8.50 axa *12.50 


Dainty —crisp handmade French voile frocks. 
Just the thing to wear in the garden these sum. 


mer mornings. In a variety of styles and colors. 
THIRD FLOOR 


Lord &T aylor 


FIFTH AVENUE 


TELEPHONE FitzRoy 1900 


Store your Furs with us. Safety with Service insured by vaults on 
premises. Call FitzRoy 1900. A messenger will call for your Furs. 


From these and eight others: The Charm of Czechoslovakia—Who’s Who in Soviet 
Russia—America’s, Dependence on Foreign Goods—Jews in Eastern Europe Becom- 
ing Farmers—Can the Costly Naval Policy of the United States Be Justified ?— 
Spain’s Dictatorship—Latest Figures on World War Casualties—Canada Reaps 
Harvest From Liquor Business—Challenge of Socialism/in Great Britain—Also Out- 
line of Month’s Events in All Countries, and Eight Special Departments. JUNE 
CURRENT HISTORY, News Stands, 25¢.—Advt. 


; RAT pierce 








SAKS-FIFTH AVENUE 


FORTY- NINTH to FIFTIETH STREET 
TELEPHONE PLAZA 4000 


Three- Button 
French Suede Gloves ° 


Specially Priced at 2.00 
Guaranteed Washable 


Beautifully tailored Paris imports of the type 
worn ‘by the smartest Parisiennes. Of French 
kid suede—Feston sewn, with silk filet em- 
broidered backs—and three aristocratic little 
buttons and buttonholes. Guaranteed to wash 
satisfactorily. In mode, beige 6r white. The 
same model may also be had in two-clasp style. 


SAKS -FIFTH AVENUE—STREET FLOOR 


Special Selling of Women’s 


Pure Silk Hose 


1.35 Pair 
Regularly 1.95 


Remarkable values in pure silk hose of finest 
Japanese thread silk—and of clear, even weave. 


Full fashioned with lisle tops and soles. In 
every smart shade for daytime and evening 
wear. Sizes 814 to 10%. 


SAKS- FIFTH AVENUE—STREET FLOOR 


Gate-Frame 
Silk Hand Bags 


4.95 


An exceptional value is this smart model of 
Italian striped silk with frame of celluloid 
tortoise shell. In black or brown, lined with 
contrasting silk and fitted with purse and mirror. 


SAKS - FIFTH AVENUE—STREET FLOOR 


Writing Cases 
4.95 


of Ecrase Leather 


Smart little cases with many compartments. 
Equipped with writing paper, envelopes, pad, 
letter-opener, address book, pencil and loop 

tr. fountain,pen. In rose, blue, brown, 
greet, tan or black. Lined with fine silk. 


§AKS-FIFTH AVENUE—STREET FLOOR 
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HYLAN’ FIVE TIMES : 
of CONCERTPROGRAM| # b \ Pe 
| Rhume: Appents in babes Type (It HE [Ailored Woman 


i} on Season’s First List 


ay sei ike: 632 Fifth Avenue at50th Street 


 § 


OPENS ON NEXT MONDAY 


Wand to Play at the City Hall— 
Miss Sinnott, Soloist, Not 
: Related to the Mayor. ; 


Programs with the title ‘“The Mayor ‘ 
' Hylan People's Concerts” were issued 
Yesterday for the first of the regular) t O 
f@eries of city concerts which will be} A Ore CWS 
held at noon on Monday in City Hall | 
Park. 


, The title ‘‘The Mayor Hylan People’s 
' Concerts’ appears three times on the | ’ e 
four page program, each time in large | at . 
type. The name of. John F,. Hylan 


makes two appearances, aside from the 
title of the concerts, making a total of | 


_ five printings of the Mayor's name ood e e 
large type on the four pages. 
1 . Two concerts in Central Park, which | ; lf le Sl 


. @re described by Commissioner Gallatin 
@s ‘“‘overtures’”’ to the regular program, | 
, are not designated as ayor Hylan’s. 
This gave rise to the impression that, 


the Mayor had decided not to name >:the | 
concerts after himself because of the | 
. @ontroversy which arose when Conductor Sas 
Goldman and the Guggenhtims resisted | 
. the attempt of Mayor Hylan last year | 
to circulate programs calling those con- | 
certs ‘‘Mayor Hylan’s Free People's 


Concerts.’’ Following the rejection of | 


fi . 
| this title Mayor Hylan ignored, accord- | 
ing to Danicl Guggenheim, the offer to} ro Sk x t 
repeat the Goldman concerts in Central | I } } | ] a 


Park, and also ignored a petition with | 
more than 350,000 sicnatures asking him | 


i ‘ 
not to deprive the people of the Goldman ,’ 
concerts in Central Park. The Guggen- | 
heims announced on Tuesday that the! § 
Sear'at New York Universi oe | STOCK an ras- | | SU er 





/ 





year at New York University. 
Mayor Hylan’s concert of next Mon- 

, @ay will be given by the Seventh neat 
ment Band. The soloist will be Dorothy 


} 4a 
Sinnott. Chamberlain Berolzheimer in a e e 
'Yetter to Mayor Hylan described Miss 
, Binnott as ‘‘a wonderful artist, worthy 
of recognition by the Metropolitan or C , 
2 
© 


, any other opera company,’’ and added | 
that her voice was ‘‘absolutely perfect.”’ | 
M. Henri Zdy, her teacher, said that | 
Miss Sinnott came to New York from | 
the State of Washington and was not | 


e 
a member of the family of Sinnotts who : ; | 
MTne prosrams gave the June schedule | AN down t Or 1M- | ; B edadal in the sun-baked, stuffy tenements—where each day and night is 
| a nightmare of torment for little children and tired mothers—there 
a cthe different boroughs. "These are | ‘ | you will find death stalking its helpless victims. Many of them have alread 
evening performances, except Fines bad d t l | 4 ; y em ave a rea y 
aes ae | meadlate ciear- fallen. _ | 


10th—Central Park, Seventh Regiment Band.| § ry : - 
| We appeal to you to help us in our Fresh Air Work for these families. 


of ‘The Mayor Hylan People’s. Con- 
certs,”” which were described as being in 





12th—Central Park, Orchestra). 


18th—Central Park, Passeri’s Band. | 

ith—Centra -ark, Passeri’s Band. | | 
rn ey qn | We ask you to give as generously as you can, for there are thousands who, 
we gg oy Se C be | are now appealing to us for relief. 


With—Prospect Park, Conway's Band. 
18th—Winthrop Park, Conterno’s Band, 
I8th—Forest Park, Monarch Band. 
J#th—Sunset Park, Conway’s Band. 

. 39th—Central Park, Orchestral. 
19th—Thompeon's Field, Seventy-first Regi- | 


ment Band. ; 
20th—Centrai Park, Twenty-second Regiment 4 > . 

Band. 
2ist—Central Park, Henneberg's Band. | W l] t e D C e TT ? 
2ist—Forest Park, Jacob's Orchestra. 1 ream r e! 
Qist (4 P. M.)—Prospect Park, Martin's | i < I Nn H l 


Dist cf P. M.)—Pelham Bay Park, Clifford's | ‘ 
Past A breeze slipped out of the sea-flung spray The babe was hushed in its fretful cry 


—Astoria Pay pietune’e pene. P | § 
224—Central P. : enneberg’ sand. } c ; : 
rei Field l For a night of frolic and sport, As ‘the breeze blew softly and mild; 
The mother ceased singing her lullaby 


23d—Curtis viet, Razonth masimnect Band. 
24th—Central Park, Shannon's Band. ; 
And just for a moment stopped to play 
As she sank to sleep by her child; 
2 ud, 
She dreamed they sped from the shut-in court, 


24th—St. Mary’s Park, Seventy-first Regt- | 
ment Band. 
| In a shut-in tenement court; 
On the wings of the cooling breeze 
And swift from the city journeyed forth 


25th—Sunset Park, Shannon's Band, 
26th—Central Park. Orchestral. 
To the edge of the wave-tossed seas. 


26th—Poe Park, Martin's Band. | re ‘ 
26th—Thompson’s Field, Monarch Band. = It almost died as it felt the heat 


2ith—Central Park, Shannon's Band. | } 
28th—Van Cortlandt Park, Shannon's Band. | . . That oozed from the sun-baked walls 


28th—Central Park, Ulivierl’s Band. ra} IT ; rE - - > 4 
| P a And hurrying’ sought a way to’ the street 


th—Astoria Park, Conterno’s Band, 


BZsth—Highland Park, Queens, Cliftora’s | > f , 
j Band. ThA > Va) \ tflin 
B8tn—Forest Perk, akenstete Quoeestze. | fr FD) D) VOCs * Through the narrow, stifling halls. 
th (4 P. M.)—Rockaway Park, Conway's 1 | Ya) 't ; 

\ JB USS 16S Ua UU She smiled as her child reached out to play 


Band. 
Bbin—Cartis Pi, Contr’ Bend. d op- | Se er afl When out of a window came the cry With the foam that splashed to her sid 
- d op- $ - . 
‘program ‘Was also amnounced fo 37 ana 39 WEST 57th STREET,NEW YORK Of a child at its mother’s breast, She bared her breast to the cooling pac “ 
The sound of a tired lullaby, As it rose from the tumbling tide; 


@ra program was also announced for | 
Ebbett’s Field, Brooklyn: ‘‘Aida’’ on ‘ 

Feature today in. their 4 ” prpryes that the child might rest. But morning came and her dream stopped short 
I’li stop,” said the breeze, “before I go And she looked at her child with dread, 


Saturday, Aug. 1, at 8:15 P. M.; “‘Pag- 
Iiacci’”’ and “Cavalliera Rusticana’’. on 
. | A-hurrying back to the deep. As -the heat douved dows + ; 
T wn in the shut- 
SSE * ESSER By mother and child I’ll softly blow ; zit fromed hot in yes oe 
Till I soothe them gently to sleep.” + M. 





Wednesday, Aug. 5, at 8:15 P. M., and! 
“Faust’ on Saturday, Aug. 8, at 8:15 


ARMS CONFERENCE 
FOR OUTLAWING GAS 


Continued from Page 1, Column 5. 


nt | 


ee a oe 


fas warfare, the meeting to be held as 
soon as the powers represented here feel 
the time for concluding such a conven- 
tion is opportune. 

“I wish to lay emphasis on the fact | 


SUMMER FROCKS at $25 || Won’t You Please Send a Contribution 
Formerly to $65 
for These Unfortunates? A 


that a conference for consideration of | | Wash and printed silks, flannel and jersey. 
the’ use of poison gas does not involve | §) 
4 
4 


the complexity of a gathering like this | 
iol St. malght tm talk be cpmpeced of Any amount you can spare will be greatly appreciated. It will | - The 


ee ee Smart Summer Hats at $10 help us to send mothers and children to our fresh air home, SEA BREEZE, “ ALCP 
on Staten Island; to our two boys’ camps in Interstate Park; to Sunset PS 105 Ea ; 
3 


Quotes Coolidge’s “Faith.” 
Mr. Burton explained the prohibitory Bangkok, maam, felt ‘and hemp. Lod eon the Hudson. It will id i hi f d i 
g provide nourishing food and nursing care. es 22nd Street 


Clause of the Washington Treaty and Form ; . " > 
ilhed cosenhaek to ar Ceaakeal eiuisaads ormerly to $35 It will be a godsend to those who receive the benefit of your kindness. y, New York City. 
‘Treaty and the Santaigo resolution. In 7 

74 


conclusion he read an extract from a 
Graduation Phat og A = 4 
which the Execptive said: ‘Our chief | Sport Coats at $35 + / 
eld. ae e e e e a ayes Be Boe wnsease Secuunee ‘ 
Sf to be used where most needed in 


reliance is our faith in the world. 
your Fresh Air Work for the poor 


cannot maintain the necessary relations F 
ithout it. One of th t t- ormerly to. $85 
Erubutes of all ‘People ta. the desire “in| | | ASSOCIATION FOR IMPROVING THE CONDITION OF THE POOR - 
ee a Ore Stas te So the aes eit Town and country styles of flannel, velveteen and 7 mothers and children under your care. 
ie and Great Butaine v . 7 _(Please make checks payable to Geo. Blagé 
Lord Onslow said the conference should | } | kasha, light and dark shades. an 105 East 22nd Street 7 den, Treasurer.) 
ete tee erescani ap held 2 comer. | | . 7 
ce at Washington. He asked to refer New York City aft N 
ame eee eeeaee ee eee eee eee eee eaeeeseeoaeteeaeeeeee 


the question to a subcommittee and said | 
ye called at Washington, tho hands of : | CORNELIUS N. BLISS, President GEORGE BLAGDEN, Treasurer -~ 
4 





























@ called at Washington, the hands of 

such a conference should not be tied in | Street 

advance. SSHRC SHEESH STE SSESSS ESTAS SS SCEPC eeeeeeeee 
» Mr. Lange of Norway, in an address 

Baid the world could not time the : : : 

Mtlzer” but must kill ft and‘we could | RB dicks diac ctaceucchstnevisstecwkvagadedadnsaesialanetas 
not tame. war, but should abolish it. 
He asked why the legislative systems 
of the various countries never tried to 


palate the practice of murder. : we, ia 
. . — “What's that jingling 


an eloquent discourse, M. Boncour : 
of France said he supported the United A. 
OS . in your pocket, Fred?” 


States proposal, but declared that never- ; 
oe, Bay Country ag ameed the ai AKS : ronan Canicur | os 

convention to suppress chemical war- I V | F er 

fare would have in the back of its mind , -FIF H A EN } ‘ ‘ That's the quarters 
the fear another country would break , , } P’ve saved playingthe 


the agreement in the exigencies of war. i : “Ifiitie 
He gold that the conference must not : FORTY- NINTH to FIFTIETH STREET eS ars Goodyear e+ the 
nk only of such cases but of all the ; [> “| rs 
barbarities ‘and crucities “of war and TELEPHONE PLAZA 4000 at : i 2“ 75 cent ball that out- 
mnust suppress war. s could only be : , br | ka! : ” 
Gone, he said, when any State which | ‘ if N f git lasts all the dollar balls. 
wanted to make war would know if yy 2 
would havé against it the armed forces . 
of all other notions. 
In the end he turned to Mr. Burton 


N 

wee paid ae sewed the great idealistic | Hg ¢ ww ; 
cou which had shown such interest : rif »4 
in the humanitarian workg of suppress- ou | 4 cy 

Mad With other mations tx stppreasing ¢ Cuticura 

ons in suppressin : 

War. He said France would ‘aazociate | more u in + 
papel in any effort to suppress chem- ’ . , P t 

at wasters P ‘ _ Men's Tennis Oxfords reparations 

It was finally proposed and voted 
without disesnting voicés that a pro- Tin ari ‘ Unexcelled in purity, they sre 
tocol based on Article V. of the Wash- 10.00 regarded by millions as unrivaled 

on Treaty should be drafted. <A in the promotion of skin and hair 


sh proposal to control imports J 
m non-contracting States was ac- A remarkably diversified presentation, embrac- health. The purifying, — , 
of AS Prsacwne and sent to a draft- , j f Me Cre a d: ing all models used b seoniinens sportsmen. Seer Gene tattinede and rs uti- 
po» == Fae tS eo * e Every type of sole and heel is included. the skin; the Ointment soothes and 


Yale Will Honor Camp. 
? Ulusirated; vennis oxford of white buckskin. helps to heal rashes and eruptions. 
NEW HAVEN, C oe 5.— 
onn une 18 East 41 with saddle pes ee of tan Russia calf— Ue Range ntparnwrsad eg ial 


Yale University and the Class of 1880 
ill honor Walter Camp at a memorial featuring red rub bottom. Sixth Floor skin fresh and smooth. The Talcum 


pervice in Battell Chapel, Monday : is fragrant and refreshing. 


June 15, It is expected that . 
ends will the anes in pay- , Soap 2c. Ointment % ard 60c. Talcum Ze. Sold 
Tespect to their distinguished class- 7 aperataleg Dept Malden Mase” 
fF : ae po hes ving Stick 25e. 


ae 








bea sy é sg vm ¢ hast ; : ft ee gi 4 
wai a pate Sal gis i ip ae nine algnatA Caanl hin tone oo, 
c % = . : 
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te fi Xs ne te en os ao tam NEW YORK: TIMES, BAPORDAY.. JUNE 6, 1925 
et epi ee rEIGHTYTWO YEARS OF FAITHFUL SERVICE | 
RLD LAW | ; Officta ening o € | 
Npesiesncie' o Official Opening of The |) IMBEL BROTHERS 


Society of International Law | ) 
S U R F S | D E , 82x» STREET - BROADWAY - 33a0 STREET NEW YORK CITY 
| | 


Expresses Willingness to Co- 
operate With League. 
League Officiais Doubt Conference |) An Elaborate Display of Beach and Bathing 
es pee oer eta Equipment on a Specially Constructed 
Boardwalk. and Beach---on the Fourth Hoor 


ADVISED BY WICKERSHAM. 


| 





Oepyright,.1925, by The New York Times Company 
By Wireless to THE New York TIMEs. 

GENEVA, Jime 5.—League of Nations od ‘ te 

officials announced today that the latest Bathing Suits and Accessories for Men, 


| | 
i . . i ° ° 
American collaboration with the League i ¥ Women, Children—Equipment for Seashore 
| | TODAY’ 
| 


fis that offered by the American Society | [| . ! 
Pleasures, the Newest and the Best—All are 


of International Law, in response to an 


invitation tendered in April to assist in| —| || , 
an advisory capacity ‘the progressive |} AT FRACTIONS Assembled Here at Remarkably Low Prices. 
Codification of international law. ee , : 

In a letter received by the head of the!) , 
legal section of the League, the Cor-|f| || 9 6 © 
responding Secretary of the American,f—, | * & en S at ing ul fey 
Society sends a copy of a report drafted | §) i 
by its standing committee on the ex- | 
tension of international law which was 


shiptall tur the anriaty semi kpet as. te H I P on will find it hard to beat! Made to fit and 
the annual convention at Washington, i} n ers 1 ‘made to wear—of a heavy firmly knit pure 3? 95 
; & 





A special offering of pure worsted suits you 








as well as copies of the proceedings of i} wool yarn. The kind of suit that holds its 


the society for the years 1920 to 1924. ae ® ‘ : : 
The report of the standink ‘Gommistee (hl: O Ethelda Bleibtrey shape. In the popular one-piece California 
gays that, being desirous of extending } Hi style or two-piece styles. There is a great 


hospitable consideration to the invita- i The 1920 Olympic variety of colors in the group and the size 
tion of the committee of experts, in’ }) | Swimming Champion range is complete. 





which George Wickersham, one of the 

gociety’s most prominent members, is : 
playing an important part, it recom-|f; | This worldwide famous champion _| W B hi S e 
mends that the society should welcome \| a be I i day 8 4 P omen 8s at ing ults 
the invitation and notes with satisfac- | OH Se mers ay ater ay \| 

tion the progress which is being made || |; answer questions on .swimming | » Pure worsted suits. These are the one-piece 


4 = sarang fem pga ae yee i technique, show you her strokes || styles with skirt attached—seen on every y é 
o rocess which s hoped W ea } % | 
- Haart Base : 3 I} and her medals. | i] smart beach. A great assortment of colors— ° 





to the development of international law . 
in various fields. Red, Black, Purple, Copen, Orange, Blue. 


It further recommends that the society Plain colors and fancy borders. Sizes 
accept the invitation to collaborate in | a g | 34 to 46. 
the work and take the opportunity thus } . 
afforded for a realization of the purpose | 1] ss 9 
of the society as expressed in Article 2 J | Ch Id B thi S ® 
of its constitution. It requests the Pres- || || i} 1 ren S a ing uits 
ident to appoint a committee of five or | J} 
seven members from the society for the |]| i A group of little Tots’ and Children’s one- 


purpose of drafting a report to submit |) iece worsted suits in gay colors, plain 
to counsel for consideration, with a view | || | Pictures ; P | | . bi 8 y A » P al 95 
a Sater gubasiadion' te the Lenawee commit colors, noyel combinations. specia e 


mittee of experts, and to direct that a offering for Boys from 7 to 14 years is a 


special committee consider what are the!§)| || . . . } “Di swi i ; ; 
subjects in international ay the solution j at 10.30 > 12 ” 2.30 ‘s 4 Sees Sane model, with white top 
of which by an international agreement |}| |} and blue trunks and belt complete. 


@ppears most desirable and possible of ° ae s : ; > 
realization. Ke “Neptune’s Nieces.” ‘This picture is a 
he League officials are not very san- } + : : i 
guine of the success of the proposed in- | }| Pathe Grantland Rice Sportlight, show- Beach Fe tu t S id 
ernational conference for the codifica- |} ing American Champion swimmers and a Tes a Ur $2 é 

tion of law which is now being discussed | }} * . : 
in America. As pointed out often here | i} divers in Bermuda. The slow motion 


during the recent meeting of prominent | shows swimming form and technique —A Nedick Orange Drink Stand. An 


experts, the internaftional codification | 1} < . ° | H j ee 
of international law can be done | | i) | { 

only progressively, those subjects being }| fap PS . Ice Cream Cone Stand 4} 

chosen which are ripe, At present it is Lunacy.”” A Pathe Stereoskopic motion | Wi os 

believed utterly impossible to compile all | picture novelty. This isa very humorous —Display of Newest Bathing Suits for qi " 


phases of international law or to secure 
Men and Women on Living Models 











an internationa) agreembtnt and changes) }) novelty of summer time fun at Coney 
of legislation to bring about an accard [ . Fis 
on a great many subjects which are dif- | }) } Island. Be sure and ask for the special 


ferently viewed in various countries. in| 1} glasses to get the “kick” from this 2 | 
aciaaieliaieieaas Shah ate | iE peer irae —Beach Chairs and Umbrellas on a Real |} 
BIG yo ok ____| Sand’ Beech, Overlooking the Onae ||, or Men—Young Men—Students—Preps 


Police Seize Elaborate Equipment | EIGHT Y-TWO fed EARS OF FAITHFUL SER id I CE | iH Two great purchases and a selec- 
in Quiet Residential Street 


but Gang of Six E lil it tion of hundreds and hundreds of 3 
_——— ‘|| j M B EL ROTH ERS it , very fine four-piece suits, many S I T S 


Oepsright, 1925, he New Yor mes Company. | . . 
Special Cable to Tus New Youx Taes. | | with knickers, also students and 








et ee 82x» STREET - BROADWAY - 3320 STREET NEW YORK CITY i , rg 
Meme eygecdinagttes iy mo Mins Ht | | | “first-trousers” in one stupendous 


-Sherlock Holmes has been unearthed | ns = = na ST er nel ff 
in a quiet residential part of London. | , offering. that would sell 


Three men powerfully built, a hunch- | 








back, a soft-voiced slim youngster and 


a fashionably dressed man who could | | | regularly at 


speak three languages formed the ganz. | 
Three months ago the men took an , 


EGE ever SUES eee Te errs | é fl SUPREME VALUES—tThis sale will again $34.50 $37.50 $40 $44.50 


Court Road, describing themselves as | > ] 
press photographers. The they in- ‘ 4 M4 
stalled the most elaborate plan for tors: | y. Hl demonstrate our leadership in Two-Trouser 


ing bank notes and postal money orders 


the London police have ever pean, | | Suit selling; never before in the history of : 

e chief piece of apparatus, a large | 

mee langage sie ria, ea . | this store have such values been offered. 

the police to remove, and over was i fcemousd | * s . ° 

i teaieber nie temen, ehiie. ether somoa | - LCun, | The extra pair of trousers in itself an eco- 

carefully ghaded, were suspended from | Bes. U.S. Set. OF } = ‘ E 

Sada Speckiliy ecgstvenes waenea 11 | nomic feature—the ‘suits at the new prices . : 
shutters were used to cover the windows, & e 

and in the fireplace were found peculiar | BATHING SU ITS present the utmost values possible. _ 





frog instruments. 


<. eperase th 77 ee 2 fame og electric - 
cable had been laid, an t took, accord- M. W. nd Ch Id 
ing to the tailor-landlord, three weeks to 3 : en, omen a waren 
outfit the workshop. Four etching ma- ‘ ’ hi 2 ‘ 

chines, two clamp presses and a four- | 


foot porcelain bathtub containing acids | j ‘ ? 5 e . ° 
formed part of the four tons of equip- | é.. There’s always at least one good reason IMMENSE SELECTION of finely tailored suits, 


ment removed from the apartment. Also 


there was a large quantity of chemicals, : | e 
ink ‘and photographic plates @ for the popularity of stehing There all this season’s newest and smartest styles and 


The tailor said the gang explained to | 
him that they were preparing pictures | 


ee a oe ‘are many good reasons for the universal colors in the most popular fabrics. Exclusive nov- 


Eberefore work evenings. 


‘noecagyr a rare Sey seen at pad boom : i i ; : 

was somempere at wort in Londons. | mF popularity of Famous Fain Bathing Suits. elties for Spring and Summer wear. Suits for the S ; | | S 
slight clue fina pu oS re . ees # . siete = - 

Bar's “Court Road. A narrow assase | " : 1—They’re all pare wool—soft and non-irritating . fastidious as well as the conservative dresser; in | 

Ractniling "these Stairs the. actrees | : even to'the most delicate skin, = short, a collection so large as to assure every one that would sell 
Breaking ope 5 doors. They towel | 2—They’re so skillfully tailored.as to give every : a : 

cb teens filed ‘with: emmbulnas mbenaa: figure'a perfect fit.” of something to suit his own particular taste. 














tus and a de veloping sink such as pho- 
believe the men had an inkling that some ; ; fashionable colors and designs to choose from. 
to make away with the most incriminat- 4—They’ re the most moderately priced high- j 
ne Load : g-—They’re guaranteed kept in repair free for = : ‘ , . 
inne 2 hieters tieuanin: <4) | tery WA range of three-piece suits. Fine quality textures, 
Eshowe for Native Dance Today. | / \ ; . 
ESHOWE, Uniqn of South pikes | : For Men—California or 4wo- +3 P standard mill products only; patterns that are 
ee Oe ad ae, ee mn il piece style, pure wool |. 45 t °4.95 featured by the best makers. Every wanted 
arrived here tday from Durban, to find | : : P 
25,000 Zulu warriors already assembled : me For Women—one- iece Calis PI a @ S 
ae Sicilia dala, gare vol. $345 00.12.95 Spring shade. Light colored and novelty cheviots . 
mnobberrise,, But Gre not equipped with | : Boys’— one- or two-piece, pure —also blue cheviots; blue flannels and grey flan- 
native warlike gyrations may possibly 
Sinest \pRyeesl specimens of their race. : . style, purewool .-. . tan, blue, oxford and cambridge, cheshire, smoke, 


tographers use, stained wath chemicals. | _ Zi 3—They’ re correct in style—the widest variety of the regulariy at 
wi fg ogee aetna Tse bathing suits made today, MATERIALS of the sort only found in the better 

lead to actual fighting. 

GIFT TO HEBREW UNIVERSITY | e 1.25 1 °2.95 fawn, silvertone and sandtone colors. 


No one was in the rooms. The police | 

trouble was impending and endeavored 
= $40 $44.50 $47.50 S50 

ZULUS. WILL GREET PRINCE. | 
assagais, or native spears, because it is | / 4 ) $ 
feared that the wild excitement of their rr sat: ep se *2.45 to 3.95 nels; novelty fancy cassimeres, including grey, 

The warriors have been chosen as the | —— one-piece alitornia > 95 "4 9 | 

95 to °4.95 
Kiddies’ assorted pure wool suits 


Bernhard Baron Promises £10,000 


» Wel ; 
ito Dr. Weizmann Also All Types of Bathing Send for free booklit, “How to 


Copyright, 1925, by The New York Times Company. g . / 
Special Cable to Tur New Yorx Times. +3 Accessories Swim", by Ethelde Bleibtrey, 


LONDON, June 5.—Bernhard Baron, | Mail Orders Promptly Filled Wend’ Hen aaa se ‘og STY LES—-Single and double breasted; new two and three button Wales; semi- 


sno brought a cigarette-making ma- | NEW YORK &TORES: . : BROOKLYN N STORES: 


whine to London from the United States | ‘42nd St. and bth Ave. x571 ton 8t. English as well as two and three button conservatives. Trousers, medium, 


gome years ago and now is managing | | ole yo Broadway *1207 Broadway ra eee 


director of Carreras, Limited, has in-| J] _ +i8t Weet 123th Bt. CUNRCUD NEWARK" ATORE: wide or ultra modern. Sizes 34 to 48 in Longs, Shorts, Stouts and Regulars. 


formed Dr. Weizmann, President of the | BRONX STORE: s 
Zionist organization, that he will give | *332 East Fordham Road : ASTORIA STORE: 


4 Ave. 
4:0,0u0 for the Hebrew University in| *These stores open every eve- Reg. U. 5. Pat) Of, got ye STORE: 
; ain 


ning. 
Mr. Baron gave £5,000 to the Labor | evenings only ge. usiness of Its in the Wor 6 GIMBELS MEN’S CL aba 
pur. Baron gs J] 2Tax.ctoressenen Saturday The Largest Business of Its Kind in the World MONTCLAIR Sronp: OTHING SHOP—Fourth Floor 





Party campaign fands last year, and 
among other recent gifts have been £10,- 
NG to the London Hospital, £10,000 to 
the Middlesex Hospital and £10,600 tor 
the London Jewish Hospital. 





Tl a % Lx ati? 
AGEL LES RE EDEL a SR I ETL LA TR A ALS FER NET NE SE: 


‘MANNING 0 ORDAIN ; 
MUTE AS A DEACON 


| ; . Baptist 
‘The Sermon Will Be Transmit- 


ted to 100 Others by the 
Sign Language. 


AR eo ene ee 


TO ROCKEFELLER 
ABOUT FOSDICK 


June 5, 1923, 


REO iD CHURCH SCOPES AND LAWYERS , 
3 TO PLAN DEFENSE HERE 
t CRITICIZES SENATE: che in Evolation Trial Will 


4 Meet Counsel of Civil Liber- 
ties Union Monday. 


| A conference of lawyers and actentists — 
| who will help the defense in -the trial 


Protestant Episcopal 


i —— 
ST, MARK’S-IN-THE-BOUWERIE, 
10th St., West of 2d Av. 
WILLIAM NORMAN GUTHRIE, Rector. 


New Thought 
“DREAMS THAT COME TRUE 

woler Coumeae Balizeaa: tentece 11 

ae te bs mmodore allroom, undays m 

© True Church of Christ.” 7:45 P. M. Mre Y CHAPIN, ‘Minister. 11—Burton Scott Easton, D. D., 


| —“The Real Religious Reformation Needed— 2 
A Repl ” All welcome. Close of this season, June 21. “A Socially D ic ceptio 
|“ eply to Dr. Poadick. Open in Fall. Mrs. Chapin will attend Inter. ret tie cone 


| national Conference, Los Angeles. 8—Symbolic W H Fi: wed 
CENTRAL a g oli orship (Holy Fire), follo by 
) of J. T. Scopes, the Dayton (Tenn.) high | BAPTIST n4 


| s. E. Cor. 92d St. and Amsterdam Av. Singing Hour+Soloist, Mabel Beddoe. 
‘school teacher, charged with violating! 30 WILL BECOME PRIESTS | 8:45 A. M.—Adult Bible Class. CHURCH O MARY THE VIRGIN, 
the Tennesseg law prohibiting the teach- | ¢ i 8 


National Synod at Asbury Pa 
: Deplores Our Failure to Enter 
World Court. 


| My Dear Mr. Rockefeller: 


Last February I sent 
| As you did not reply to it 
| also to Tus New YORK Times. 


CALVARY BAPTIST. West 5ith St., bet. 6th 
a ue Church of Obrist” 7:48 P.M. ou the following open letter concerning Dr. Fosdick. 
Ise taking the liberty of sending it to you again, an 


| 
Yours very truly, . 
CHARLES HILLMAN FOUNTAIN. 


936 West 7th Street. 
Plainfield, New Jersey, 
February 15, 1925. 


# MR. AND MRS, MEsstER, ‘ 
Teacher: Colonel BE. N. Sanctuary. | hear oinin hens u.* WED ag 19 whe it 46th St 
? } Oo} * ’ * 


Preaching 11 A. M. and 8 P. M. by 


_ ATTACKS NEW YORK AS WET 


MYSTERIES: 
Y; THUR., 8 PHRENOLOGY Rev. J. G. H, BARRY, D. D., Rector. 


REV. JOHN 


Says State Is Derelict in Duty to 
Enforce the Volstead Act and 
Blames Smith Principally. 


Special to The New York Times. 

ASBURY PARK. N. J., June 5.--Fail- 
ture of the United States Senate to act 
on the World Court plan of President 
Coolidge was deplored by the 
Synod of the Reformed Church 
America this afternoon. 
expressing regret that America had not 
entered the permanent Court of Inter- 


national Justice was also adopted. The| 


_Yresolutions were presented by the Rev. 
T. H. MacKenzie of Flushing, N. Y., in 


submitting the report of the Committee | 
on International Justice and Goodwill. | 
recorded itself as believing | 
through submission to the) 


The Synod 
that ‘“‘only 
rule of Jesus Christ and the acceptance 
of His program and plan of life can the 
curse of war be swept away 
universal peace “be established.”’ 
Loyalty to Christ calls for the un- 
qualified repudiation of war as a 
method of settling international dis- 
putes, Bishop Paul Jones, Secretary of 
the Fellowship of Reconciliation, told 
‘Synod. He declared that the Church 


Genefa! | 
in| 
A resolution | 


and | 


ling of evolution, will be held here on | 


Monday and Tuesday at the office of 


Samuel Rosensohn, an attorney for the | 


20 


| Civil Liberties William 
| Street. 

Mr. Seopes, his counsel, John L. God- 
sey and R. Neal of Tennessee, and 
Dr. George W. Rappleyea of Dayton, 
| who persuaded Mr. Scopes to stand the 
| test case, will be present. Others in 
{the meetin will be Arthur Garfield 
| Hayes, Walter Nelles, counsel for the 
'Union, and possibly Professor Felix 
| Frankfurter of Harvard Law School, and 
Clarence Darrow, the Chicago lawyer. 
“Let us be thankful for evolution, for 
| without it we would not have a AVilliam 
Jenningsa Bryan; he would stfll be a 
gorilla,’’ declared the Rev. Dr. Joseph 
| Silverman, rabbi-emeritus of Temple 
| Emanu El, last evening in a lecture at 
Temple Israel of Washington Heights, 
185th Street and St... Nicholas Avenue. 
“And so would the rest of us,” he 
| added. 

“Evotution makes 
are, always bet 
reach the perfe 
hence,’’ he said. 

Dr. Silverman 


Union, at 


us, whatever we 
and wiser until we 
day a million years 
strongly advocated 
| public schools. 
lution Against Evolution.” 
| ‘“*Kivohution, I believe, is as much a law 
|}of God_as air, gravitation, the law of 
|heat, ght, electricity and 


law of relativity,’’ he said. 


“It seems 


|ican should attempt to throttle scien- 
| tific atudy and investigation. If religion 
cannot stand the truth then religion 
must fall.”’ 


HARVARD MEN OF ’24 


teaching the theory of evolution in the! 
His topic was ‘‘A Revo- | 


Hinstein’s | 


| preposterous to us Jews that any Amer-, 


Among Those, to Be Ordained by 


Cardinal Hayes, Is Man Who Leaped 
Into River to Save Boy. 


One of four, young men whom Bishop. 


| William T. Manning wili ordain as dea- 
_cons tomorrow morning at 11 o'clock In 
|the Cathedral of St. John the Divine 
| will be a deaf mute. 
| Braddock, who will become assistant at 
| St. Ann’s Church for Deaf Mutes, 511 
| West 148th Street, of which the Rev. 
| John H. Kent is the vicar. About one 
| hundred deaf mutes will attend the 
| Cathedral service, and Mr. Kent will 
| interpret to, them the sermon in the 


| sign language. The preacher will be 


the Rev. Dr. Arthur H. Judge, rector of | 
the Church of St. Matthew and St. Tim- | 
Ann's Chapel is a| 
service Bishop : 


othy, of which St. 
branch. At the same 
Manning will advance five deacons to 
the priesthood. 
Bishop will 
deacons to Welfare Island where he will 


Good Shepherd. 
inmates 
confirmed. 


j 
| 


At the 4 o'clock service in 


| the cathedral the preacher will be the | 


Rev. Dr. Pascal -Harrower of the 


He is Guilbert’C. | 


After the service the | 
take: the new priests and , 


confirm a class in the Chapel of the | 
At this service many | 
from the almshouse will be | 


. FREEMAN, D. D. 
A good preacher. Come and hear him. 


\ FIRST BAPTIST, 
Broadway and 78th St. 
I. M.. HALDEMAN, DPD. D., Pastor. 
Preaching by 


DR. FRANK M, GOODCHILD 
of New York City. 
11 A.M.—"“THE GOOD SHEPHERD.” 
8 P. M.—"PERPETUAL\ YOUTH.” 
OT LS ee. tl 


MADISON AVENUE BAPTIST, 
Madison Av. at Sist St. 

| GEORGE CALEB MOOR, D. 
| Pestor preaches at 


MOUNT MORRIS BAPTIST, 
5th Av., between 126th and 127th Sts. 
11 A. M.—Rev. Chas. H. Sears, D. D., 
“What Is Religion?” 


PARK AVENUE BAPTIST, 
Park Av, and East 64th St. 
10:45 A. M.—ADULT BIBLE CLASS, 

11:00 A.M.—Dr. WOELFKIN. 


WADSWORTH AVENUE BAPTIST, 
124 Wadeworth Av., near 180th St. 
Rev. LEONARD F. REQUA, Jr., Pastor. 
Seryices at 11 A. M. and.8 P. M. 


Christian Science 


AUTHORIZED CHRISTIAN SCIENCE 
SERVICES AND MEETINGS 
are held in the following 
NEW YORK BRANCH CHURCHES 
OF THE MOTHER CHURCH, 
The First Church of Christ, Scientist, 
in Boston, Massachusetts. 
SUNDAYS, 11 A. M. AND 8 P. M. 
WEDNESDAYS, 8 P. M 


I.,. Minister. 
1 A’ M, and 8 P.M. 


......Central Park West and 96th St. 
SECOND....Central Park West and 68th St. 
THIRD.... Park Av. and 63d St. 


ROLOG 
JESSIE A. FOWLER; FRI.,8, ASTROLOGY. 
Presbyterian 


BRICK CHURCH, 

; Sth Av. and 37th St. 
| Minister, WILLIAM, PIERSON MERRILL. 
| DR. JAMES M. FARR will preach at 11. 
j RE-COMMUNION SERVICE. 

Wednesday, 5 P. M. 
SERVICE every weekday at 12:36 
(except Saturday). 


BROADWAY 
PRESBYTERIAN, 
Broadway and 114th St. 
| Rev. WALTER DUNCAN BUCHANAN, D 
Minister, will preach 11 A. M. and 8 P. 


{ 

| NOON 
| 7 
] 


dD. 
M 


CENTRAL PRESBYTERIAN, 
Madison Av. and 57th &t. 
DWIGHT WITHERSPOON WYLIE, 
D. D., LL. D., Pastor, 
9:45 A. M.—Church School. 
11 A. M.—Sermon by the Pastor. 
Wednesday Evening at 8. 
Mid-Week Hour of Prayer. 


Rev. 


FIFTH AVENUE PRESBYTERIAN, 
Fifth Avenue and Fifty-fifth Street. 


Rev. W. FRANCIS IRWIN, D. D. 


11:00 and 4:30—Services of Worship. 
4:00—Organ Recital by Harry Gilbert. 
10:00—Men's and Women’s Biblé Classes. 


FIRST PRESBYTERIAN, 
-— Ayes 11th and 12th Sts. 
ev, George Alexander, D. D 
; Ministers 5 Rey. Thomas Guthrie Speers. 
: 9:45 A, M.—Children’s Church and Sunday 
School, 
11 A. M.—REV. HUGH BLACK, D. D., 


| 
| 
| 
| 


Presbyterian Church, Irvington-on-Hudson, | 
it. 


Low Masses, 7:30, 9. Missa Cantata, 10;45. 
Preacher: FATHER PIERCE. 

Vespers and’ Benediction, 4. 

Week Day Masses, 7 and 8, 


8?. MARY’S, 521 West 126th St. 
CHARLDPS BRECK ACKLEY, Rector. 
Sunday mornings, 8, 9:30, 11 A. M. 


Church of St. Matthew and St. Timothy, 
26 West 84th St. 
D., Rector. 


Rev. Frederick Burgess Jr., B. 
8, 11 (Rector), and 8 (Rev. Donald Millar). 


ST, PAUL’S CHAPEL (Trinity Parish), 
Broadway, Fulton and Vesey Sts. 

t Rev. J. P. McCOMAS, D. D., Vicar. 

{ 8, 10:30, 11 (Sermon); 4 

Daily (7:45), 8. 12*or 12:15, 5 P. M. 


| ST. STEPHEN'S, 69th St.. near Broadway. 
Dr. Seagle, Rector. Services 8, 11, 4. 
| Wed., 10th, 8 P. M., Bishop Shipman. 


| ST. THOMAS’S, 
FIFTH AVENUE and 58D STREET. 
| Rev. ERNEST M. STIRES, ). D., Rector. 
| 8 A. M.—Holy Communion. 
| 1l—Morning Service and Sermon 
4 P. M.—Evensong and Address. 
| REV. CHARLES K. GILBERT. 


CHURCH OF THE TRANSFIGURATION 
(Little Church Around the Corner), 
1 East 29th St, 
RANDOLPH RAY, D. D., Rector. 
Setvices 8, 9 and 10:30 A. M. 
M.—Choral Eucharist and Sermon, the 


y 


Rev. 


' 


(Rector). 


Rev. 
| 
}11 A. 


Rev. J. O. 8. Huntington, Supr. Holy Cross. | 


| 4 P. M.—Choral Evensong and Devotions. 
| 


Reformed 


COLLEGIATE CHURCH OF NEW YORK. 
' THE MIDDLE CHURCH, 

i Second Avenue and Seventh Street. 

j Edgar Franklin Romig, Minister, 

| Services at 11 A. M. and 8 P, M. 


| My Dear Mr. Rockefeller: 


I beg to inform you that I am soot following letter to the néwspapers: 
At the recent dinner of the Men’s Bible Class of the Park Avenue Baptist 
Church, New York, held in International House -of Columbia University, you 
| praised Dr. Harry EB. Fosdick and said (as reported in The New York Heraid 
| Tribune of February 5): 
“There is no man in the world who is' doing more to help the young men and 
| young women interpret the great fundamental! truths of religion in modern terms 
and to help them apply those truths to modern life. Thete is no man in the world 
for whom people are so ready to stand up and say blessed.’’ 
| Kindly permit me to say that [I do not quite understand how you can praise 
Dr. Foadick in this way. A man who goes into a neighbor’s house and makes 
trouble,’and when the head of the house courteously asks him to leave, stays right 
; On, as long as the children let him stay, cannot be commended. Dr. Fosdick has 
| made ail manner of trouble in a denomination to which he does not belong, and 
| in spite of the rating of the General Assembly, the Supreme Court of the denomi- 
nation, that he ought not to remain in a Presbyterian puplit, he stays right on 
| as long as the Presbytery of New York, a lower court, lets him stay. 3 
duct speak. fo- itself. 
j But lack of courtesy is not his worst fault. Last Winter he said through the 
| committee,of the Presbytery which exonerated him that he conformed in his 
| theology to the Presbyterian Creed. Last Fall in response to the General Assem- 
| bly’s cpurteous request that he sign the creed which he said he believed, he refused 
iif Sign it because he said he did not believe it. Such conduct seems to me more 


con- 


than unconscious Ineonsistency. Last Winter he said through the committee’s 
report that he was an evangelical Christian preaching the eat themes of the 
gospel, such as the “‘Reality of God, the Deity of Christ, His Incarnation, Sinless- 
ness and Viéarious Sacrifice, His Resurrection from the Dead and His Indwelling 
in Believers; the Sinfulness of Sin, the Call to Repentance, the Necessity for 
a New Birth, and the Beauty of the New Life in the Spirit.” Had this been a 
| correct statement of his preaching there never would have arisen any trouble over 
his occupancy of a Presbyterian pulpit. Were he a Baptist in fact as he is in 
| name he would be welcome in his neighbor’s house, for the feeling against him is 
| hot rooted in sectarian narrowness, as he claims it is, but in something far deeper. 
He was apparently YO poe in his confession of faith made to the Presbytery 
| last Winter, and not until he was asked to sign the creed containing the doctrines 
which ,he said he believed was it revealed to the public that he had used familiar 
} Biblical words.in a non-Biblical sense. 

The Bishops of the Protestant Episcopal Church have inveighed powerfully 
| against this misleading use of words in their Pastoral Letter of 1923, which stirred 
| up such a commotion in their communion among those who, like the Union Semi- 

nary professor, were indulging in this dishonest use of words to conceal their 
denial of the Faith. The Bishops said that to deny or to treat as immaterial belief 
; in the creed while professing to accept it is ‘‘to trifle with words, and cannot but 
expose us to the suspicion and the danger of dishonesty and unreality. Honesty 


Mr. Romig will preach at both services. | 
| Morning Subject: ‘“Thinking—A Neglected 
‘ Christian Discipline,’’ 


t. Wash, Av, and 178th St» 
9 East 43d St, 
1,935 Anthony Av., Bronx 


of Union Theological Seminary. 
4:00 P. M.—COMMUNION, 
8:00 P. M.—Mr. SPEERS. 
Mid-week Service, Wednesday, 8 P. M. 


West New 


should refuse to indorse war at any| 
an honorary | 


time, and said that the attitude of the | 
churches in America toward war had| 
‘done much to belittle the efforts of | 
missionaries in foreign lands. | 

Touching on the work of the Commis- 
sion on International Justice and Good- | 
will of the Federal Council of Churches, 
-Dr. McKenzie said much had _ been | 
done to “alleviate the harm done the, 
cause of international peace by the un- 


{Church of the Ascension, 
| Brighton, Staten Island, 
feeaen of the cathedral. SEVENTH 000000000. 520 Weet 112th st. 
Cardinal Hayes will ordain thirty young | 3 East 77 st. 
men in the priesthood in St. Patrick’s ELSES ta Hall, 121 West 43d Sr. 


Questionnaire Brings Out Criticism 
| Cathedral this morning beginning at 8 | ermvENTH. 2.582 Grand Concourse: Bros 
| o'clock. Twenty are from St. Joseph's FTH....: 5 


E 
of Many Phases of Her ELEVI Sonegurae’ Hee 
| Seminary, Dunwoodie. One of the latter 


. ° . | THIRTEENTH 311 West 83d St. 
University Life. ‘is Dennis Blake, 25 years old, who on st 


FOURTEENTH............ 446 West 152d St. 
| Apri} 14 last rescued Abraham Lesser, | “NOTE—Wednesday meetings in Fourth, 
\7, of 511 West 169th Street, from the 


Sixth and Eleventh Churches are at 8:13 
Special to The New York Times. | Harlem River. The child, who had been 


7 he ne! yo | = Ninth Courch 
. ‘ M ¢ iver | 18 a f ° é@ secon unday service in 
: ‘ ase CAMBRIDGE, Mass., June %.—Disap-| Playing with companions on the r 

2 > Congress to- . , | P i7 Stree igh Bridge | 
ere agemtame oe ome Seep | pointed members of the slass of ‘24 st | Bonk at 167th Street, in Hig e 


Seventh Church is at 4:30 P. M. Fourteenth 
Park, had slipped into the water. Mr, | Church has no Sunday evening service. 
ont .¥- | Harvard, one year out of college, crit-| Blake, walking in the park \with .some | 
The report of the Ministers’ Fund, i ‘ | a - -y of the bo 
: | icize ever ‘ollege -| friends, heard the cry 0 8 : 
Which provided for disabled rae Fagin oepsrnge n'a Pui sk 


li. the use of language—to say what we mean and to mear what we say—is not 
; least important with regard to religious language.’ Professor Fosdick is the most 
conspicuous example of/this use of language condemned by the Bishops. He is 
: Pitts Aa aed Pett oan tases = 1g Se menses ——— and, be ay ty ae Sanemone yenereus ae of the 

RT GE N e f y y~ 1 Street. » because he knows how to give the pression that he believes in the super- 
PORT GEORGE, Bt. Nicholas Av. and 186th. | Rev. David James Burrell, D. D. { Ministers. | natural character of Christianity when he does not. He knows how to say much 


Rev. LYMAN R. HARTLEY, M. A., Minister. i i 
11 A. M.—COMMUNION SERVICE. hte ~~ Ee we ans oe | that is true and highly ethical while ignoring the supernatyral. For this reason 
8 P. M.—Mr. Hartley and Outgoing Poling will preach at both ywervices, | Many unsuspecting people do not catch the drift of his teacKing, nor really know 
Missionaries. “Fathers and Far Coun-| What his teaching is in its fulness. He knows when to prociaim, and when to 
| conceal his denial of the.gospe!l. Denial of the supernatural, as in his notorious 
sermon, “Shall the Fundamentalists Win?’’ attracts attention, but the a of 
Midweek Service Wednesday Evening at 8.| it while uttering truth in beautiful language, as in some of his books, passes 

<clgpapletpinmenjantas unno‘iced by many people. 

THE CHURCH OF ST. NICHOLAS, His rejection of the supernatural contents of the gospel was made very plain in 
Fifth Avenue and Forty-elghth Street, his address on the occasion referred to above when he said that nine-tenths of the 
} Malcolm James MacLeod, Minister. | religious problem over which Modernist and Fundamentalist contend is ‘‘a senseless 
11 A. M.—Rev. A. L. Warnshuls, D. D., of | controversy over questions of history.” These ‘‘questions of history,’’ as all men 
s etm bund Whites terrelen with viel | know, center in Our Lord and Saviour Jesus Christ, and the modernist professor 
oats leslie aapeuananipent.. ce W viol | in a lofty tone of contempt says that controversy concerning them is ‘‘senseless.”’ 
9 . These ‘‘questions of history’”’ are the greatest that can engage tne mind of man: 


TELL OF HER FAULTS 


THE MARBLE CHURCH, 


| 
| 
| 


} _ Dr. 
| Evening Sabject: 
tries.’” 
FOURTH PRESBYTERIAN, 9:45 A. M.—Bible School meets 
West End Av. and 9ist St. 
11_A. M.—Rév. Edgar Whitaker Work, D. D. 
Communion Service. No Bvening Service. 


' HARLEM-NEW YORK; 
Mt. Morris Park West and 1224 St. 
Dr, FREDERICK W. EVANS, Pastor. 

1j—*‘In Memoriam’’; communion. 


| wave length, 
8—‘'Where Are the Dead?’ 


The public is cordially invited. 
‘ He 
ministers | | threw off his coat and vest and 
and widows, showed a 66 per cent. in- 


The Sunday morning service will be radio- 
umped cast through Station WMUCA, 341 meters 
swer to the request for suggestions for) in stter the child. Abraham was taken 
crease since its establishment in 1921. 
The fund is more than $300,000 and a 


to 


Campaign is seeking make « 
$1,000,000 by 1928. 

The Rev..Harry L. Bowlby, Secretary 
ef the Lord's Day Alliance, declared 
that the alliance had met success in 
sixty moves to obtain observance of the 


Sabbath and suppress other non-Chris- | 


tian activities. 5 
Dr. David G. Latshaw of the National 
Council of the Y. M. C. A., 


youth of the land needed religious edu- 
cation more than today. He said a sur- 


vey showed of 53,000,000 persons under | 
twenty-five years old, 37,000,000 had no, 


connection with churches. 
Report on Public Morals, 
The report of the Committee on Public 


Morals, which was accepted in full, de-| 
Governor 


eclared that opposition of ( 
Smith was largely responsible for fail- 


tre of the last New York Legislature | 


fo enact a substitute for the annulled 
Mullan-Gage law. ‘‘We have to report 
Ghat in spite of earnest and united ef- 
fort on the part of the Protestant de- 
omination no law was passed by the 
Rew York Legislature providing for 
State enforcement of the lLighteenth 
Amendment,” the report said. ‘“‘The 
decided opposition of Governor Smith 
fs largely responsible for this, although 


it is 


not loyal to the platform of their party, 
which promised the enactment of such 
a law. 
sity of 
years.” 

The report 


greater diligence in coming 


also said: 


two-faced candidate. We can have some 
respect for the man who works openly 
for the repeal of the Eighteenth Amend- 
ment, but none for the man or society 
that speaks loudly of Americanism and 
secretly violates law by 
fickers in liquor, and 
couraging them in 


ness."’ : 
Six resolutions presented by the Com- 


mittee on Public Morals were passed, 
as follows: nd ; 
“That we deplore that aggressive dis- 
regard of law and decency that mani- 
fests itself in open and violent crimi- 
nality. Banditry, often accompanied by 
attempts at murder, seems to be on 
ithe increase, and lesser crimes are com- 
mitted with such frequency as to dis- 
{turb even citizens W 
eonvictions. Rum-running and bootleg- 
ging are symptons of this lawless spirit 
and must be as gl condemned by 
ll law-abiding citizens. : 
eThat the attention of all our churches 
be called 
teaching 
tice, and that 
earnest prayer for 
ened conscience among all our 
To Work in Elections. 


“That we renew our efforts 
that only those candidates are elected 


y so doing en- 
destructive 


they be irvited to join “in 
4 a more fully enlight- 
citizens. 


to 


who can be relied on to put our States | 
“squarely behind the Eighteenth Amend- | 


ment, especially in New York, where 


the State is in this regard wilfully neg- 
lecting its duty. re cv 
“That we commend the National Gov- 
ernment for its aggressive efforts to 
revent rum-running and also to pad- 
ock those properties where eregnre 
f the Volstead act is permitted. é 
eThat the officers of the Synod _ be 
{nstructed to send an appeal to the high- 
‘est judicatories of the Protestant 


S] 


Churches of England and Scotland, re- | 


ng that they openly condemn the 
on ae some of their citizens in the 
export of liquors to this country. 
“That the Synod go on record as op- 
| posed to gambling in all forms, and as 
oving in 
tion by Congr ss designed to lessen the 
ambling evil, including the bill drafted 
vy the Postoffice Department prohibit- 
ing interstate transmission of race-track 
‘gambling odds.” 
The Rev. J. C. r 
N. C., President of the General Synod, 
urged a merger of the Reformed Church 
branches. He declared that ‘‘racial lines 
alone have stood in the way of this 
great movement.”’ : f 
The report of the Committee on the 
State of the Church showed that there 
had been a loss im the number of 
ehurches but an increase in membership. 





BREWIS WINS SCHOLARSHIP. | 


Oxford Student Gets Davison Award 
From Princeton. 


Special to The New York Times. 
PRINCETON, N. J., June 
houncement was made here today 
through the office of Secretary Varnum 
Lansing Collins, of the appointment of 
John Salusbury Brewis of MHerford 
College, Oxford, to the division scholar- 


ship at Princeton University during the | 
He will succeed | 
James Archer MacIntosh of Edinburgh, | 


coming academic year. 


Scotland. Since his attendance at Pringe- 
ton MacIntosh has entered into several 


activities and is now golf champion of | 


He 


Princeton Universtry and Borough. R 
s 


‘also played a character part in 
year’s triangle production, 
‘fet Coat.” ‘ 

Brewis, who will also be at Princeton 
| fer _a year, is the son of the Senior tutor 
| or St. Edmund Hall, Oxford. While at 
| Hertford, Brewis won a scholarship in 
modern history and Detinguished him- 
| self in athletic activities winnin 
| hig half-blue for the long jump, an 
; playing on the cricket eleven. He is 

resident of the junior common room 
hand leading man in his college, 

While at Princeton Brewis plans to 
study economic history in order to be- 
-eome acquainted with American socia} 
ne economic problems. 

- The appointment of a Cambridge 
udent will be announced later, accord- 
, to Secretary Collins. 


, 


declared | 
that there was never a time when the! 


evident that all legislators who | 
wear the Republican Party label were | 


This makes evident the neces- | 


“The experi-} 
ence in the past warns us against the | 


end- | 


atronizing traf- | 
busi- | 


ithout deep religious | 


“to the necessity of carefully | 
the principles of right and jus- | 


see | 


principle appropriate ac- | 


Leonard of Lexington, | 


5.—An- | 


“The Scar- 


college improvément sent out in a ques- 
| tionnaire. They want’ revision of the 
| club system, abolition of lectures and 
readjustment between studies and outside 
| activities. In some cases they call Har- 
vard a ‘‘closed corporation’’ for prepara- 
tory school men. They urge new build- 


ones and denounce the social life of the 
college. 

The question which aroused this storm 
of comment was ‘‘What have you found 
|at Harvard which, in your opinion, 
should be changed or removed, 
how?” 

A graduate of Exeter wrote: 

“Harvard's social life is unfortunate. 
‘Harvard spirit’ is pitifully weak, if not 
a minus quantity. The extremes of the 
| social scale are represented by men at- 
| tending the college, and, in fact, seem 
|} to have more representatives than do 
the so-called middle and upper-middle 
classes. Throughout my three years in 
college I witnessed almost every day, 
|in classrooms and out, the undemocratic 
; yet somewhat amusing struggle between 
| Vulgar, aggressive familiarity and frig- 
| id, superior aloofness. There 
be no common ground upon which all 
| Harvard men can meet. 
}is unfortunate. 
“Harvard has refused to be democra- 
| tized. At least half the college must 
;} come from homes and_= surroundings 
j which are anything but cultured. An- 
other portion of the college, not so 
large but certainly more prominent in 
college activities, comes from homes of 
the socially ‘elect’. These two classes, 
entirely different in family and social 
| backgrdund, do not, and probably never 
will, atmalgamate. In its educational 
life only is Harvard a unit; it certainly 
is not in its social life. Does this not 
explain the much-regretted lack of Har- 
vard spirit?’ 


anc 


setts private schools declared the chief 
j; trouble at Harvard was that the tradi- 
tional “Harvard’’ was too much of 
“closed corporation.”’ Men from. cer- 
j}tain preparatory schools were on the 
|Iinside; while everyone else was on the 
outside. 
“ae 
unwholesome 


narrowing and 
both for 


} tinued. ‘‘A man coming from a school 
| 





most hopelessly handicapped. 
to the ‘inside’ at all it is only after a 
long time.”’ 

“I write rather restrainedly about the 
|} social aspect,” another alumnus wrote. 
“T have met only true gentlemen and 
perfect honesty at Harvard, but have, 
unfortunately, not met a warm, social 
| spirit. Even at the clubs and especially 
|at the Union, one seems to be restricted 
perhaps come to colleg@ with. It seemed 
hard, perhaps peculiarly so 
break 
of cliquishness that seemed to prevail.” 

“Let me add my voice to the cry for 
a whole new set of dormitories, adminis- 
tration buildings, lecture halls, and la- 
| boratories,”’ said another graduate. “‘And 
| I may add 


to me, to 


'she had better erect, immediately, a 
large gymnasium and swimming pool 
and a large hall or theatre suitable for 
plays, recitals, &c."" 


EXERCISES AT SEMINARY. 


One Brooklyn Heights Graduate 
Never Was Late in 14 Years. 


commencement of 
was held 


seventy-fourth 
Helghts Seminary 
yesterday -afternoon at the 
Heights Casino in Montague 
The platform was filled with floral of- 
ferings sent by friends of the girl grad- 
uates, among whom was Miss Constance 
Boody, a granddaughter of a former 


Mayor of the old city of Brooklyn. The 
other graduates were the Misses Char- 
lotte Calhoun Dunston Deyer, Elsie 
Grobs Heymann, Sarah James Graham, 
Helen Marie Jurgens, Roselle Mercier 


The 
Brooklyn 


Montgomery, Sara-Jane Paxton, Gladys | 
Thayer | 


Frelinghuysen Talmage, Lois 
and Ruth Estelle Whitman. 
The Rev. Raymond 
bridge, Mass., delivered an address to 
the graduates. The graduates were pre- 
sented to the trustees by Miss Florence 
Greer, Principal. Tunis G. Bergen, 
President of the Board of Trustees, 
} awarded the diplomas. , 

Miss Talmage has the unusual record 
of never having been late in the four- 
teen years she has attended the semi- 
nary. Miss Boody and Miss Deyer have 
a record of ten years each of punctu- 
ality. Miss Paxton was the student of 
highest standing in the graduating 
class. 


a 


LINCOLN CLASS GRADUATED. 


Dean Russell of Teacher’s College 
Speaks at Branch’s Exercises. 


Gradwation exercises of the Lincoln 
School, 425 West 128d Street, an ex- 
perimental branch of Teachers College 
of Columbia University, were held yes- 
terday afternoon in the school audi- 
torium before a large crowd. 

Otis W. Caldwell, head of the institu- 
| tion, presided. Addresses were made by 
Katherine L. Kosmak, Edmund wW. 
Overstreet, Raymond Fosdick and Dean 
James E. Russell of Teachers College. 

The graduates were: 

Alan Boles, Louise B. Laidlaw, 
W. T. Bullock, George H. McMann, 
Walter Coleman, E. A. Marshall, 
Nancy Dennett E. W. Overstreet 
Josephine G. Droege, A. M. Pappenheimer 


| Jane agel. Pia 
James Flexnér, Eugene W. Pike, 

| Edward M. Foote Jr.,/ David Richardson, 
|V. Van B. Frankel, {| Emma E. Roufas, 
Breading Furst, Marian C. Shaw, 

| Aileen Gould, { David L. Shoemaker, 
|C. M. Hallenbeck, Hope Sterling, 

| Robert C. Hume, D. E. Von Sternberg. 
| Philip H. Jordan, Beatrice Wadhams, 

| K. L, Kosmak, Rigby Wile. 

| The staff receptiorr to the graduating 
class was held last Wednesday and the 


class day exercises Thursday afternoon, 


-_ 


vr 


seems to| 


The situation | 


A graduate of one of the Massachu- | 


_ | deacon. 
{nounced by the Rev. Leonard F. Requa | 
It is expected:| 


ready for oc- | 


undemocratic, | 
those on the in- | 
side and those on the outside,” he con- | 


| which sends few men to Harvard is al-| 
If he gets | 


Sewn and through a certain spirit | 


that ere Harvard find her- | 
self far behind even the small colleges, | 


Brookiyn | 
Street. | 


Calkins of Cam. | 


to the Jewish Hospital and Mr. Blake, 
| refusing dry clothes, rejoined his friends, 


Cardinal Hayes tomcrrow afternoon 
will lay the cornerstone of the twelve- 


Fifty-first Street. 
hattan and the Bronx will hold a parade 
in connection with the ceremony. It will 
start at 2 o'clock from. Seventy-sixth 
; Street and Central Park West, proceed- 
ling via Eighth Rvenue to the site. 
|'Twenty-thousand members of the -order 





1| are expected to be in the line of march, | 


land they will pass in review before the 


| Cardinal. 
address. s 
tions by the K. of C. Glee Club. 

building is scheduled to be completed by 
| September, 1926. rill contain 280 
| bedrooms for knights o wish to make 
|this their home, an auditorium rege | 
2,000, a swimming pool for knights anc 
another swimming pool for women and 
jchildren, a modern gymnasium, billiard 
rooms, bowling alleys and several large 
| meeting rooms. 


It 


The cornerstone of the new edifice of 
the Wadsworth Avenue Baptist Church, 
184th Street and Wadsworth ‘ 
will be laid this afternoon at 4 o'clock. 
The program will start with a trumpet 
call to attention. After the hymn, he 
| Church's One Foundation,” the Scripture 
will be read and prayer will be offered 
|by the Rev. William Newton Hubbell, 
pastor of. the First Mariners 
Church. Amon 
| Edward L. Ballard, President of the 
|New York B 
an 
,of the Park Avenue Baptist Church; the 
Rev, Dr. A. Lincoln Moore, General Sec- 
| retary of the New York Port Society, 
| 





and the Rev. Dr. Gustav A. Carstensen, 


| The cornerstone will be laid by Walter 
Ct. Little, a trustee, and Hugh Parker, a 
The benediction will be_pro- 


| Jr., pastor of the church. 
{ a 

that the church will be 
cupancy Oct. 1, next. 


ing of the Evangelical Lutheran Synod 
of New York and New England opens 
next Tuésday evening in Ithaca, N. Y,, 
to continue through Wednesday and 


new Lutheran Chapel which 
being completed at the entrance to the 
grounds of Cornell University. The 
chapel will be dedicated Wednesday at 
3130 P. M. by the Rev. Dr. Samuel 
Trexler of this city, President of the 
synod. Dr. 


ident of Cornell, Professor Henry 


and 
ical Seminary, will 


theran Theolo 
— cost $145,000 and the 


speak. The chape 


uarried out of the native hills. 
m seating capacity of 550. This is the 
first denomination to erect a churth at 


Cornell. 


The Rev. 
| morrow will 


Dr. Elbert Floyd-Jones to- 
@pserve the thirtieth anni- 
versary, of his rectorsh! 


Episcopal Church in the Frichlands, Cold 
Spring, N. Y A special service and a 
|reunion of past and present members of 
the church will mark the occasion. Dr. 
Flovd-Jones was born in the Episcopal 
| Diocese of New York and has spent his 
llife within its bounds. He is one of the 
| oldest rectors in 
lof service to one parish. 





|, A new edifice of St. Matthew's. Lu- 
theran Church at Mamaroneck and Car- 
hart Avenues, White Plains, N. Y., wifl 
lbe dedicated at 3 o'clock tomorrow af- 
ternoon. Those who will take part will 


tor; the Rev. John A. Weyl, 
| Grace Lutheran Church, 123 West Sev- 
|enty-frist Street; the Rev. Henry 
Kropp, pastor of St. Paul's Lutheran 


jand the Rev. Dr. Samuel Trexler. 


|_The diamond jubilee of St. Paul’s| 
Episcopal Church, Washington Avenue, | 


| near 170th Street, the Bronx, will be 
leélebrated tomorrow. The occasion will 
also be the twentleth anniversary of the 
| rectorship of the Rev. Dr. Homer F. 
Taylor. Aside from special services the 
| rector, church warden and vestrymen 
have issued invitations-for a Jubilee din- 
ner at the 
evening. Dr. Taylor was born in. this 
city July 26, 1866, being the son of Dr. 
James Ridley Taylor, a physician. The 
son received his education _ for 
ministry in the General Episcopaf 
Theological Seminary. He_was ordained 
by the late Bishop Henry C. Potter. The 
first parish of Dr. Taylor was at the 
Church of the Holy Communion, where 
he was curate five years. He went 
from there to his present rectorship. 


It is expected that the Rev. Dr. Ernest 
M. Stires, rector of St. Thomas’s 
Episcopal Church, Fifth Avenue and 
Fifty-third Street, will anrounce tomor- 
row at the 1) o'clock service whether 
he will accept or decline his election as 
Bishop-Coadjutor of the Episcopal 
diocese of Long Island, to which he was 
elected eleven days ago. 
belief is that he will accept. The ser- 
vice will be broadcast by Station WJZ. 
For two years Dr. Stires’s services have 
been broadcast on es Sunday 
mornings. He has received scores of 
letters from his “invisible congrega- 
tion,”’ saying they will miss his mes- 
sages if he feels it is his duty to ac- 
cept the Episcopat. 


| 
| 


| 57 Boys Get Polytechnic Diplomas. 
Fifty-seven boys received diplomas 
yesterday at the.sixty-eighth commence- 
ment of the Polytechnic Preparatory 
Country Day School at Ninety-second 
| Street and Sevénth Avenue, Brooklyn. 
| The Rev. William H. Boocock of Buf- 
| falo, N. Y., offered prayer and benedic- 


tion. The address_to the graduating 
class was made by Professor John Dun- 
can Spaeth of Princeton University. 


Headmaster Joseph Wana Allen gave a | 


review of the year, and the diplomas 
were awarded by Walter Hammitt of 
the Board of Trustees. 


| story building of the Knights of Colum: | 
bus to go up at Eig venue and | 
firs! . The K. of C. of Man- 


His Eminence will deliver an | 


The music will consist of selec- | 
The | 


Avenue, | 


Baptist '| 
the speakers will be} 


tist City Mission Society | 
d President of ‘the Board of Trustees | 


rector of Holy Rood Episcopal Church. | 


Thursday, its meeting place will be the | 
is just) 


Livingston Farrand, Pres- | 


| to the few intimate friends that one has | 13. Jacobs, Presiden: of the Philadelphia | 


last $45,000 of this has still to be raised. | 
The chapel is built of stone, amas 3 bing é 
as | 


of St. Mary's} 


the diocese in as 


| Rrope. 302 West Twenty-second Street, | 


Commodore next Tuesday | 


the | 


The general | 


Community Church 


THE COMMUNITY CHURCH OF N, Y. 
Park Av. and 34th St. 
11 A, M—JOHN HERMAN RANDALL, 
‘Some Outstanding Books: 
‘The Reconstruction of the Spiritual 
Ideal’—Felix Adler.” 





Congregational! 


BROADWAY TABERNACLE CHUR 
BROADWAY AND 56TH ST. _ 

DR. CHARLES E, JEFFERSON, Pastor, 

will preach at 11 A. M. and 8 P. M, 


Disciples of Christ 
(Christian) 


CENTRAL CHRISTIAN, 
| 142 West 8lst St. 
| Rev, FINIS S. IDLEMAN, D. D. 
| 1i1—Sermon and Communion. 


; 
InterdenomInational 


| Bible Hour. 
NATIONAL BIBLE INSTITUTE. 
| At the Institute Lecture Hall, 
Soth St.. 4:15 P. M. Sunday. 
| THE REV. JOHN N. WOLF, 
| Director of Evangelistic Work. 
“The Power and Presence 
of Our Risen Lord.’’ 
Song Service for-All. 


CHINATOWN. 


6-7 Doyers St. 
Gospel service. Nightly, 10 P. M. 
istic; enthusiastic, 
ards, dru 
less especially invited 

THOMAS J. NOONAN, Superintendent. 


GOSPEL TABERNACLE, 
692 Bighth Avenue. 

Rev. A. B, Simpson, Founder. 
Dr. W. M. Turnbull, Senior Pastor, 
Services: 10:45 A. M, 

REV. ALFRED C. SNEAD 


Jewish 


When the twenty-fourth annual meet- | 


TEMPLE EMANUEL-EL, 
Fifth Av. and Forty-third St. 
Saturday, 10:30 A. M.—Dr. Enelow on 
“A Religion for All.’’ 

Friday Evening Services, 5:30 o'clock. 
Daily Noon Service, 12:30 o'clock, 
All are Welcome. 


JEWISH SCIENCE. 
Society of Jewish Science, 
RABBI MORRIS LICHTENSTEIN, 
j -Leader and Founder. 
Authorized JEWISH SCIENCD Services: 
jJestic (Grand Ballroom), 2 West 72d St. 
Subject: ‘“‘THE POSITIVE MIND.” 
PUBLIC CORDIALLY WELCOME. 


| ness. 
During July and August 


JEWISH SCIENCE, INC. 
Sunday morning at 11, Hotel Ansonia. 


| “THE 
| Every Wed 
| Levy teaches 
| Others."’ 
official organ of Jewish 
Spiritual Helpers, 
Phone Pennsylvania 1463. 


MORALS OF MARRIAGE.” 
nesday evening at 
“How to Heal 





Science, Inc., 


| Lutheran 


| ADVENT, BROADWAY AND 93D ST. 
11 :00—Steim! 


ev, Dr, Paul Scherer, Pastor, 
M.--"‘Bettering Human Life."' 


IMMANUEL 
Lexington Av. at $8th St. 
Rev. George F. Schmidt; Pastor. 
| Services 9:30 A. M. and 7:46 

German, 10:45 A. M 


8T. JAMES, 

Madison Av. and 73d 8&t. 

11 A. M.—Dr. W. F. Sunday, Ph. 
4 


The R 
11 A. 


A. | 


Methodist Episcopal 
:  — 
| CHELSEA, 178th St., w of B' way. 
Callahan, Chaplain of Tombs. 
High, Asst. Sec'y Bd. Foreign Missions. 


GRACE METHODIST (West 104th St.) 
Rev. John L, Davis, D. D,, Pastor. 
11 A. M.—Holy Communion. 
8 FP. M.—‘‘They Say—What 
Let Them Say,’’ 


MADISON AVENUE 
at Sixtieth Street. 
SOCKMAN 


D 
— ‘will 
—‘‘Soctety’s Greatest Sham. 


METROPOLITAN TEMPLE, 

* 14th St. and 7th Av. 

| REV. WALLACE MacMULLEN, D. D., 
Minister. 

11 A. M.—Holy Communion. 

8 P. M.—Dr. MacMullen will preach. 


ST. JAMES’S, 
Madison Av. and 126th St. 
EV, FRED W. STACEY, Minister, 
M.—Holy Communion. 
M.—Rev. Fred W. Stacey. 


New Church 


NEW CHURCH (Swedenborgian). 
B5th St., bet. Park and Lexington Avs. 


A. Mw Rev. 
“THE LAW OF THE STRANGER.” 


CHURCH OF THE EW JERUSALEM, 
Clark St. and Monroe Place, Brooklyn. 
Take West Side Subway to Clark St. 
Rev. EB, 


1 


1A. M. 
8 P. M, 


R 
11 A. 
8 P. 


1 : 


| 
1 
} 


A. M.—"‘Twelve Gates.’’ 


New Thought 


al MISS VILLA FAULKNER PAGE. 
} Fellowship of the Life More Abundant. 
| Every Sunday, 11 A 
| Temple, cor. Clermont and Lafayette 
Brooklyn, N. Y, Subje@t, June 7 
“THE LIFE, THE 
Mr. Harry W. Millspaugh, song leader. 
Mr. Howard A. Murphy. organist, 


i1 


330 West 


The Rescue Society, Old Chinese Theatre, 
Known the whole world over, 
Evangel- 
extraordinary. Drunk- 
addicts, the homeless and friend- 


:30 P. M.—REV. KENNETH McKENZIE. 


SUNDAY MORNING at 11 at the Hotel Ma- 


Write to Headquarters, 166 West 73d St., 
or free copy of Jewish Science Interpreter, 
the monthly messenger of health and happi- 
Jewish Science 


Services wil] be held every Friday evening 
at Beth Miriam Temple, Long Branch, N. J 


RABBI CLIFTON HARBY LEVY, Lecturer. 
8:30 Rabbi 
Yourself and 
For magazine, ‘'The Jewish Life,"’ | 
and 
address 41 West 33d St. 


6, ‘The Depth of the Riches."’ 


be the Rev. Frederick Melville, es pase | een TRINITY, 65th St., Central Park W. 
astor o 


P. M. (English), 


D., Pastor. 


11, John } 
8, Stanley } 


Do They Say? 


Denominations Disappear?” 


ARTHUR ae treats Pastor. 


Me LAWRENCE GOULD, Pastor, 


M., Brooklyn Masonic 
Avs., 


TRUTH, THE WAY.’ 
Welcome, 


eeeengetieetinesnnnenneins 

LAFAYETTE AVENUE PRESBYTERIAN, 
Corner South Oxford ‘St, 

11—The Rev. John A, Marquis, D. D. 

4 dren's Day Service). 

7:45—The Rev. Basil Douglas Hall. 


(Chil- 


MADISON AVENUE PRESBYTERIAN, 
Northeast corner 73d St. 
Rev, Henry Sloane Coffin, D. D. 
Rey. John Hopkins Denison, D. D 
Rev, William Raymond Jeliffe. 
Rev, George Stewart,-Ph. D. 
11 A. M.—Dr. Coffin. 
8 P. M.—Dr. Coffin. 
ALL SEATS FREE. 


Ministers 


PARK AVENUE PRESBYTERIAN. 
Park Av. and 85th St. 
SILAS REBES, D. D., at 11. 
Outgoing Missionaries at 8. 


CHURCH OF THE PURITANS, 
Sth Av. and 130th St. 
Rev. THEODORE F. SAVAGE 
will preach at 11 A. M. 


} ROTGERS. 
|Rev. DANIEL RUSSELL, D. D., Minister, 
| worships during building of new edifice with 
WEST_END COLLEGIATE CHURCH, 
West End Av. afid 77th St. 
Service at 11 A. M. 


SECOND PRESBYTERIAN, 
Southwest cor, 96th St. and Central Park tv. 
Rev. GEORGE J. RUSSELL, Minister, 
will preach at 11 A, M. and 8 P, M. 


ST. NICHOLAS AV. PRESBYTERIAN, 
i St. Nicholas Av., corner 14l1st .St. 


| 
| 


REV. ELLIOTT W. BROWN, D. D., Pastor. | 


|11—‘‘The Sifting of Peéter.’’ 


WEST END PRESBYTERIAN, 
Amsterdam -Av, and 105th &t. 
DR. A. EDWIN KEIGWIN, Preaches. 
11—""THE MOTIVE.” 
8—-DR. CHARLES L. STELZLE, 
“THE RELIGION OF A DEMOCRACY.” 


WEST PARE PRESBYTERIAN, 

| Amsterdam Av, and 86th &. 

| Rev. ANTHONY HF EVANS, D. D., 
Rev. J. SIDNEY GOULD Will Preach. 

}11 A. M.—Comz 

} Glor 


8 P.M—'The Im 
| 


to Glor 
utable 


Protestant Episcopal 


CATHEDRAL OF ST. JOHN THE DIVINE, 


Amsterdam Av. and 112th 8t. 
8 and 11 A. M.—The Holy Communion. 
10:15 A. M.—Morning Prayer. 
11 A. M.—Holy Communion and Ordination, 
Bishop Manning. 
Preacher, Rev. Arthur H. Judge, D. D 
4 P. M.—-Festival vensong, with address by 
Rev. Canon Pascal Harrower, M. A. 
} Daily Services: 7: and 10 A. M.; 5 P, M. 
ALL ANGELS, 
| West End Av. and 8?st St. 
| Rev. S, De Lancey Townsend, D. D., Rector. 
}. Rev. Harold Belshaw, Associate Rector. 
| 8-11 A. M.—(Mr. Belshaw); 4 (Mr. Belshaw,) 


t 
} CALVARY, 4th Av., 2ist St, 
| Rev. SAMUEL M, SHOEMAKER JR., Rector 
| 8—Holy communion 
j 11 and 8—Preacher, The Rector. 
GRACE CHURCH, 
Broadway and Tenth &t. 
Rev. W. RUSSELL BOWIE, D. D., Rector. 
8 A. M.—Holy Communion. 
11 A. 2 Communion and Sermon, 
(Rev. Eliot White.) 
8 P. M.—Evensong and Sermon, 
(Rev. Eliot White.) 


CHURCH OF HEAVENLY REST and 


CHAPEL OF THE BELOVED DISCIPLE, | 


67 East 89th Street. 
REV. HENRY DARLINGTON, D. D,, Rector. 
8 A.) M.—Holy Communion. 
10 A, M.—Morning Prayer. 
11 A.M.—Holy Communion & Sermon, Rector. 
4:30 P. M.—Eve. Prayer and Sermon, Vicar. 


CHURCH OF THE HOLY COMMUNION, 
6th Av. and 20th St. 
REV. HENRY MOTTET, D. D., Rector. 
8:00 A. M.—Holy Communion. 
11:00 A. M.—Rev. Henry L. Drew. 
8:00 P. M.—Rev. Dr. Mottet. 


CHURCH OF THE INCARNATION, 
Madison Av. and 35th St. 
Rev. H. P. SILVER, D. D., Rector. 
8 and 10 A. M.—Holy Communion. 
lt A. M.—Holy Communion. 
SERMON BY THE RECTOR. 

4 P. M.—Choral Evensong. 


CHAPEL OF THE INTERCESSION, 
Trinity Parish, 
Broadway and 155th St. 

Rev. M. H. GATES, D. D., Vicar. 
8 and 9 A. M.—Holy Communion. 
9:45 A. M.—Sunday School. 

11 A, M.—Holy Communion and Sermon. 


P. M, 

| SERVICE OF BELGIAN MUSIC 
} IN HONOR OF 

| His Excellency the Baron . de 
Marchienne, Belgian Ambassador. Choir of 
75. Orchestra of Symphony Players. Com- 
positions of Cesar Franck, Tinel, Arcadeit 
and Block. Address, ‘‘Belgian Music,’’ by 
the Ambassador. ‘Place of Belgium in the 
| Colony,”" by Dr, Gates. Special invitation to 
i oopnne. 


| 
| 
| 
| 


Cartier de 


P. M.—Evensong and Sermon, 
CHURCH OF THE RESURRECTION, 
74th St., ¢ast of Park Av. 

Rev. E. RUSSELL BOURNE, Rector, 
Sunday Services, 8 A. M. and 11 A. M. 


SAINT ANDREW’S, Sth fr. ape Asith St. | 
WN j 


j Services 8-11 A. M., 
Rév. A. E. RIBOURG, D. 


ST, BARTHOLOMEW’S. 
Park Avenue at fty-first Street. 
ROBERT NORWOOD, Rector. 
8:30 A. M,—Holy Communion. 
11 A. M.—Holy Comniunion and Sermon. 
Preacher, Rev. A. J. M. Wilson. 
4 P. M.—Choral Evensong. 
Anthem—“Great Is Jehovah,’’ Schubert. 


$6 ane th oes Mewidd 
ST. IGNATIUS, 
West End Av, and 87th’ St. 
Rev. WILLIAM PITT McCUNE, Rector. 
Masses, 8, 9:30, 11. 
Veapers and Benediction. 4. 
ST. JAMES’S. 
Madison Av. and 7ist St. 
év. Frank Warfield Crowder, D. D., Rector. 
A, M 1 A. M, (Rev. Sidney T. Cooke); 
P, M. (Mr, Cooke). 
HOLY TRINITY. 
In the Parish of St. James. 
Hest 88th St., between ist and 2d Ava. 
Rev. Samuel M. Dorrance, Vicar. - 
Services: 8 A, M., 10 A. M. and 8 P. M, 


ST. JOHN THE EVANGELIST, 


lith’ S8t., west of 7th Av. 
Rev, JOHN ARMSTRONG WADD, Rector. 
Bunday Services, § A. M. and 11 A. M. 


D., Rector. 


¢@ 


preaches. 


Pastor. | 
umunion, Topic, ‘‘Changed From | 


the of Harvest," | 


| Bible Schoo] meets as a unit at 9:45 A. M. 
during the month of June. 


THE WEST END CHURCR8H, 

West End Avenue and Seventy-seventh Street. 
Rev. Henry Evertson Cobb, D. D., Minister. 
Service at 11 A. M. 

Rev. Daniel Russell, D. D., will, preach. 
acre immanent 


THEFT. WASHINGTON CHURCR. 
Fort Washington Avenue and 18ist Street, 
Rev. Irving Husted Berg. D. D., Minister, 
Services at 11 A, > and 8 P. M. 

Dr. Berg will preach at both services 

j HARLEM, Lenox Av. and 123d St. .... 
| Rev. EDGAR TILTON JR., D. D., Minister, 
| 11 A. M.—Communion and reception of new 


} members. 
| P. M.—Musica! 


Service. 
by Gaul, 


“The Holy City," 


i REY. A. LIVINGSTON WARNSHTIS 
|Secretary of the International Missionary 
Council, will occupy the pulpit of Dr. Mac- 
Leod, Collegiate Church of St. Nicholas, 48th 
St. and 5th Av., Sunday morning, June 7, 11 
io’clock. All invited, 


Spiritualist 


| SPIRITUALIST Church of Psychic Science, 
213 Weat th. CONRAD H. HAUSER. 
|MESSAGE SERVICE, Tués., Fri. and Sun., 
8:30 P. M,. and Wednesday, 2:30 P. M, 


Theosophy 


UNITED LODGE OF THEOSOPHISTS, 
1 West 67th St. 
Free Lecture Sunday, 8:15 P. M. 
“MAN AND HIS CREEDS." 
Wed., 8:30 P. M.—Public Study Class. 


=~ 


Fri., $:30 P. M.—Question-Answer Meeting. 


No Charges or Collections. 


FREE PUBLIC LECTURES BY 
Captain MAX WARDALL, 
National Lecturer Theosophical Society. 
June § (Tues.), at 8:15 P. M.—"MIND 

¢ RADIO."’ 

10 (Wed.), at 8:15 P. M.—"“THE 
TRUTH ABOUT THEOSOPHY.” 
Service Lodge, Theosophical Society, 

45 West 48th St.. New York. 


| At 2228 BROADWAY. bet. 7oth & SOth Sts. 
| Sunday, June 7, 8:30 P. M.—Lecture by 
j Captain MAX WARDALL 

} “STORES OF POWER.”’ 

| Public Cordially Invited. 


June 


| Unitarian 


| 
} - a SOULS’, 
“our venue at 20th St. 
| A CHURCH OF SPIRITUAL FREEDOM. 
MINOT SIMONS, D. D., Mintater. 
11 A. M.—‘‘Americans Need’ More Religion 
in Their Manners?’ 
FREE LITERATURE ON REQUEST. 


WEST SIDE (110th St. at Br 
Charles Francis Potter, Minteren? 
11 A. M.—"‘WHAT 1S AN ATHEI8T?”’ 


the Deity? How the changing 
changing the (definition of 
Humanism supplanting Theism 
CHURCH OF THE SAVIOUR 
(ist Unitarian of Brooklyn), 
Pierrepont St. and Monroe Place 
(Borough Hall subway station), Brooklyn. 
Rev. John H. Lathrop, D. D.’ Minister. 
11 A. M.—Rey, Robert BE. Starkey will 
preach: “A Secret of Life.’ 
11 A. M,—Kindergarten and Primary. 


THE COMMUNITY CHURCH OF WN. y. 


theology 


atheism. 
? 


Is 


| 
| 
| 


(See Heading, Community Church’) 
mewensiapayiinainntnaiistamenees 


Universalist 


| CHURCH OF THE DIVINE PA TY 
i Central Park West and joe: 
iat FORT NEWTON, D. Litt., D. D. 
i 

' 

| 

' 

' 


will preach at 11 A. M.: 
“Everybody's Business,’’ 

| Y. M. C. A. 
WEST SIDE Y. M. C, A. 

* Men's Meeting. 


Dr. Samuel W. Grafflin. s : 
318 West 57th St. 0 eden 


Other Services 


Vedanta Society 


Tist. 
welcome, 


Founded by Swami Vivekananda, 34 w. 
3 Welcome, 


11 A. M.—‘God-Vision.” Ail 
P. M.—"Power of Suggestion.’’ 


i 

' THE GOODYEAR MERTING RO 

| 

| and Bookshop, 25 West 424 gy 

| Sun. 11—*Blessed Are the Pure in Heart.”’ 

Mrs. MARGUERITE R. NICKERSON. 

|}Sun. 3—SPECIAL Symposium: “What 1 
Have Gained Through the Hopkins Mes- 
sage,”’ Mrs. NICKERSON 
Speakers: ELISE | APLAND, Y 

t LEWIS, KATHERINE M. TUTNER 

taRo THOMAS and OTHERS. * 

Mon, 8:15—"Your Mentality,’ . & 2L- 

woke GE. ae. 
ved. G-—~Address: Miss ELISE APLAND 

Wed. and Fri, 8:15—Hopking Study Cla 

| Mise ANNE Lewis.” °'#* 

Send for June Bulletin, 


BAHAI LECTURE. 
Bahai Library, 250 West 57th st. 

Sunday, June 7, 4 P. M. 

MARY HANFORD FORD. 
‘‘How to Recognize the Perfect Master.” 
Library open elly. 10 A. M. to 6 P. M. 
Meditation an Fazer, very Weekday 

at " " 


Lectures and Meetings 


; 
' 
j 
F. L, Rawson's Metaphysical Work. 
Suite 2-1 Rodin Studios, 200 West Sith. 
| PUBLIC LECTURE, Sunday, 8 P. M. 
| Speaker, Mr. Wm. Podmore, Bunject, “The 
| lgver oa 
Treatment meeting Tuesday, 12 to 2 


DR. ROBERT K. WILLIAMS. 
| Hotel Majestic, 72d St., Central Park West: 
June 2, “Life Princip) Ow to Use.” 
Character Aanerae Classea June 8, 10 -and 
. Join n 


. 


LODGE THEOSOPHICAL SOCIETY. | 


3:45 P. M. 


the Last Cycle of Recorded Time. | 


Did God become incarnate in Jesus of Nazareth through the Virgin Mary? Is this 
a fact of history? Did He offer a sacrifice for sin on Calvary as the sinner’s 
righteous Substitute? Is this a fact of history? Did He rise from the dead a real 
Man in a real body? Is this a fact of history? Did He ascend into heaven as the 
God-Man to the right hand of the Father Almighty?, Is this a fact of history? 
| Professor Fosdick szys that these are not facts of history and scorns discussion 
|} of them as “‘senseless.'" He does this because he does not believe in the super- 
| natural or the miraculous, as it is made knowfrin the Bible. His statements in this 
address are in full keeping with all his writings. . 
| The public is thus let into the secret, if it did not know It before, that the 
| Christ he preaches to his vast audience of hearers and readers is not the Christ of 
| the New Testament—He is robbed of His deity, shorn of His supernatural powers, 
reduced to the level of a human, and lies buried in the’ dust beneath the Syrian 
| stars, regardless of what eulogies Dr. Fagdick may weave about His character as 
| the Fairest Flower of humanity and the {deal of Mankind. And it is his eulogistic 
portrayal of the character of Christ, his emphasis on the ethics of Christiani y in 
| words of eloquencé, and often in words of Scripture, while denying or ignoring the 
| supernatural, that leads many who are not instructed iff the things of God to 
believe that he is exalting the divine Lord and Saviour of the New Testament and 
enforcing the claims of the gospel. 
| If these ‘‘questions of history’’ centering in Our Lord are not important but 
“‘senseless’’ to Dr. Fosdick, what is important to him? He tells us. He says: 
| “What lasts in religion, and what has no dependence upon creeds or words or 
| interpretations, are the great ie yay experiences of the soul .with itself, with 
| its fellows and with its God.” Here is the teaching that the only lasting thing in 
religion is the spiritual experience of the human soul. Here is the teaching that 
Christianity consists only in what takes place in the soul of man rather than also 
| in what_God has done for us men and our salvation in Bethlehem and on Calvary 
'and at Joseph's tomb and on the Mount of Olives. Dr. Fosdick finds the source 
of the gospel in man’s subjective feelings rather than in God's objective revelation. 
He makes human experience with its uncertainty and its insufficiency, rather than _ 
| the Incarnation and Resurrection of Our Lord, the foundation of our faith. Alas! 
| what shifting sand on which to stand! According to the Union Seminary teacher, 
religious experience is a permanent, never ceasing reality, through the ages, and 
doctrines like the Virgin Birth, the Atonement, the Resurrection of Christ; are not 
| the statements of real occurrences that actually aoe eee in history, but only the 
| mental and theological manifestations of that are ence .in an unscientific age 
which must give place to better and more scientific manifestations or doctrines 
in the twentieth century. Religious experience: is. the great heaving sea of 
humanity’s spiritual life, while doctrines are only. the aver changing waves that 
| play upon its surface. He calls the doctrines of the Bible ‘‘mental categories” 
land ‘“‘thought forms” of an uncritical, unsetentific age. He writes: “While thought 
| forms do change, whether in the first century, the sixteenth or the twentieth, the 
abiding experiences of the soul do not change, and the Bible supremely springs 
from and ministers to that permanent realm of spiritual life.” (The Ladies’ Home 
Journal, January, 1925, p. 131.) 
Hence, the doctrines of the gospel, especially those that concern the Person and 
| Work of Our Heavenly Lord, must pass away in the blaze of light of the twentieth 
century and give place to others, which im their turn must be superseded by stil! 
| others as the ages come and go with their ever increasing acquirements of sciences 
|and discovery. No wonder that Professor J. Gresham Machen of Prinesto: 
Theological Seminary says that there is an “unfathomable gulf between Dr: 
Fosdick and the Christian religion’’ (The Christian Work, December 13, 1924, 
| p. 687). The doctrines of the Christian religion are as true as God’s oath and as 
| unshakable as God's throne. . 

My dear Mr. Rockéfeller, I am deeply disturbed over your support of Dr 

| Fosdick and the Union Theological Seminary of New York, where he teaches, to 
| which you have recently given over a million dollars. He and his colleagues are 
| teaching a system of philosophy, called Modernism, which is doing for the churches 
j}of this century what Unitarianism did for the Congregational Churches of New 
| England of the last century. : . 
I sincerely hope and pray that. in view of Dr. Fosdick’s abandonment of the 
' Christian Faith, with its disastrous consequences, and in view of the certainty of 
salvation offered those who trust in the finished work of Christ, with its eterna! 
| weight of glory, you will leave the shifting sands of Modernism before it is too 
late, and take your stand upon the foundation of the apostles and propheta, Jesus 
Christ Himself being the Chief Cornerstone. 


Very sincerely yours, 
CHARLES HILLMAN FOUNTAIN, 





| 
Believe me, 


Mr. John D. Rockefeller Jr., 
10 West 54th St, 
| New York, N. Y¥. 
P. S.—Since writing the above Dr. Fosdick has accepted the call to the pastorate 
lef the Park Avenue Baptist Church, New York, of which you are a member. In 
| view of the facts revealed in this letter, Go you not feel it incumbent upon you 
| to convene or to have convened another meeting of the church in order t recon- 
sider and revoke the call? Our Baptist Churches should be as 5 ie loses 


|against him as is the Presbyterian denomination. 


}— 


Must we conform to the orthodox ideas of | 
is | 


— UNITY — 
“SCIENTIFIC CHRISTIANITY” . 
“Men and Women of Success and 
Happiness have found a powerful prin- 
ciple in being STEADFAST.” i have 
chosen the eabject of STEADFAST- 
NESS for my closing address of this 


feekurhn Xpvets 


HOTEL ASTOR, SUNDAY, 11 A. M. 
PUBLIC CORDIALLY INVITED. 


| 


J 


~~ 


RADIO NEWS 
TOMORROW, SUNDAY 
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ON 
ONS ON 


President Coolidge to 
broadcast address’ on 
Wednesday. Opera, 
bands and circus to be 
featured during the 
wee? 


KDKA experiments. 


PLP LO 
WOW AAAs 


APRA 


SONNE LLL lll 


THOMAS R. GAINES 


Founder of Vitalic Oulture 

Discoverer of Vitalic Breathing and 

other Marvelous Life Forces Will Give 
Nine Free Insptrational Lectures 


MANHATTAN CHURCH, 


Broadway at 76th &t. 
Each Evening at 8:15 o'Clock 
From Sunday Eve., June 7th, to Monday 
Eve.,. June 15th, Inclusive 


TRIUMPHAN PT IVING 


LOLI 
AN 


In placing “new sta- 
tion, KDKA finds 
that low aerial on hill 
is much preferable to 
high aerial in valley. 


HANT LI 


Seats Free, Questions Answered. All Welcome 
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Broadcasting an. Aid 
to Music Trades. 

Survey shows six \out 
of 


CHURCH of the HEALING CHRIST 


(Divine Science) 
REV. W. JOHN MURRAY, Pastor 
Grand Ballroom, Waldort-Astorla 
Sunday, 11 A. M. Address by 

MR. ALBERT MEEHAN 

Sub : “THE LINK.” 
Healing Meetings on Mondays, Wednesdays, | 
and Fridays at noon. Public invited. i 


eee 
‘DR. W. ELLIS WILLIAMS | 


| HOTEL ASTOR, Sunday, at 3:15 P. M. 
| COMPLEX OF INEFFICIENCY 


|-Other Lectures at 32 Weat 58th St. Daily 
| Noon, except Friday. Thursday, $:15 P. M. 


RELIGIOUS SERVICES. 


BROOKLYN. 
Congregational 


ten music 
stores sell recéivers. 


every 
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Ten Outstanding 
Events of the Week. 


Notes from Broadcast- 
ing Stations. 


Pe 


PPBPDAPDPO ON 


Questions and An- 


swers. 


~ 


The Nem York Times 


TOMORROW, SUNDAY 


The most authentic and com- 
plete radio news each day. 


CENTRAL CONGREGATIONAL, | 
Hancock St., bet, Bedford and Franklin Avs, 
| (Take Fulton St. ““L"" or car to Franklin Av.). 
astor, REV S. PARKES CADMAN, D. D. 
11 A. M.—Dr. Cadman preaches, 
7:45 P. M.—Interracial meeting, with ad- 
i dresses by various pastors. 


SOP PAPA AAS 


OOP NL ON NNN lle 


PLYMOUTH CHURCH, 

Newell Dwight Hillis, Pastor Emeritus. 

11 A. M.—Sermon by the Rev. A. D. Upton, 
D. D., of Washington. D. C. 


d 


Orange St.—Rév. 





“CHORUS OF 10,000 
“IN MUSIG FESTIVAL 


.International at the Yankee 
Stadium on July.9 to Have 
a Band of 1,000. 


NOTED. MUSICIANS AIDING 


Plan to Send American Chorue of 
500 to Europe in August to 
Sing in Festivals. 


A music festival involving a chorus 
and instrumental forces of extraordi- 
nary proportions and designed to pro- 
mote international understanding and 
good-will will be given by the Inter- 

/national Music Festival League in the 
Yankee Stadium on July 9. In this per- 
formance a chorus of 10,000, a band of 
1, ig ane a@ quartet of opera soloists 
Ww part. 

It ig the belief of the Tnternationsl 
Music Festival League, of which the 
President is Dr. Archer Hood, that 
nations can be made to understand each 
other much more quickly through the 
paatrursentality of music than by means 
of treaties po ge economic or other- 
wise. With th ‘end in view it is 
planned to raise “heomt the Stadium per- 
formance next month a sum of money 
oe ewe mie . 4 oend an oar liag oge = = 

voices urgpe in Au 
at music festivalé in England, Scotland, 
Wales and on the Continent. 

Following overtures made to festival 
organizations abroad there have been 
enthusiastic responses from Sheffield, 
England; from Inverness and Glasgow; 
from Geneva. "neadquarters of the 
League of Nations, and from other dis- 
tricts as far separated as Amsterdam in 
Holland and Helsingfors = Finland. 

This trip to nan ge is expected to 
«bring about reciprocal visits to America 
next year of choruses from the various 
countries visited to take part in a grand 
International Peace Music Festival to 
be held in connection with the sesqui- 
centennial of the signing of the Declara- 
tion of Independence in Philadelphia, 
and the 300th anniver of the pur- 
gpeze of Manhattan Island in New 

or 
The unprecedented chorus of 10,000 
which wih sing in the Yankee Stadfum 
on the evening of —_ 9 will be the 
wombined forces of a hundred singing 
societies throughout the Eastern States. 
Large groups will come from Boston, 

Worcester, Providence, 8 feld 
Hartford, New Haven, 

Shimer. 

es-Barre, 

Newark and similar cities in New York, 
New Jersey and Connecticut, while prac- 
tically every choral organization and 
school in Greater New York will be rep- 
resented. The various units have been 
in rehearsal for several weeks. 

On the Advisory Board of the League 
are Willem Mengelberg, conductor of 
the Philharmonic Society; Arthur 
Bodansky, conductor of the etropolitan 
\ Opera Company ; Arthur Friedheim and 

E. Robert Schmitz, the gd Oscar 
Saenger and Dudley ‘singin 
teachers; Hugo Riesenfeld, yn ° 
the Rivoli and Rialto Theatres; Mrs. 
John F. Lyons, President of the Na- 
tional Federation of Music Clubs; Rabbi 
aphen S. Wise; the Rev. Randolph 

astor of _ Little Church Around 
the ’ Sener: D Henry T. Al- 
berto Bhebont, “wires James Laid- 
law, George Foster Peabody, Ls ¥F. Bow- 
man, Vivian Burnett, aul Harvey, 
Robert Lawrence, Mrs. Henrietta Baker 
Low, aise. Wilson Fitch Smith, Mrs. 
George at. Dire werlige of Philadelphia, 
and rs. Vladimir Simkhovitch. 

The American chorus expects to sail 
for England about Aug. 15. 


WELLS HAWKS HONORED. | 


Again Heads Theatrical Press 
Agents and Gets a Present. 


The annual meeting of the Theatrical 
Press Représentatives of America was 
held yesterday at the Burlesque Club 
on West Forty-seventh Street. The fol- 
lowing officers were wlected: President, 
Wells Hawks, re-elected; Vice President | 
for New York, Walter K, Hall; travel- | 
ing, Campbell B. Casad; woman vice | 
president, Beulah Livingstone; for | 

- Chicago, Harry J. Ridings; 
delphia, Mark Wilson; 
J. Shea; Southern, Lewis Haase, 
lanta; Pacific, Tom Hodgman, 

eles; Seattle, William 

Sanada, Bert Lang, Toronto; recording 
secretary, Gretchen Dick; corresponding 
secretary, Francis E. Reid; treasurer, 
8. M. Weller. , 

The new Board of Governors includes 
Annie G. Ayres, Willard D. Coxey, C. P. 
Grencker, Dixie Hines, Helen Hoerle, 
William J. Guard, Wallace Munro and 
Edward E. Pidgeon. Wells Hawks and 
Theodore Mitchell, with Howard Her- 
rick and T. P. Salisbury as alternates, 
were elected as representatives on the 
Board of Governors at the International | 
Theatrical Association. } 

As a token of affection and esteem, 2 | 
gold chain and fob, bearing the insignia | 
of the organization, were presented to 
Well Hawks by the members. Beulah 
Livingston made the e pre sentation speech. 


CANTOR NIGHT iT AT FOLLIES. | 


Rogers Presents “Kid Boots” Star | 


With a Watch, Gift From Ziegfeld. 


“Eddie Cantor Night’’ was observed 
at the Ziegfeld Follies last night, when | 
the performance at the New Amsterdam | 


was given over in large part to a cele- | 
bration in honor of the star of “Kid | 
Boots,”’ who sails for France today on} 
the Paris. ! 
On behalf of Florenz Ziegfeld, Will | 
Rogers made a specch presenting a plati- | 
inum watch from Mr, Ziegfeld to Mr. 
Cantor, with an inscription commemo- | 
rating the thousandth performance of} 
“Kid Boots.’ Mr. Cantor réplied in 
characteristic phrasé¢s. | 
There were special numbers in honor! 
of the occasion by George Olsen's Band. | 
which Mr. Cantor brought to New York. 
Mr. Cantor was dragged from his seat) 
in the audience and led to the stage, 
where he responded with several num- 
bers. 
The guests 


At- 


| 
ly 
} 
| 
| 10 


/ 
in the audience included 
Billie Burke, Mr. and Mrs. Horton 
Spurr of the ‘‘Kid Boots” company, who 
were married Wednesday with Mr. Can- 
tor as best man, and Bdna Leedom, who 
will enter the cast of the Summer edi- 
tion of the Follies next week. 
There was a buffet supper on the stage | 
after the performance, with an informal 
*“*Pddie Cantor’’ program, 


FILM CO. IN $500,000 SUIT. . | 
Author Sestines “The tron Horse” | 
Was Taken From Her Book. 

| 


Mrs. Wilson Woodrow, the author, 
sued William Fox and the Fox Film 
Company in the Federal Court yester- 
day for $500,000 jon the ground that the | 
motion picture “‘The Iron Horse” was) 
taken om her novel “Building the} 
Union.’’-. The bil} names as codefend- 
ants Charles Kenyon, John Russell and 
John Ford. ; 

Both the book and the picture, it is} 
said in the complaint, centre around the | 
buildin of the first transcontinental | 
railroad. Moses L. Malevinsky, counsel | 
for Mrs. Woodrow, said that there ap-/| 
pears to be no doubt but that the play | 
was taken ‘bodily from the book } 

“We allege,’’ he said, “the it the basis | 
of both picture and book is patriotism, | 
which is personified in the book by | 
Jacob Morey, a fourteen-year-old boy, 
while in the "picture the hero is David 
Brandon Jr., 11 years old. Both boys 
lose their fathers under substantially 
the same circumstances, and we were 
careful to note that in neither the book 
nor the picture was there any reference 
to the mothers of the boys.”’ 


ae sinc tae ae 
iMUSIC NOTES. 


The third public audition for parts in the 
operas which the City of New York {s to 
present free in Ebbets Field, Brooklyn, this 
Summer, will be held in the Town Hall on 
Wednesday morning, June 10, according to an 
announcement by Philip Berolzheimer, Chair- 
man of the Mayor's Committee of Music, 
under whose auBPices the performances will 
be given. This audition is in response to 
many requests from those who could not try | 
out at previous hearings. 

Bérnarde De Muro sings tonight in “Pagli- | 
acct” and “Cavalleria Rusticana’™’ at* the 
Manhattan Opera House. Pasquale La Rotella 
will conduct. The original intention of the 

management was to present “Andrea Chenier’ 
Saige at oy Lane to give Gior- 


ae et 


'Phila- | 10:00 A. 
Boston, Dennis | } 10:10 A. 


Los An- | 
B. McCurdy; | 


THE SCREEN 


By MORDAUNT HALL. 


The Composer’s Nightmare. 
BEGGAR ON HORSEBACK, with Edward 
Everett Hortoy, Esther Ralston, Erwin 
ym aad ae Wales, Gertrude peect, 
Jam Theodore Kosioff 
Frederick Bulltvan: adapted from he 
Play by George 8. Kaufman and Marc 
Connelly; directed by James Cruze; 
prefaced by harman gar | Is Business,” a 
gavin by, George 8. Kaufman and 
orothy arker, with Orlando wou 
Hugh Chilvers, Catharine Hays, 
Lackaye, ry Walsh, Austin 
Worthipgton Romaine and M. 
Golden; we music score by Dr. 
Riesenf. 


There came to the Criterion Theatre 
last night a delightful novelty in the 
film version of “Beggar on Horseback,”’ 
the eminently su 1 stage satire by 
George S. Kaufman and Marc Connelly. 
The photoplay was directed by James 
Cruze, who produced ‘“'The Covered 
Wagon,”’ and once again this versatile 
genius has rung the bell. This picture 


is one of great distinction, and in mak- 
ing it Mr. Cruze has mower availed 
himself of the opportunities afforded by 
the camera, There are marvelous sets, 
bizarre costumes, glorious lighting ef- 
fects, and a most deft handl ng of the 


See 
ller 
Hugo 


‘dream scene, both in the approach and 


in the awakening of Neil McRae, the 
worthy music composer who has a dizzy 
nightmare through having been ac- 
cepted in marriage by the daughter of 
a pomeens plutocrat. 
The film was prefaced 2 

playlet. in four scenes, 

uginess,’’ written by Geor ge S. 
man and Dorothy Parker. aoe ig filled: 
with scintillating ideas, and contains 
some amusing lines. Wilton Lackaye 
portrayed the smug, self-satisfied multi. 
millionaire shoe manufacturer, who has 
a@ penchant for casting his dollars upon 
the advertising waters, so that his 

eudo charity will be appreciated by 

e millions, but in the ot bring him 
vast financial returns. If “greatest in 
the world’’ were an from his vo- 
cabulary, this John W. Berryman would 
probably find his vocabulary as ab- 
breviated as the profane person who en- 
deavored to express himself without re- 
sorting to =P etives. Wilton Lackaye 
did quite well with this réle, in which 
he gave a@ satiric portrait of a dollar- 
loving parvenu. 

But to return to the picture, which 


a clever 


followed this playlet, and which was ex- 
hibited without an intermission, let us 
emphasize the encase? of Edward 
Horton performance as McRae. 
fd Horton will "be Sremembered by many 
for his lendid work in the screen con- 
ception o acs the Ladies,’ and no better 
choice could have been made among 
film players for oe part in “‘Beggar on 
Horseback.’’ He is sympathetic, whim- 
sical, alert and always restrained. There 
is never a moment when his acting 
offers a jarring note. ‘The production 
is one of the best adaptations of a play 
we have seen, and those who saw the 
stage effort will perhaps appreciate the 
picture all the more. 
There are flocks of shouting butlers 
— > noisy waiters, and everything seen 
‘ore e dream is, cleverly odied 
during McRae’s dose Se his old bg mae 
armchair. He is f yg he loud 
golf stockings worn by Praden ady, 
the great and self-satisfied ‘m ufat- 
turer of ‘“‘widgets.’’ Hence in the ni a 
mare chapters Mr. Cady bursts fort 
a ayn to? outfit, checkered te 


sur oa friend Homer of the foot- 

hts version is played by James Mason, 
u o depicts this individual as a lazy, 
reedy and mannerless snob. There is 
Sirs. erick Cady, who is so fond of 
her n wocking chair and chewing gum. In 
the dream she has a rogning chair at- 
tached to her clothes. neident of 
the wabbly chair is ey, pictured, 
with chairs that ap to have rubber 
legs; yet when a plump woman sits on 
one of them it supports her, much to the 
amazement of M e. 


There are telephones as big as the 
layers who use them, and a golfing 
udge who taps golf balls while offici- 
ating at the weird murder trial of 
McRae. This judge also smokes a cigar 
about eighteen inches Leng and at the 
request of McRae imme jatel Ligne 
his bench as a “‘higher court.’’ ury 
is one of mourners who have pil ows 
with them. 

The captions have their share in mak- 
ing for the success of this joyful enter- 
tainment, and it caused considerable 
mirth last night, hot as it was, when 
Mr. Cady remarks that it is a pr@tty 
fine state of affairs when a man mur- 
ders a fellow’s wife anddaughter, right 
at_his elbow. 

The weird frocks worn by Gladys Caey 
show McRae’s train of thought before 
he went to sleep, as in the dream there 
is the wriggling but decided black and 
white pattern, and in one instance half 
the young lady’s dress is black and half 
white, keeping always to the same in- 
fluence of the few lines she showed him 
one duil day. 

The board ‘of directors of Cady’s com- 
pany holds a meeting in midair, and the 
stenographer shoots up through an air- 


shaft, just to confirm an oft-reiterated 
but grati ing statement. 

One of the most amusing sequences in 
this pnotooley comes just after McRae 
has It is in the church, 
where the bridal procession ts led by 
the obnoxious. ftfogs, who were featured 
in a jazz song written for mere money 
by the young composer. Scores of other 
men and women fling themselves into 
line in this march and the men aré Been 
wearing silk hats over bridal veils. 

McRae is apprehended for the mur- 
der of the Cady family—which is carried 
out with a nified knife, such as he 
used to open his tobacco tin—not by one | 
or two policemen, but by scorés of them, 
all running energetically to arrest the 
murderer. 

The love story of the young composer, 
who wanted to devote his time to more 
sincere works, is in lcely with told, 
and ‘yet it dovetatlg in nicely with the 
satiric nightmare chapters. panto- 
mime is entrancing, if brief, and the 
scenes of the pee where McRae would 
really like to live are most appealing. 

Erwin Connelly is sanguine and im- 

ressive as Frogecick Cady. Ethel Wales 

effective as Mrs. Cady, and Gertrude 
Short is efficient in the yeast of Gladys. 
Esther Ralston is charming as Cynthia 
Mason, the heroine. 

Here is a picture which is another 
feather in the cap of the Famous Play- 
ers-Lasky Corporation, and one, we feel 
certain, which will keep persons in a 
jolly mood during the whole of its 
screening. It is an unusual effort, one 
in which bizarre and artistic touches run 
hand in hand, which fact has been ap- 
preciated by Dr, Hugo Riesenfeld in his 
arrangement of the interesting music 
score. 


Princeton Restores Landmark. 
Special to The New York Times. 
PRINCETON, N. J., June 5:—In an 

effort to preserve one of Princeton’s 
most picturesque landmarks, reconstruc- 
tion work was put under way here to- 
day on the pre-Revolutionary . Washing- 
ton Arms House, destroyed by fire this 
week. The original facade of the inn 
in which the surrender of Cornwalis 
was celebrated remained undamaged by 
the blaze. The house will be ready for 
occupancy with the opening of the aca- 
demic year in September. 


THEATRICAL NOTES. 


Closing tonight are “Night Hawk," at the 

Bijou; “‘The Guardsman,” at the Garrick ; 
“Man or Devil,’ at the Bradhurst; “Odd 
Man Out,’" at the Booth; “The Rat,”* at the 
Astor and ‘‘Mismates,” at the Times Square 
Theatre. 


Today’s Radio Program 


June 6, 1925. 
(Eastern Daylight Saving Time.) 
Numerals after names of station show 
wave length in meters. 


WEAF, NEW YORK—492. 


4 A. M.—Setting-up exercises, 
{.—Ingraham'‘s Orchestra. 
—Mildred Frazee, soprano. 
-—Ingraham’s Orchestra. 
.—Waldort-Astoria dinner music, 
-~Lulu Phillips, soprano, 
i.—Maurice Nadelle, piano. 
1—‘‘Trips and Adventures,’ 
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.—Edgar Gruen, baritone. 
-~Maurice Nadelle, piano. 
.—Huyler’s Four, 

M.—Edgar Gruen, baritone. 
M.—Franco-American Trio. 
M.—Mascato Vocal Ensemble. 

. M.—Ralph Reichenthal, plano. 
M.—Humorous Half Hour. 

rs M.—Hotel Pennsylvania Or- 
ra 


WNYC, NEW YORK—526. 


M.—Chateau Four 
M.—Baseball results. 
M.—Police alarms 
M.—Chateau Four. 
M.—Richard Crafts, tenor. 
M.—Anna Kelstein, soprano. 
. M.—The Kessler Ensemble. 
M.—Police quartet. 
M.—Mischa Goodman, 
M.—Police alarms; 


WJZ, NEW YORK—455. 


P. M.—Knickerbocker Orchestra. 
P. M.—Baseball scores. 

P. M.—Marvelian Serenaders. 

P. M.—Baseblal scores. 
P. M.—Hotel Commodore tea music. 
c= M.—Baseball scores. 
on 
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M.—Market reports; closing quota- 
s of the New York Stock perenens 
foreign exchange quotations. 
P..M.—Baseball scores. 
P. M.—Hotel St. Regis airiner music. 
Pr. M.—Baseball scores. 
Py M.—Nick Lucas, guitar. 
M. aa Eat the Venaue Enumera- 
“> Dr. Van Zile. 
- M. —Ope “C avalleria Rusticana” 
ott -— Pagiiacel,’ direct from Manhat- 
tan Opera House. 


WGBS, NEW YORK—316. 


33588883 cheese 
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M.—Timely talks. 
M.—Kiddie Klub program. 
M.—Dorothea Reinecke, reader, 
M.—Lill#an Regan, fashion talk. 
M.—Scripture reading. 
1:35 P. M.—Solomon Pimsler, 
Henderson, soprano. 
3:00 P. M.—Interview with Lulu Vollmer. 
2:10 P. M.—Ellen Thomson, soprano. 
3:20 P. M.—H. S. Williams, “Inside Prison 
Facts."’ 
3:30 P. M.—Ellen Thomson, 
3:40 P.M.—Edna_ Cizek, 
Swimming.’’ 
3:50 P. M.—Ellen Thomson, soprano. 
6:00 P. M.—Uncle Geebee. 
6:30 P. M.—Amphions Orchestra. 
:00 P. M.—John Regan, ‘‘Sports Talk.’ 
:10 P. M.—Amphions Orchestra. 
:30 P. M.—Vecsey Concert Orchestra. 
:30 P. M.~Adelina Vassri, 
garet Hamill, piano. 
:00 P. M.—Paul Ross, violin. 
9:30 P. a Schaeffer, bass. 
200 P. ~—Koltun Piano Quartet; 
eeltun, solo 
30 P. M. California Ramblers. 


WHN, NEW YORK—361. 


. M.—Mae Collins, contralto. 

» M.—Fred Wandschneider, harmonica. 
.M.—Janette Stearns, soprano. 
115 P. M.—Black Crow Orchestra. 

M.—Vocal and instrumental music. 
ate —New York State Ramblers. 

‘% P. M.—Health talk. 

7:85-8:30 P. M.—Gilda Cardini, harp; W. B. 
Krigger, baritone; Clara Woolfson, 
piano; Mrs. J. R. Hewitt, contralto. 

8:30 P. M.—Strand Roof Orchestra, 

¢ 14 P. M.—Rella Walzer, soprano. 

:15 P. Li.—J. Turkel, tenor. 
:30-10:00 , M.—Metropolitan Trio. 


WMCA, NEW YORK—341. 


3:00-4:00 P. M.—First Church of Christ, 
Scientist, lecture, Rev. A. J. Graham. 
4:00-4:05 P. M.—Edward French, plano; 
John Mullaney, tenor; Marion Cox, piano; 
Richard Oxley, corne§; Matthew Davison, 
fano. 
8: ba. 8:15 P. M.—Regalbuto 


duets. 
ls: 15-8:20 P. M.—Health talk. 
8:20-8:45 P. M.—Regalbuto 
:45-9:15 P. M.—Marto Alvarez, tenor. 
:15-9:45 P. M-—Cirina’s Orchestra. 
:45-10:00 P. M.—Lina Lanza, soprano. 
:00-10:30 P| M.-Christine Thompson, 
iano; Olive De Coveny, soprano. 
:30-11:00 P. M. —Neapolitan Serenaders. 
:00-11:20 P| M.—Dance orchestra. 
:20-11:35 P. M.—Lyman's Entertainers. 
:85-12:00 P. M.—Dance orchestra. 
WDBX, NEW YORK—233. 
8:16-0:00 P.M.—Jeanne Saron, piano; 
Gharles Bryden, tenor; Frank and Joe 
Healey, cornet and piano; Beatrice Ell- 
man, soprano; Kenneth Burdick, songs. 
9:50 P. M.—Bernstein Trio. 
WBBR, STATEN ISLAND--273. 
:0aPr.M.—Dr. Hans Hoag, violin: F 
Tweroschk, tenor: Bible questions and 
answers, 
WAHG, RICHMOND HILL—316, 


:80-12:55 P. M.-~Music. 
56 P. M.—Time signals; weather reports. 
200 P. M.-2:00 A. M.r-Dance music. 


WOR, NEWARK—465. 


:45-8:15 A. M.—Gym class. 

:30 P. M.—Leon Altman, plano. 

:-4 P. M.—-‘How to Prolong the Lives of 

Old Dogs,” G. W. Little. 

00 P. M.—E, L. Gerhardt, tenor, 

:15 P, M.—Leon Altman, piano. 

:30 P, M.—Roselle Bander, soprano. 

45 P. M.—E. “L. Gerhardt, tenor. 

15 P. M.—Catheau Baltusrol Orchestra. 

4° P, M.—Enclid String Trio, 

AP. M—Sports, Bil Wathey. 

30 P. M.-—Serenaders Plectrum Quintet. 

00 P. M.—Frankie Fay Trig. 

:20 P. M.--Lucillie Bethel, soprano; Ade- 

laide Soper, contralto; C. Rivers, bari- 

tone; Alba Vietor, violin; R. G. Bellsh, 

reader; Mabelanna Corby, plano, 
Exercise,"’ 


10:40 A, 
10:50 A. 
1:30 P. 


plano; isabel 


soprano. 


“Competition in 
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70 P. M.—'*' The Value of 
Thomas Allsopp. 
9:05 P. M.—Program of 6:20 P. M. 
tinued. 
9:35 P. M.—Oran sree tien School Orchestra; 
St. Cecilla T organ. 
:00 P. M.—Ciro’s Orchestra. 
WAAM, NEWARK—263. 
00 P. M.—"‘Bports,’"’ Major Tate. 
715 P. M.—BStaniley’s Orchestra. 
:45-9:50 P. M.—Marshall’s Entertainers; 
James K. Muirhead, harmonica; Hilda 
Kay, songs. 
9:30 
10 


con- 


P. M.—-Dance orchestra. 
700 P. M.—E. W. Becker, baritone. 
:20 P. M.—Dance orchestra. 
WRW, TARRYTOWN -—27 

9:00 P. M.—Police alarms; + ity 
9:20 P. M—Baseball ecores. 

9:30 P. M.—Entertainment. 

9:45 P. M.—Garden hints. 

9:50 P. M.—Songs. 

10:00 P. M.—Arcadians Orchestra. 
10:30 P. M.—Johnson and Johnson, songs. 
10:45 P. M.—Talk. 
11:00 P. M.—Arcadians Orchestre. 


WIP, PHILADELPHIA—508. 

A, M.~—Setting-up exercises, 
-M.—Menu Anna Scott. 
. M.—Setting-up exercises for women, 

.~Beavty talk, Maude Delzell. 
Tea Hoom Orchestra. 

—Weather forecast. 

"—Soclety Orchestra, 

.-Weather forecast. 

Higgins and McKee, songs. 
—Benjamin Franklin Orchestra. 
-—~Market reports, 

_ Bedtime stories; roll-call ; 
.~Operetta, ‘The Gondoliers.’ 
—Benjamm Frankiin Orchestra. 
“woo, PHILADEL PHIA—508, 


. M.—Organ recital. 

. M.—Weather forecast. 
'—Orchestra. 

. M.—Time signals. 
M.—Police reports; 
. M—Grand organ; 

. M.—Dinner music. 
“M.—Time signals; weather forecaat. 
WLIT, PHILADELPHIA—395. 

. M—Almanac; announcements. 

es sapen: orchestra. 

:00 P, M.--Arcadia Concert; Orches- 
ra; Katherine Baxter,. soprano; Mar- 
aret Steinbruck, contralto; H. A. Stahl, 
enor. ‘ 

P. M.—Dance music. 

P, M.—Sport results. 

P,. M.—Arcadia Concert Orchestra, 
WEI, PHILADELPHIA—395. 


M.—Market reports. 

. M.—Bellevue-Stratford Orchestra. 

M.--Delco Quintet. 

M.--Collegians Orchestra, 

. M.—Baseball scores. 

. M.—Bellevue-Stratford Orchestra. 

. M,—Bedtime stories. 

. M.—Health talk. 

. M.—"'Song of Songz,’ 

m Allentown. 

730 P. M.—Orpheus Mandolin Orchestra. 
WCAU, PHILADELPHIA—278. 

10:30 P. M.—Musica) Architects. 

WTIC, HARTFORD—M9. 


5:55 P. M.—Baseball scores. 
Waa ATLANTIC CITY—275. 
:30 P. -Senside Trio, 
9:00 P. MM —Shelburne Concert ‘Orchestra, 
WPG, ATLANTIC CITY—300, 

6: 45 P. M.--Organ recital. 

200 P. M.—Dinner dance. 

30 P. M.—Special program. 
10: 00 P. 
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WGY, SCHENECTADY—330. 
13: 30 P. M.—Market reports. 
5 P. M.—Time signals 
8: 30 P. M,--Same as W. IZ 
WJAR, PROVIDENCE—306. 
M.—Green Acre Lodge Orchestra, 
WEAN, PROVIDENCE—270. 
:00 M.—Concert Orchestra. 
:10 P. M.—Weather report. 
:30 P. M.—Fifteen minutes of 
preciation. 
55 P. M.—Time signals. 
:00 P.. M.—Basebalil, Brown vs, 
College. 
6:30 P. M.--Dinner dance. 
780 .. a —Schrafft Ensembte. 
7 M.—Dinner dance, 
00 P: M.—Concert, 
9:00 P. M. —To be announced. 
10:00 P. M.--Copiey Plaza Orchestra; 
WCTS, WORCESTER—268. 
19:50 A, M.--Miscellaneous program 
11:00 A. M.--Market report. 
12 :00-2:00 P. M.—Luncheon music, 
2:20 P. M.—Basebail, Hojy Cross-Harvard. 
WNAC, BOSTON--280. 
M.~-Ttible readings. 
M.—Women's Club talks. 
M.—Concert orchestra. 
M=*-Kogers’ s Orchestra, 
M.—-Irene McNawty, songs. 
M.—-Dance orchestra. 
. M.—Annétte Hughes, soprano. 
. M.—Schrafft Ensemble. 
- —Dinner dance, 
—Concert. 
More be announced. 
. M.--Copley Plaza Orchestra; 
WEEI, BOSTON—476. 
A. M.—Setting-up exercises. 
.M.—Morning Watch service. 
WRC, WASHINGTON—469, 
. M.-—Shoreham Hotel Oychestra 
. M.—Dinner music. 
. M.—Same as WJZ 
M.—Hotel Mayflower Orchestra. 
. M.--Crandall’s Saturday Nighters. 
" WOAF, WASHINGTON—69, 
1:45-8:45 A. M.—Setting-up exercises. 
WHAM, ‘ROCHES TER—278. 
:80-8:00 P. M,—Eastman Orchestra, 
:00-7 :00 P. M.—Organ recital. 
:00-8:30 P. M.—Eastman Orchestra. 
:30 P. M.—Baseball scores. 
WGR, BUFFALO—319, 
:00 M.—Weather forecast; garden bulletin. 
:45 P. M.—Statler Ensemble, 
:30-4:30 P. M.—Concert. 
KDKA, PITTSBURGH—309. 
A. M.—Market reports. 
55 P. M.--Time signals. 
:00 P. M.—Weather forecast: 
ports. 


40-6 :00 P. M.—Baseball 
teen minutes. 
:00 P. M.—Baseball scores. 
45 P. M.—Band; Roy Hodgdon, 
Cutter,.bass. 
55 P. M.—Time signals; 
baseball scores. 
WCAE, PITTSBURGR—461. 
. M.—Dinner concert. 
. M.—Bedtime stories. 
. M.—Police reports. 
. M.~Address. 
.M.—Otto Kalteis, 
. M.—-Concert. 
CKAC, MONTREAL—1Li. 


. M.—Health talk, 
. M.—Dinner concert. 
. M.—Road reports; talk. 
. M.-—-Red Jackets Orchestra 

WTAM, CLEVELAND—289. 
790-8 :00 P, M.—Dinuner music. 
200-10: ag P. M.—Studio recital. 
200 P. -1:00 A. M.—Coo Coo 
ig 

WEAR, CLEVELAND—389, 


* 8:00-9:00 P. M.—Dinner concert. 
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SIX BRILLIANT ‘CONTESTS, 


M.--Steeplechase Pier Dance Orches- 


M,—Knickerbocker Dance Orchestra. 


ap- 


, 3) 
Providence 10 


Club pro- | 


WWJ, DETROIT—353. 
—Orchestra. 
—Weather forecast. 
—Market and baseball Se: 
WREO, LANSING—286. 
—Weather report; baseball scores. 
- M.-1;00 A. M.—Melody Dance Or 
a. 
WKRC, CINCINNATI—422. 
P. M.—Classical and popular music. 
P. M.—Special features. | 
WLW, HARRISON, OHIO—422. 
- M.—Dinner concert. 
» M.—Basebail scores. 
WSAI, MASON. OHIO—326. 
5:00 P. M.-5:00 A, M.—Second anniversary 
and dedidation program. 
WHAS, LOUISVILLE—400, 
9:30-11:00 P. M.—Concert; news; béaseb 
scores; time announced at I1 o'clock, 

WS88B, ATLANTA—428. 

10;00-11:00 P. M.—Music. 
12:45 A. M.—Skylark program.« 

WBCN, CHICAGO—266. 
$:00 P. M.-12:10 A. M.—Popular music. 
12:10-1:00 A.M.— Vocal and instrumental! 

music, 

WGN, CHICAGO—370, 
7:30-8:30 P. M.—Dinner music. 

:30-10:30 P. M.—Vocal and 
solos. 
11:30 P. M.-12:30 A. M. — Drake 
songs. 


WMAQ, CHICAGO—448, 
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Orchestra; 


‘¥- “Kyo pular songs. 
. M.—Photologue. 
. M.--Popular revue. 
WLS, CHICAGO—345. 
8:45 P. M.-2:00 A. M.—Lullaby time; 
dance; revue. 
BYW. CHICAGO—535, 
35 P. M.—Bedtime story. 
4: 500-8; 20 P. M.—Dinner concert. 
¥ :00-10:00 P M.—Music. 
10:05 PF. M.—Mail- talk. 
10:35 P. M,-12:30 A. M.—Coneress 
news very half hour, 
WTAS, ELGIN,; ELL.~303, 
10:00 P. M.-12:30 A. M.—Orchestra; 
|, WCEE, ELGIN, ILL.—275. 
2:50-2:00 A. M.—Ofchestra; soloists 
WHT, DEERFIELD, ILL.—400. 
11.50 P. M.-2:00 A, M.—O'Hare’s 
organ; soloists. 
WJJD, MOOSEHART, ILL,.—303, 
§:15-10:00 P. M.—Orchestra 
| 12:30-3:00 A. M.—Studio recital; 
Orchestra. 
woc, DAVENPORT, 
8:30 . M.—Bedtime stories. 
11:00 P.M. —Blackhawk Hote! Orchestra, 
1:00-2:00 A, M.—Le Claire Orchestra: 
MoArthur, baritone, 
KSD, ST, LOUIS—S45. 
:00 P. M.—Grand Central Theatre muale. 
:30 P. M.--City Club dance music. 
.KTHS, HOT SPRINGS, ARK.—375, 
19:30 P. M.—Basebal! results. 
10:40-11:30 P. M,—Organ recital 
WCCO, MINEAPOLIS.ST. PAUL—4I16. 
10:30 P. M.--South Dakota program; talks, 
Governor Carl Gunderson, Senator Peter 
Norbeck; rnusic. 
00 P. M.—Weather report; 
00 P. 
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WINTER GARDEN ®s=., 525. Mats 


Most_ Elaborate Cooling System in New York 


WILLIE HOWARD 


in His Newest Musical Triumph 


SKY 


with CHARLES PURCELL & Great Cast. 


BROADHURST #t. w. ot iy Evs. 


$:30. Mat 
LAST 2 TIMES . MAN. OR 


LIONEL BARRYMORE ™ DEVIL 
CENTURY ‘Thea., 62 St. & Cent. * = 


ove. 8:25. Mts. Today & 


$1.00, $1.50, $2.00, 
men rire avo $3.00 <() 10% athe 
LIFE AND MUSIC » ONG 
Sp parenemetieca tings lipeapicticdindineetctmrgaieoigenapinnsanainriinae carey 


All Star Revival 
of Gilbert and 


Thea, West of B’way. Evs. -8:30. 
Matinees Today & Wed., 2:30, 


= MIKADO 


Sullivan's 
THEATRE, 58th Street 


JOLSON’S and [th Aw Evs. 8:30. 


: s STUDENT PRINCE 


e HEIDELBERG. 
Po ae; ‘thes'd, ws of 
A ?, 


‘at the 


Singing Chorus of 1 
SEATS AT BOX OFFI 
ELTINGE THEATRE, 424, West of = 
4 FALL GUY 
with ERNEST TRUEX 
46th ST. THEA. Breninss ($35. 
SEASON'S LAUGH SENSATION! 
LAST TWO WEEKS 52ND ST. 
of B’way. Evs. 8:30 
Sharp. Mat. Today 
TH THEATR 
39 ST TERATAE. Bre $:30. 680TH 
With EON GORDON 
B'way at — St. PRAT im Moath 
Eve. 8:30. Mat. Today, 2 
Eve. 8:30. MATINEE TODAY, 
Last? ODD MAN 
JAMES CRA\ CRANB, LEE BAKER & OTHDRS 
LONGACRE Thes., W. 48 St. Eves. 8:30, 
Mercenary Mary 
NEW MUSICAL COMEDY 
Lart rp IGS 
sae. LITTLE 
MOROSCO ‘eter, w. 30, ot, Bes. :20. 


“$1. rT wri $2.20 AY 30. 
Eve. 3:30. MATINEE TODAY 
CHANIN'S —_— just West of Broadway. 
ROSMERSHOLM 222.835 
& Thurs. (Pop.) 
EARL CARROLL Preeents 
ORDO 
POT oc tk. 28 ce a iain Diaby ty: AMPS 
BOOTH THRATaR. 45 St.. West of B'way. 
With ALMA TELL, A. EB. ANSON 
Mats. Wed. & Sat., 2:30. 
A 
Theatre Cooled by Knickerbocker Ice Co. 
e Unequalled RAND 


THE 


GORILLA} 


» $2.50. 
SELWYN cist Paste $8 S98, Ht 


NATIONAL SE4-. 41 8... W. of B’y- Ew. 


8:30. Mts. Today & wit a 30. 


BRIDE } Lila 
|RETIRES ¢ | Lee 


SUMMER SHOW! 
SEATS” : "WEEKS IN ADVANCE 


MPERIAL ay > W. of B’y. Evs. 8:35 


Mats. seer ee oe 
UR HAMM 


AR 
THE BIGGEST emusiCn L at 
EVER PRODUCED IN AMERICA 


ROSE-MARIE 


With MARY ELLIS and WM. KENT. 
___ SEATS 8 WEEKS IN ADVANCE. 


PLAYHOUSE 48 oot EL < By. Eve. 8:30. 


' & Sat, 2:30. 
LAST 3 WEEKS MATINEE TODAY 


THE GREAT AMERICAN COMEDY—THE 


SHOW -OFF 


NEIGHBORHOOD PLAYHOUSE 
LAST 10 TIMES. NO MAT. TODAY. 
Sheridan's Famous ** - 
idan’ THE CRITIC 
Greenwich Village Thea., 7th Av. and 4th 8&t. 

bad and 
brimming 
with fun.’’— 
Burns 
Mts. Today & Thrs. 3 minutes Times Sq. on Subway 
THE GUARDSMAR 
65 W. 35 St. Evs.8:40.~ 
Garrick Mat. Today,2 :40 
Bemard oo Famous Comedy 
fh. 52 St. Evs. 8:15, 
una Today & Thrs., 2:15 
The Pulitzer Prize Play 
THEY KNEW WHAT ws: 
Wanted 
RICHARD and a 
Th., W. 45 Bt. : -y 8:40. 
Klaw Mats. Today & Wed., 2:40 
48th St. Thea. Mats. Today & Wed., 2:30 
6 Newe 
Mystery Saree P 0 O K Ss 


466 Grand St. Tel. Dry Dock 7516. 
“Bold and F 
L R ) 
OVErLOVe 
Mantle, News. 
Begins Mon. Ev. ‘Garrick Gateties” 
Tel. Columbus 8239, 
BENNETT 
With GRANT MITCHELL 


E. of B’way._ Eves. 8:30. 


Arthur Hopkins presents 
Maxwell Anderson & 
Laurence Stallings’ 


What Price Glory 


PLYMOUTH, 45th, W. of B’y. Mts. Today & Thrs. 





SHUBERT-RIVIERA °% & 


BERNARD  peedaal Ss 


Today 
Comedy 
Masterpiece 


vmaree"* CANDIDA 


Théa., 45th St., W. of B’ “ge _ 8:35. 
BIJOU Matinee Today, 2 


Night Hawk 


Broadway. 


rs 


MARY 
NEWCOMB 


‘EW YORK’S LEADING THEATRES AND SUCCESSES 


WEST 42D ST. 


NEW AMSTERDAM 458 Seats at $1 


Erlanger. Dillingham & Ziegfeld, oe Dirs. 
POP. PRICE MATS. TODAY F 
LATEST! GREATEST! 


ZIEGFELD FOLLIES 


of 1925—Giorifying the American Girl. 
WILL ROGERS—W. ©. FIELDS 


ZIEGFELD COSMOPOLITAN 


THEATRE, Col. Circle, 59th St. & B’way. 


POP. PRICE MAT. TODAY 


LEON ERROL in 
LOUIE THE 14th 


_lst Bale 86 Bale Stats ais $1 & $2 if Bought in Advance 


LYRI 1 VRIC THEATRE, 42 ST. EVS. 8-30. 


WEST 42 ST. at . — 
MATS. TODAY and WED., 


|ALOMA 


SOUTH 
WnyoaR! ANNE NICHOLS’ 4th YEAR. 


| ABIE’S IRISH ROSE 


jth YRARI 
West 424 &. E t 5:30. 
REPUBL IC Mate. ‘Today & Wed, 233 


ee —— 


VANDERBILT tsb B.. B Bw, :30 


fx MY GIRL 


MONTH 
Cleanest and snappiest musica! play in town 
Seats selling 6 weeks in advance. 





Dir. A. B'way|Ers at 8:30. Mats 
Erlanger GAIETY 46 St. | Today & Wed. ,2:50 


TELL ME MORE! a 


Holtz 





WDAF, KANSAS CITY—366. | 
7:50-8:00 P. M.—Marhet, weather reports; | 
| time signals. | 
8:00. M.—Music; business address; | 
stories; cance orcheetra. 

| 1:45 A. M.—Nighthawk Frolic. 

WMC, MEMPHIS—500. 
M.-—-Concert. 

WOAW,. OMATIA—526. 
M.—Rush and lowell, sor.gs, 
12:00 P. M.-C. Bebbert, tenor; W. 

ington, violin; #:. eeevirede, Piano. 
1:06.A. M. ge jab 

OA, DENVEK—22 ° 
12:00 P. M. aioe Lane Orc Sere: 
WFAA, DALLAS—476. 
10:30-11:30 P, M. ~ Reuben Davis, 
Deisy Polk, songs. 
1:00-2 00 A. M.—Adoiphus Orchestra, 
WBAP, FORT WORTH—476. 
9:00 P. M.—Sunday Schoo! lesson. 
PWX, BAVANA-—400. 
9:30 P. M.—-Concert; talks. 
KFI, LOS ANGELES—467. 
90 P. M.--Music. 
A. M.--Old Foiks Evening at Home, 
. M.—Popuiar music, 
. M.—Frolic 
ae, 0G ANGELES—405. 
.~Concert. 

bia a Orchestra. 

a: M.—Los Angcles concert. 
RES. PORE WOOM.-S51. 
M.-2 oe . M.—Feature, 

:00 A, 

3:00 A. 


10:30 P. 


11:00 P. 


plano; | 


~ 
coleans 


tocehs 

333 328: 
Sey >? 
7 Sek n 


~ 
cotot 


2 338 


thor td Grove Orchestra. 
M.—Holiywood Nite 
KFWB, HOLLYWOOD-—252. 
. M.—Studio recital. 
3: 200 A. M.—Orchestra; solotsts, 
KGO, OAKLAND—361. 
12 shot: —Swedish Singing Society; celo.| 
ensembie; vocal and instrumental music, | 
2:00-5:00 A. M.—Orehestra; songs. | 
KPO, SAN FRANCISCO—42s8. 
12:00 P. M.-4:00 A. M.—Fairmont Orchestra. | 
CZE, MEXICO CITY—450, 
7:30-2:00 A. M.—Concert. 


ay eet 


—tD 


132 


| 
} 





- HIPPODROME._ 


Mat. Today, 50c. Evgs. $1. 


HOUDINI--BILLY B. VAN, 


GEO. LK MAIRE and biggest 
show in town—Summer prices. 


COLUMBIA 


| 
Times Sq. at 47 st Twice Dally | 
j — 

| 

i 

| 


Burlesk. say Prices. (2:15 & 8:80 


HARRY ,, y With | 
tt STEPPE ~ 
a 


MARTIN, 
tdded Ha are Stoddard «4 


60 Others. 
j 
| Feature 


Orchestra 


5% 


\ 


We 


FIRST RACE AT 2:30 P. M, 
INCLUDING 


$15,000 SUBURBAN HANDICAP 
THE CORINTHIAN STEEPLECHASE HANDICAP 


/ SPECIAL RACE TRAINS :—Leave Penna‘ Station, also Flatbush Ave., Brooklyn, 


12:15, 12:30, 12:45, 


& min. later. 


1:00, 1:15, 1:30 and 1:50 P. 
East Mee York, 8 min. 


M. 
Spec 


From Nostrand Ave. 


later. Beserved for 


reached trolley and_ automobile. 
AND ‘AND ¥. 


oe 


__ Reserved Beleos Balcony Seate ny Beats $1. $3. $2.50 
* Eagene fell’ DESIRE SIR IR 


Greatest Piay D UNDER the ELMS 


oro With Bh and HUSTON me R 

ea., B’way & 43 &t. 8. 8:3 
Coh an MM Mats. Today, Thurs. & Sat. 
Last 


ka 
We = MISMA TES: es 
TIMES Thea., W. 42 St. Eves. 8:36. 


_Iast Mat. Today, 2:30. 
Dir. A. L. Eves. 820. 
Erlanger 


LIBERTY W. 42 Bt. 


Mts. Today & Wed. ,2:30 


“LADY, BE GOOD” 


MUSICAL COMEDY HIT with.FRED & 
ADELE ASTAIRE & WALTER CATLETT. 
3800 RESERVED SEATS AT $1.00. 


MOTION PICTURES. | 


FIRST TOD Y 


MATINEE 


BEGGAR ON 
HORSEBACK 


in Pictures and 


“BUSINESS IS BUSINESS” 


Spoken Drama by 
Kaufman and Parker 


CRITERION 


A Paramount Picture 


2:30 
8:30 


LOEW’s— 


STATE ¢ METROPOLITAN 
‘ ut SPORTING VENUS” 4 setro- 


ie] 
Bianche Sweet, Romald Colman, Lew — 
AND VAUDEVILLE 


a a a 


LOEW'S LEXINGTON ‘Sts Ast 


at 51 6t. 


“THE SPORTING VENUS” 


with SWEET-COLMAN- tl ~ 
“OUR GANG” COMED 


(era PARISIAN NIGHTS 


y 
N 


B’y, 51 St. 
= Elaine Hammerstein—Lou Tellegen 


“RON GANG tn MONTMARTRE” 
APITOL GRAND ORCHESTRA. 


— (an ene 
NOW OPEN 


LUNA PARK 


STEEPLECHASE 


CONEY ISLAND—THE FUNNY PLACE 
RIDE “THE LIMIT” 


rection Otto Aesch' 


i come 
AMUSEMENT. 
Take ws 


Columba Park ee ie 


Hodson Geulevard, North Bergen, N, P la 


COLONIAL Breadway at S24 St. | Seats 


Erlanger 


OPENING TONIGHT AT 8: :20" 


ALL COL@RED MUSICAL LAFF HIT! 


“LUCKY SAMBO” 


SINGING AND DANCING CAST of 60 

CHORUS OF GOLDEN BROWN 

BEAUTIES FROM THE SOUTH 
RUNNIN’ WILD 4—16—JAZZ HOUNDS 
SEE THE CHARLESTOWN DANCE! 


WAILACK’S Thea. W. 42 St. Open. 
The W. 42 St. 
WALLACK’S “MONDAY NICHE. 


the RIGHT TO LOVE 


A GRIPPING DRAMA OF TODAY 


Belasco's Trinity of Triumphs 


mae | HAREM 


44th St. 
Eve at 8:30, 

WILLIAM COU RTENAY 
and Sinha tk es Cast. 


Mats. Today 

& Thurs 

216-217 

Times Today | 

EMPIRE | [QP abr Judith 

reo, ss | BLINN ANDERSON 

nves. a 720. 7 

Ss Sete, | “75® DOVE ue 

EUM = 

West 45th 8t. LADIES 

Mats Today ENING” 

Thurs., 2:30. EVENING 

—" i rae 

WHITE COLT? 

A COMEDY OF AMERICAN LIFE. 

‘ir SAM H. HARRIS ©. £208. Wate 

EVES. 8:30. 

Mats. Wed. & Sat... 2:30. 


CORT WEST 48TH ST. 


Audience screamed with laughter.’’—AMirro 


BACHELORS BRIDES 


__ By CHAELI CHARL ae HORACE M ALCOLM 
ELLIOTT 


x NUT = 


HENRY MILLER’S Tees. 124 W. 434 st 


pha eye = Mats. Today & Thrs. 


Knickerbocker eae ee 
LAST 2 ° 4 


TIMES. Today 2:20. Tonight 8: - 
The ‘Players 4th All Star-Revival 


“TRELAWNY .oF THE 


BE 
3 D 


THE GLOOM KILLER 
MONTH 


With 


Four FLusuer 


APOLLO Th., Mat. Today 


MOTION PICTURES. 


PICCADILLy 


neater at 6lst ST. 
ING CARL LAEMMLE 
TODAY Presents 


¢é 
Dange7ous 
Innocence” 


STARRING 


LAURA LA PLANTE 
EUGENE oO BRIEN 





JEAN HERSHOT. rs HEDDA HOPPER 
Seeeted an a“ Jewel. 
e ange o rogra 
Midnite Show Every Sata Sun. Ty “30 Bie: 
FRADKIN’S PICCADILLY ORCHESTRA — 
Hardman Piano Used Exclusively. 


| B. S. MOSS’ THEATRES | 


ANY 


COLONY jeans Mase 


B’ |_B'way st 53d St. Clive Brook 


Be: SOUTH SEA "ENTERTAI 
_ attractions — Kew v Hal AMER, whe ete 


uM j PRISCILLA DEAN 


in THE 
42 St. & Bway. | Crimson Runner 


“The Little French Girl” 


Alice Joyce—Mary Brian 
Herbert Brenon Production 
oie tee se re Orchestra 

frigeratin 
Paramount Pictures———______ Beane 


IALTO THOMAS MEIGHAN 


B’way, in “OLD HOME WE 
42 St. with LILA aa 


RIESENFELD’S CLASSICAL JAZZ 


| “Tf Marriage 


Starring 


IVOLI 


Aw 


Mad. Ave. 
59th st. 


Leeth SYD CHAPLIN i in| 


“Charley's Aunt”’ 


COLLEEN MOORE 


in “THE DESERT FLOWER” 
with LLOYD HUGHES 


Strand Symphony Orchestra 


MARK 


RAN 


By & 47 St. 
yt 


Cys, 


HOTELS AND RESTAURANTS. 


MOTION PICTURES. 


THE WEATHER 


Cool, Clean, Dry, Comfortable 


Temperature temains constant. 
$100,000.00 Refrigeration System. 


Constant Record of Temperature 


69 degrees! 


Every hour. All Day. All Summer! 


THE WEATHER 


Generally fair today and tomorrow; 
continued warm. 


Temperature yesterday—Max., 95; min., 74. 





NEW YORK, FRIDAY, JUNE 5, 1925. 


The hourly record of temperatures follows: 
Temp. Hu 
«-76 


---48 
--.84 
. 88 
. -90 
- 91 


ann 


ae ranas 
OO Mem G09 


P 
P. 
ot 
P 
P 


tae 


~ 


ROAD HOUSE DELUXE 


Merrick Road Valley Stream,L. 


As part of the series of Sunday 
Evening Entertainment Features 


TEXAS GUINAN 


The Sensation of Broadway 
AND HER “ENTIRE MOB” 
will participate in this Sunday 
Evening’s Gala Program 
--QunD-- : 
Meyer Davis’ Vanity Fair Orchestra 


including 


EMMA HAIG and GEORGE HALE 


Now Appearing at the Three Hundred Club 


t For Reservations Phone Valley Stream 1308. 


— a 


oo Hall 


BROADWAY 
85th to 86th St., N. Y. City) 


Between Central Park and Riverside Drive || 
Subway Station at 86th St. Cor. I 


Elevated Stations—2 Blocks 86th St. || 

Largest and Most Attractive Midtown 

Hotel for transient or Permanent 

Residence. Convenient to all Shops 
and Theatres. 


Furnished and Unfurnished Suites 
1, 2, >& 4 Rooms 
1 or 2 Baths 


May be had on yearly basis 
at a substantial saving. 


Also Single & Double Rooms with Bath | 
per day and upwarda. | 
Restaurant of Highest Standard 
Service a ta Carte. 


TONIGHT 


Premiere Performance 


NED WAYBURN’S 
“Girhies’ Gambol” 


A sparkling, 
girlle revue, romes 
twice nightly, 7:30-11:30 


SHORE DINNER 


No Cover Charge for Dinner 
—at the— 


Hotel SHELBURNE 


Brighton Beach, N. Y. 
Phone Coney Island—0800. 


NEW SHOW EVERY 
TWO WEEKS 


spectacular, 


only HOTEL in New York 

r own kitchen facilities 
Suites (furnished or unfurnished) 
foritmmediate or Oct. 1 occupancy. 


TWELVE 
regis 86" STREET 


L. te Ie 


“A Charming Place for Particu- 
lar People.” Permanent apd 
transient. 

LATZ MANAGEMENT. 


Ox the Merrick Road, 
Lynbrook, L. 1. 


Landau’ s Serenaders 


HOTEL HARGRAVE 


112 West 72nd Street 
New York City 
300 rooms, all outside; 1-2-3 rooms 
and baths, $3 to $15 per day. Resi- 
dential section. Subway. Elevated and 
bus. 6 minutes to Times Square. Ex- 
cellent cuisine. Amesican and Euro- 
pean Plan. Ownership Management. 


7Zist St. Apt. Hotel 


31 WEST 71ST STREET 
Newly Decorated. 1. 2 Rooms, Bathe. 


$12. 50 —— $2 50 ss gd 
FULL HOTEL®SERVICE. * ENDICOTT 97380. 


EXHIBITION OF NEWSPAPER 


ADVERTISING TYPOGRAPHY 
NOW OPEN 


12th Floor, The New York Times Annex 
229 West 43rd Street 


‘SPECIMENS, numbering over 600, entered for 
prizes offered by The New York Times for the 
best typography of an advertisement 100 lines deep 
by 3 columns wide, based on the following text: 





For Intelligent, Thoughtful People 
Che Nem York Cimes 
“All the News That's Fit to Print” 
STRICTLY A NEWSPAPER 


Without Comics, Without Puzzles, 
Without Equal in Completeness and Quality of News 


Daily, 350,000 Sunday, 600,000 
Its Advertising Columns are Informative, Clean, Trustworthy 


Read The New York Times. 


The New York Times accepts no returns. Newsdealers can 
supply only the regular demand. Order in-advance. 


It’s a Liberal Education. 


HONORABLE MENTION 
Those who submitted specimens which received honorable mention: 


JOHN S. FASS, 470 E. 161st St., New York City, with the Printing 
House of William Edwin Rudge. 

THE WOOD CLARKE PRESS, 75 Broad St., Boston, Mass. 

SAMUEL HURST, 1.520 Crotona Park East, New York City. 

HUGO OCKERSHAUSEN, 560 Eagle Avenue, New York City. 

THE JOHN C., POWERS COMPANY, INC., Printing and 
Lithographing, 65-67 Duane St., New York City. 

WIENES TYPOGRAPHIC’ SERVICE, INC., 203 W. 40th St, 
New York City. 


The exhibition will be open to the public until 
Saturday, June 13. Printers, compositors, students, 
typographical experts and layout men are espe- 
cially invited. 


10 A. M. to 10 P. M., Except Sunday 





-’ SPORTS. | 


| Macfarlane B 


By WILLIAM D. RICHARDSON. 
Continued from Page 1, Column 1. 


® 
mine holes with a four-stroke’ deficit. In 
addition, Jones plaged par golf the rest 
of the way, another feat that called 
‘ for superlative golf, and Macfarlane 
answered that call. In spite of his par 
golf over the last nine, Jones lost five 
strokes to his rival and that is how 
Macfarlane won the title. 


Both Play Marvelous Golf. 


When consideration is made for the 
stake involved, the golf that the two 


played throughout the round was little 
short of marvelous. Tieing with 75s in| 
the morning, Macfarlane and Jones} 
finished with 72 and 73 respectively in 
the afternoon, one and two shots over 
par. There were mistakes here an?) 
there, to be sure, but far fewer than one | 
had any right to expect in view of the | 
heat and the physical and mental strain. 

Macfariane’s main weaknesses during 
the two rounds were his inability to lay 
his chips up close when he needed to, 
to get down putts of four and five feet} 
in a crisis, and his inability to keep on 
equal terms with Jones off the tee. But 


eats Jo 


his iron work was irreproachable, and 4 


was this that won the title for him just 
as it was Jones’s iron work that cost 
him the title. 

When it was all over one could not 
help wishing that there could not be two 


champions, for both golfers deserved to | 


win and neither deserved to lose, taking 
the two rounds as a whole, But when 
the truth fs told and justice is 
Macfarlane, it must be said that nothing 
except luck—pure unadulterated luck— 


| 
\ 
| 


tone to | 


| 
} 


gave him the right to play the afternoon } 


round. 

He got breaks on the thirteenth, four- 
teenth and fifteenth holes, 
the fourteenth, that he 


did not deserve. 


They were breaks that would have taken | 


the heart right out of a golfer of less 
courage than Macfarlane. 


Jones Employs Acrobatics. 


Going to the short thirteenth hole with 
@ two-stroke deficit and apparently a 
beaten man, Bobby got his par after 


being trapped off the tee by dropping a} 


putt of thirty feet or more. That wasn't 


so bad, for in the first nine his opponent | 


had dropped a few long ones himself, 
but on the next hole Jones committed 
robbery. He just missed a trap on his 
drive, his ball dropping only a foot over 
the sand. Forced to stand with one 
foot in the bunker to play the 
he brought off as respectable a shot as 
he could make under the conditions. 
It was to the right of the green and 
lying in grass nearly a foot high. 
Macfarlane, after two beautiful shots, 
W@s on the green, in possession of a 
sure 4 and a possible 3. Bobby then 
proceeded to hole out from at least 
sixty yards, the ball dropping on the 
green, running straight toward the hole 
and nestling between the flag-stick and 
the rim. There was a birdie 3 on a hole 
at which he had played one absolutely 
bad shot and another that was neither 
good nor bad, but in between. Mac- 


farlane’s deserved two-stroke lead van- 


ished right there. 

Then ;at the next hole, Bobby sliced 
wickedly toward the eleventh tee, found 
his ball sitting in a perfect spot for a 
long-iron shot toward the green and got 
the same as Macfarlane, whose only er- 
ror was his failure to drop a four-footer. 

They alternated strokes at the next 
two holes, and then the standard bearer 
of professional golfdom missed what 
would have been a winning putt on the 
home green, and the round finished all 
even. 


Starts at a Fast Pace. 


Having scraped through that, Jones 
started the afternoon round as if he in- 
tended to eat up his rival. He went out 
in 35, exact par. One by one his mar- 
gin increased. He picked up a stroke on 
the fourth, another on thé fifth, still 
another on the eighth and another on 


the ninth. On all these holes it was 
Macfarlane’s approaching and putting 
that was slipping strokes here and 
there. Ordinarily these errors would 
not have amounted to amything. Against 
such a perfect machine as Jones was on 
those first nine holes, each error counted 
heavily. 

It began to look as though Maefar- 
lane was out of it. Spotting Jones 
four shots in nine holes and then win- 
ning is something that could only be ac- 
complished once in a century. Today 
happened to be that once. Starting at 
the ninth, Mac picked up a shot by hol- 
ing a twelve-foot putt. Three’ holes after 
that he picked up two strokes by drop- 
ping a _ twenty-five-footer when Bobby 
was taking a 4 through a hook to the 
bank of the green, a fine chip to a little 
more than a yard and a missed putt. 

Two holes later, Bobby was trapped* 
after a great drive and a long second 
that, had it been a yard or two more, 
would have been on the green and prob- 
ably given him the title right there. He 
failed to get out cleanly and his ball 
stuck in a fringe of grass on the edge 
of another bunker five yards 
That cost him a six to McFarlane’s five 
and the score was squared agajn. Six 
holes before it was almost a dead cer- 
tainty that the title would again go to 
Jones. Now MacFarlane was on level 
terms after one of the greatest uphill 
fights ever made. 

The knowledge that the Scot had made 
up a deficit that no one believed pos- 
sible may have had its effect on Bobby's 
playing of the last hole. Whether it 
did or not, no mistakin gthe fact that 
it bolstered up his opponent's nerves, if 
they needea bolstering. Willie had to 
play two great chip approaches to get 
halves on the sixteenth and seventeenth 
holes, but he played them manfully and 
the approach putt he made on the home 
green was a manful shot. It brought 
him home in 33 strokes, three under 
par, a champion after the hardest fight 
that any man ever had to make to win 
the title, 


MORNING ROUND. 

On the first hole after perfect drives, 
Macfarlane, from an unlucky lie on the 
fairway, pitched into a bunker on the 
right of the green, but made a great 
recovery and holed a fifteen-foot putt 
for a par 4, halving the hole with Jones, 
who was beyond the pin on his second 
and down in two putts. 

Jones became 1 up in strokes 
opponent at the second hole 
Macfarlane, after a beautifully placed 
drive, had another bad lie and hooked 
the ball into a trap short of the green 
and then went into the rough beyond 
the green on his recovery. Bobby hit 
a gorgeous brassie second just into the 
rough at the right-hand corner of the 
green, chipped out eight feet past the 
hole and then missed his 4 by a hair. 
Mac was too strong on his recovery 
from the rough and a foot short on his 
putt for a 5. 

Bobby’s advantage was short-lived, for 
Macfarlane squared the match on 
third hole by dropping a 75-foot putt 
for a birdie 3. Jones’s second went over 
the green into the fringe of rough, and 
after a weak chip he almost duplicated 


on his 
when 


Macfarilane’s feat, his ball stopping on | 


the lip of the cup. 

The short fourth hole was halved in 
. par 3s, Macfarlane’s tee shot covering 
the pin all the way, but going several! 
feet beyond the hole, while Bobby was 
left with a mean putt to lay dead. 
Willie made a great bid for a 2, his 
ball hitting the back of the cup and 
stopping a foot beyond. It was a rather 
lucky break for him, for had the ball 
not been checked it would have overrun 
the hole several feet. Bobby was up 
close on his putt and the hole was 
halved in par 3s. 


Macfarlane Takes the Lead. 


Mac went into the lead at the next. 
His drive was off to the right, onto a 
side hill and in heavy roush, from where 


he pitched out short. W th the green in 
sight and in reach. Bobby hooked an 
iron into a trap and just ‘got on the 
green with an explosion shot. After 
Macfarlane played a beautiful approach 
to within fifteen feet of the cup, the 
Oak Ridge professional sank his putt 
for a birdie 4. Bobby’s ball stopped on 
the lip of the cup, and he got a 5. 

Although Bobby was not on the sixth 
green, his ball trickling over into the 
rough. on the left, he chipped back and 
holed a six-foot putt for a par 3, giving 
kKkim a half when Macfarlane, after a 
fine tee shot, took two putts. 

The match was brought back to even 
terms at the next hole, when Mac, after 
a fine drive, hit his second shot off the 
nose of his club and was lucky in es- 


particularly | 


ball, | 


ahead. | 


the |} 


' 
| 
| 
} 


| 
} 


' 


| First Play-off Round, 


3 5 4 
MACFARLANE. 
| 3 3 4 
Strokes— 

4 10 13 16 20 23 
JONES. 

4 5 4 3 5 3 
Strokes— 

4 


4 


* 
o 


5 


3 
28 


4 
vo 7) 2 


18 16 21 24 28 
In— 
| Pars 44 3 4 5 ,4 
i MACFARLANE. 
8: .4°-§ 4-4 54 
Strokes- 
10 44 49 53 62 
| JONES. 
4 3 68 
| Strokes 
42 46 





57 66 71 


} 
| 


4 5 


3 5 5 4 


51 54 62 67 71 7 
Second Play-off Round. 


57 


Out— 
MACFARLANE. 


re AY ee ee 4 


88 92 97 101 105 109 114 
JONES. 
a. Ba ee 


99 103 106 110 


5—~39 


4 5 
Strokes— 
79 84 


4 3 4—35 
88 91 


MACFARLANE. 
2. BE 


4 5 

Strokes— 

79 384 
In 


95 


2 4 4 4-33~72 

Strokes— 

| 116 120 124 126 130 135 139 143 147 

| JONES. 

| 3 1 4 4 i 6 4 
| §trokes-—- 

113 117 121 125 129 155 139 143 148 


nes at the 36th Hole for National Open Golf .Cha 
FORMER CHAMPIONS | 


WILLIE MACFARLANE 


Who Won the National Open Golf Championship by One Stroke After One 
of the Most Dramatic Battles in the History of the Links. 


Macfarlane-Jones Cards in 36-Hole Play-Off 
And Scores for 72 Holes in Tourney Proper 


Wednesday. 


MORNING ROUND. 
Out— 
Macfarlane ... 
Jones 
In-— 
Macfarlane 
JONES. 6 ca ccocace 4 


4533 4—36—74 
44444~-38—77 


3653 
AFTERNOON ROUND. 
Out— 
Macfarlane 
Jones 
In— 
Macfarlane ...354345 4 4 4—36—67—141 
seeceee 3 4438455 4 436—70—147 


Thursday. 
MORNING ROUND. 


..-35434 


2424-1 


434-34 


2 
0. 


Jones 


Out— 
Macfarlane «...465553 425-39 
45444343 4~-35 

In— 
Macfarlane ...3453353 4 3—33—72—213 


Jones --23434455 5—35-—-70—-217 


AFTERNOON ROUND. 
Out— 
Macfarlane ... 





In— 
Macfarlane .. 
Jones 


255455 


5 4 4—39-—-78—291 
25435544 4—36—-74—291 


i ne erEnEnnnnmnenmeene nese 


Bobby being trapped on the left and 
Mac’s ball running almost into a bunker 
behind the green. He had a difficult 
shot to make, and did the same thing 
that he did at the crucial sixteenth yes- 
terday, chipping owt short and being two 
feet out of line on his putt. Bobby had 
another good recovery, four feet past 
the hole and missed his 3. 


Jones One Down at Tenth. 


After playing the ninth, Bobby was 
one down to Macfarlane, who was out 
in 37. Here Willie took three from the 
edge of the green, failing to lay dead 
a long. uphill putt, going beyond the 
hole and missing. on the way back. It 
looked as if Bobby were going to massa- 
| ore the hole, when he again hooked a 
| Second into a bunker on the left, failed 
to get out on his first try and barely 


got his ball on the green with his fourth. 
He already had played four when Mac- 
farlane was playing three, but got a 6, 
one over par, and so was one stroke be- 
hind at the turn, Mac having a 37. 

Macfarlane completely outplayed Jones 
on the last nine holes. He was on the 
|tenth green, 
|feet from the hole, while Bobby was 
| trapped short and then on the edge of 
the rough on his recovery, yet he got 
i his 4 and lost only one stroke, Willie's 
ball turning out of the way when it 
seemed to be headed for the hole and 
giving him a par 3. 

Both came near 3s 
eleventh, 
was lying in heavy rough to the left of 
the fairway in after his drive. He then 
halved the hole with a 4. 

They also halved the twelfth. Both 
drives were sliced into the rough on the 
right. Macfarlane, with two strokes to 
spare, played out safe, while Jones went 
for the green and lacked only 
yards of being home after a stupendous- 
ly long carry. Mac's ball was in some 
| long grass, but he made a great niblick 
pitch to within five feet, only to miss 
ithe putt. Bobby had a great chance to 
get back a stroke when he chipped up 





getting at the 


|only a 5. 

The next three holes Saved Bobby 
from defeat, for, atthough he played 
} each and every one,of them right badly, 
| while Macfarlane played them perfectly, 
he picked up two strokes to: square the 
match. On the thirteenth he was trapped 
|on his drive, barely out on his second 
and holed a twenty-five foot putt for 





his par 3, while Macfarlane, whose tee} 


close to the hole on his chip from a 
clump of grass. 

The next was the spectacular hole of 
ithe match. Macfarlane played it as it 
| was meant to be played, his drive being 
| just in the right spot, his second twelve 
| feet short. Jones missed his drive, hook- 
|ing it perilously close to a trap and 
escaped the sand by not more than a 
foot. He had to play his next stand- 
ing one foot in the trap, and did well to 
get his ball as near the green as it was. 
It ended up in the long grass, fully 
sixty yards from the hole, but he 
chipped in for a birdie 3. No wonder 
Macfarlane missed his putt for a half. 


Luck Aids Jones at Fourteenth. 


The gods smiled on Bobby again at 
the next hole, for after a weird slice to 
the bottom of a hill near the eleventh 
tee he found his ball perched up in a 
tuft of grass so that he could almost 
get home with an iron. It was a tre- 
mendous shot, almost carrying to the 
green 250 yards distant... He played a 
poor chip from where he was, his ball 
stopping twenty-five feer snort of the 
hole, but he got down in two putts for 
a 5 and fared just as well as Macfar- 
lane, who missed a five-footer after 
playing a fine chip. 

The sixteenth, which was MacFar- 
lane’s jonah yesterday, gave him a 
stroke’s lead today. obby took a 5, 


| 
| Shot was a trifle strong, falled to get 
i 
| 
| 





caping a bunker on the comer of the 
reen. He vas six feet short on his 
ong approach, and then grazed the side 
of the hole. Jones's drive was in the 
rough, but he played a beautiful second 
shot that .t the green thirty feet short 
of the hole. He was a yard short on his 
utt, but dropped it for a par 4 and the 


ole. 
They ech took 4s on the short eighth, 


playing his second too strong and into 
the: rough on a downhill slope. He 
again was too strong on his recovery, 
going five yards past the hole, and took 
two putts from there. Mac was hole 
high to the right, and had to drop a 
yard putt for his 4 after a weak ap- 
proach. 

One stroke up and t 
MacFarlane hooked 


holes to pay. 
the rough on 


not more than twenty-five | 


although one of them, Jones, | 


a few; 


within a yard of the hole, but his putt | 
slipped by the side of the tin and he got | 


himself almost stymied by a tree, "and 
then played a questionable shot—a 
straight-faced iron that went over the 
green’ and down the hill beyond. He 
came back short and just missed his 4, 
thereby surrendering a stroke to Jones, 
who was on in two and down in two 
putts. 

That put the issue up to rhe last hole, 
and after MacFarlane’s second—a won- 
derful mashie niblick pitch to within two 
yards of the hole—it looked like his 
championship. It looked even more like 
his championship when Bobby’s second 
was on the green but wide and he missed 
the putt. With the goal in sight Mac- 
Farlane failed to hole out, got a 4, and 
so sent the match on for another eigh- 
teen holes. 


AFTERNOON ROUND, 

The two drives were down the middle, 
starting the afternoon round, and 
neither ball was close to the pin after 
; the second, Macfarlane being short and 
Bobby on the far edge of the green. 
Mac chipped seven feet short and holed 
and Bobby 4 got his after putting a 
yard short. 
| Jones again was trapped on his sec- 
ond shot to the second hole, but got a 
half in 5 after Macfarlane’s chip was 


too strong. They also halved the third 
in par, Willie almost holing a twenty- 
foot putt for a 8. Macfarlane had a 
good break playing to the one-shot 
fourth hole. His tee shot just carried 
over the near trap, but he lost the hole 
|} anyway by taking three strokes from 
| the-edge of the green while Bobby, who 


E left going to the seventeenth, fgund 





| Was on at the back of the green, got 
| down in two putts. 

| Macfarlane dropped another stroke at 
| the fifth when, after playing a mag- 
nificent iron second to twenty-five feet 
of the pin, took three to hole out, fail- 
ing on a yard putt that would have 
given him a half in 4. Neither one’s 
ball landed on the hog’s back six™s 
green, both slicing to the rough on the 
left. Macfarlane played first and his 
ball caught the downhill slope of tne 
green and rolled into the rough from 
where he took two to get down, Bobby 
might have picked up a stroke, but he 
pitched on short and then missed a 
four-yard putt. After being nearly even 
on the drives and on the green, they 
took two to hole out, Jones coming close 
to a birdie 3. 

He picked up a stroke on the eighth 
and came near gaining two strokes in- 
stead of one. He put a beauty on the 
green, five feet away from the hole, 
while Willie’s iron was strong and his 
ball ran over into the rough beyond. 
He made a fine recovery from there, 
coming out to a yard but after Jones's 
putt took a look at the hole, hovering 
half way in and half way out, Macfar- 





lane stabbed his own and came nowHetre 
near holing. 


Amateur Three Strokes Up. 


‘That made the amateur champion 
three strokes up on the professional and 


he added another one to that at the 
ninth. After beautiful drives, neither 
ball was lying near the hole ‘on the sec- 
onds. Macfarlane was short of the 
green, made a weak approach, and then 
missed a six-foot putt for a 4. Jones 
was thirty feet away and left himself 
with a missable putt on his own weak 
approach, but he sank it and they 
started off to the tenth with the stage 
all set for a runaway which Macfarlane 
curbed by phenomenal golf on the sec- 
ond nine. 

Jones’s mashie covered the flag, but 
he put a trifle too much into it and it 
dropped forty feet beyond the flag. 
Macfarlane got away a beauty to within 
twelve feet and after Jones had nar- 
rowly_missed getting his putt down for 
a 4, Macfarlane holed out amid great 
applause from a gallery that was ap- 
plauding a beaten man. 

Willie had to hole a ten-footer for a 
half on the eleventh, where his drive 
was in the rough and his iron second 
failed to carry the traps in front of the 
green. He played a magnificent recov- 
ery and holed the putt for a 4—another 
great saving, for Jones was on the edge 
of the green and down in two putts for 
an easy par. pase F 

The twelfth was uneventful, althoygh 


; ate 


YORK TIMES, 


> 
a ee 


Jones was lucky when his yard putt for 
a hit the side of e hole, rolled 
around the back edge and remained in. 
Macfarlane’s bid for a birdie was on the 
line al] the way, only to swerve off at 
the finish. 

Then came the eventful thirteenth, 
where Macfarlane was on the n off 
the tee while Jones hooked his iron into 
the short rough at the left of the green. 
Bobby played a great chip back to four 
feet, but after Macfarlane holed his 
twenty-five footer for a birdie the 
youngster missed hig easy putt. They 
then were within one shot of one an- 
othér—quite a different situation from 
that which had prevailed a few holes 
back. Jones still led, but only by a 
stroke, and Macfarlane was pressing 
him hard. 


Lead Leaves at the Next. 


The one-stroke lead went at the next 
hole when Jones, after a gorgeous 
drive, attempted to get home and was 
trapped. Before the second shots it ap- 
peared as if Jones would get back a 
stroke, rather than lose one, for Mac- 
farlane was several yards behind .on the 
drive and without any possible chance 


to get home on his second. He didn’t, 
but he chipped his third up to five feet, 
and with a few more rolls would have 
had a birdie 4 had he hit his putt a 
Httle firmer. By the time that Bobby 
got through he had used up five strokes, 
which was good at that after his 
trapped second and his failure to get 
out onto the green or his third. The 
were again all even in strokes wit 
three holes left to play. 

After good drives to the sixteenth, 
Macfarlane played a poor spercess to 
the sixteenth and was off the. edge of 
the green in the short rough, while | 
Bobby was on. It was a crisis for the 
professional, for at the same hole yes- 
terday he made a weak chip that forced 
the play-off and today he was faced 
with the same sort of a shot to make. 
He played it right.this time and his bal) 
stopped a foot from the hole. Bobby's 
putt was a yard short, but he got it 
down for a half. 

When Macfarlane partially missed his 
tee shot going to the seventeenth his was 
a dismal outlook, for Jones was fully 
fifty yards in front. Mac's second 
stopped three yards short of the green, 
but he chipped up stone dead—a won- 
derfully gauged shot~—and got his 4, 
which was as good as Bobby got, al- 
though he was inside on the green. Mac- 
farlane got away a good drive to the 
home hole and then followed Jones's 
hooked tee shot that brought to an end 
a championship that everyone thought 
might go on forever. 


MACFARLANE PLAYS 


Thirteen Rounds His Quota Since 
Last October—Has Avoided 
Tournaments. 


Special to The New York Times. 

WORCESTER, Mass., June 5.—In 
many respects the two principals in the 
dramatic play-off for the national open 
golf crown at the Worcester Country 
Club today are alike; in many others 
they are as far apart as the Poles, In 
disposition and in the art of shot-mak- 
ing Willie Macfarlane and Bobby Jones 
have much in common. In build and in 
the matter of past records they are op- 
posites. 

Macfarlane, born in Aberdeen, Scot- 
land, thirty-six years ago, learned his 


golf on the public courses of that city. 
As a boy he worked in the shipyards 
and his employer ~.used to accompany 
him out to the links almost every after- 
noon for a round of golf. Fifteen years 
ago he came to America, going out to 
Glenview at Chicago with Jimmy Don- 
aldson, who is now at Fenimore. Pre- 
vious to that engagement he had been 
an amateur golfer. 

From Glenview he got an engagement 
at Bar Harbor, Mich., for a time and 
then came to what is now the Hudson 
River Club in Yonkers. It was then 
known as the Saegkill Club. While it 
was being remodeled Macfarlane ac- 
cepted a position in Baltimore and sub- 
sequently came back to the metropolitan 

| district as professional at Otto Kahn's 
private course in Port Washington, L, I. 
After that he went to his present berth 
at Oak Ridge. 


Competitive Record Slight. 


Peculiarly enough, in spite of the fact 
that even his fellow-professionals have 
insisted that he is one of the greatest 


shot-makers in golf—a true-compliment, 
indeed, to his game—he has never ac-~- 
complished much in a competitive way. 
Outside of the Westchester open cham- 
ionship, which he has won twice in the 
ast three years, and the Shawnee open 
championship, which he st last year 
in a play-off with Leo Diegel, he has 
never figured in any notable golf tour- 
ney. He has played only a few na- 
tional open championships, not even con- 
testing for the last three years. 
His is a disposition not often found 
among his kind. He shuns publicity, He 
says Tittle. He craves no honors. e 
is one of the few men in the world who 
is perfectly contented with fhis lot. He 
plays only a little golf. Previous to the 
present tourney, he had played only 
thirteen rounds of golf since last Octo- 
ber—a thing that makes his showing in 
the present tourney all the more re- 
markable. 
Brilliant, capable of playing courses 
in figures that few other professionals 
or amateurs can equal, he simply avoid- 
ed tournaments. In those where he did 
play his attitude was “Let the others 
win the laurels.’’ So it transpired that 
he got a reputation for being a poor 
finisher. Often in metropolitan events 
and others he would reel off stupendous 
rounds only to fade out of the picture 
at the end, 


He Shows His Stamina. 


He freed himself of that reputation in 
this tourney and particularly yesterday. 
The Worcester course is a course un- 
suited to a golfer of Macfarlane’s frail 
build. It is an up-and-down course, 4 
trying test of stamina as well as golf. 
Others, stronger than he, wilted under 
yesterday's stress and strain. 

For a time in the third round it ap- 
peared as if*he was on the verge of a 
physical collapse. He was out in 39— 
terrifying figures under the circum- 
stances. Yet he came home in 33, In 
the final round, after things went so 
badly for him at the start of. the incom- 
ing nine, he came to the last three holes 
needing three 4s to win. He knew that 
he had to get them, for Bobby Jonés 
was in with his 291, and the information 
was relayed out to the sombre Macfar- 


ane. 

After losing the necessary 4 at the 
sixteenth, due to a poor chip shot, he 
was in even more straitened circum- 
stances, ‘‘He’'ll blow,”’’ they sald, ‘‘just 
as Farrell and Diegel did.’’ Did he? 
He didn’t. He got his 4 at the seven- 
teenth. Coming up to the last hole, he 
purposely played his second strong in 
order to make certain of keeping out of 
traps that would have killed his chances. 

Fortunately for him, his bal! was out- 
side of Gallett’s, sothatthe Blue Mound 
professional, who was his partner, had 
to play first. Macfarlane saw Gallett’s 
putt, hit perfectly, run several feet past 
the hole. When it came his turn to 
play, he borrowed from Francis’s ex- 
perience and hit his ball half as hard as 
he would otherwise have done. It 
stopped a foot from the hole, but in a 
hole made by the ball of some other 
player landing on the green. 


He Makes a Crucial Shot, 


It was then that Macfarlane made the 
stroke that was as fine a testimonial to 
nerve as any made in the tourney. He 
could not play the ball with his putter. 
The hole In which it stopped was too 
deep for that. So, after looking over 
the situation, he took out his midiron 
and practically chipped the ball into the 
hole for a 4 and a tie. It was easily 
one of the greatest shots of the entire 
tourney, 

Macfarlane has considerable of the 
school-master’s appearance on the links. 
He is a studious-looking individual, long, 
lean and lank. Standing close to six 
feet. he weighs less than 140 pounds. 
He has a fraii frame, thin legs and a 
woman's wrists. Yet he drives a lon 
ball and, best of all, a straight one. I 
he has ahy weakness, it is on the greens, 
sin in no small part to his infrequent 

y. 

He is married and has a ten-year-old 
daughter, Bina, who is a prime favorite 
with the members of the golf clan, 


' 


| 


FAVORITES ADVANGE 
ON JERSEY LINKS 


Reekie, Wild and Kammer Sweep 
On to Semi-Finals in Ama- 
teur Title Golf. 


MEDALIST MEETS DEFEAT 


Sharkey Falls Before Kamme’s 


Rally on Last Three Holes— 
Curtin Is Other Survivor. 


Special to The New York ‘limes, 
SHORT HILLS, N. J., June 5.—Every- 
thing ran true to form today in the 
two match play rounds of the Jersey 


amateur golf championship over the 
lower course of the ltusrol Golf Club. 
When the field of 150 starters began 
play yesterday the three outstandin 
favorites were Willlam M. Reekie o 
Upper Montclair, holder of the metro- 
politan title; August F. Kammer and 
Eddie Wild of Baltusrol, who were final- 
ists in*the Jersey event last year. All| 
three came through today, and Wild 
and Kammer will meet tomorrow morn- 
ing in one of the semi-finals. In the 
other Reekie will oppose Ed Curtin, 
former city champion of Newark. 

Jack Sharkey, who caused a sensation 
by winning the medal yesterday in his 
début-as a tournament colfer, was elim- 
inated in the second round this after- 
noon by Kammer. Sharkey was 1 up at 
the sixteenth, and when he played his 
tee shot on the short hole not:more than 
ten feet from the cup the gallery be- 
lieved that Kammer's reign as cham- 
pion was about to end. Kammer, how- 
ever, dropped his tee shot dead for a, 2, 
which squared the match, and he then 
got two more birdies on the seventeenth 
and eighteenth, snatching a sensational 
victory. Their medal scores were the 
best of the day, Kammer having 72 ] 


| 


72 anc 
Sharkey 74. | 

The cards: 

Out— 
Kammer 
Sharky 

*In— 
Kammer 
Sharkey 


e - 


3—36 
4—36 


» 4 
4 
5 4 
55 35 
Pryor. 
Wild's two victories were scored over 
Bobby Pryor of Forest Hill and H. C. 
Buchanan of Shackamaxon. The latter} 
was .1 up after playing fourteen holes, 


but Wild squared the match‘on the 
fifteenth and then won the seventeenth 
and eighteenth. 
The cards: j 
Out— 
Wild 
Buchanan 


In— 2 
Wild 5 5—38—78 


Buchanan 445 46 6—41—80 | 
Reekie wor this afternoon from Drake | 
Delanoy of Baltusrol after being 2 down 
at the eleventh. Delanoy lost his ball | 
and conceded the thirteenth hole, thereby | 
squaring his match. A second after he 
had conceded the hole Delanoy found his 
ball, but it was then too late. The four- | 
teenth was halved and Reekie became 1} 
up for the first time by winning the 
fifteenth with a birdie. The sixteenth 
was halved in 3s and Reekie ended the 
fight by scoring another birdie on the 
seventeenth. Reekie was four under 4s 
for the eight holes played coming in. 
Reekie had to go up to the home green, 


44 
543 
4 4—36—72 
5—38—74 


4 





5 3—40 


3—39 


4 
4 
4 


JUNE ‘6, 1925, 


Shepherd’s Winalot, 6 to 1, 
Wins the Manchester Cup 


MANCHESTER, England, June 5 
(®).—J. Shepherd’s Winalot, at 6 to 
1 against, won the Manchester Cup, 
run here today, finishing two lengths 
in front of Obliterate, owned by Sir 
R. W."B. Jardine, 33 to 1 against. 
George Hardy’s Dumas, 5 tol against, 
was third. Nine horses ran. 


where he sank a long putt for a birdie 
4, to win his first round match from 
George A. Bomann Jr. of Plainfield. 
Bomann, who is an older brother of 
Donald Bomann, the Eastern inter- 
scholastic champion, laid Reekie a dead 
stymie on the seventeenth green, thereby 
squaring the match when the metropoli- 
tan champion attempted a jump shot 
with a niblick and failed. On the home 
hole Bomann smothered his tee shot into 
— rough and played his third into a 
rap. 


Curtin Wins on Twentieth. 
Curtin had to go twenty holes to beat 


SPORTS 


SCORE AT WYKAGYL 


Anderson and Sturgis Survive] 
Opponents and Heat in 
Westchester Golf. 


RICHARD JONES IS VICTOR 


Benton Also Gains Semi-Final in 
Amateur Tourney — Carr and 


Lawyer Lose in First Round. 


Special to The New York Timea. 
NEW ROCHELLE, June 5.—Two for- 
mer champions and another who has 


‘ 


mpionship 


—_—_————— 


YALE AND HARVARD 
CREWS HOLD TRIALS 


Eli Varsity Is Clocked in 10:34 
for Hwo Miles in First 
Long Speed Test. 


Special to Txe New York Times. 

NEW LONDON, Conn., June 5.—Yale’s 
varsity crew boarded the coaching 
launch Boola.at Gales Ferry at 5:40 
o'clock this evening and with sweeps 
aboard and accompanied by Coach Lead- 
er proceeded down to the bridge. The 
launch Bingo with the new Pocock shell 
in tow preceded them. There was little 
time lost after the ecrew’s arrival ‘until! 
they entered their shall and went on a 
four-mile speed spin up stream. 

The men rowed ata thirty-two gait for 
the first two miles, according to Har- 
vard’s scouts, and the time of the Eli 
erew for that distance was clocked at 10 
minutes and 34 seconds. The last two 
miles were not caught, and the Blue 
varsity ceased rowing, when about three 
and three-quarters miles, due to a double 
crab. 

While the Yale varsity crew was down 


the course Coaches Murphy and Moore 


persistently pressed for the title were} sent the combinations and freshman 


left in the running for the Westchester | eights paddling down to the two-mile 
County amateur golf crown after a|™ark. Here the crews lined up and 
Sentite ed finishea t were sent on time up the course. The 
eat-harrass army nishe WO! junfor varsity crew awaited the return 
rounds of match play over the links of | of Leader, who gave them a short pad- 
the Wykagyl Club here today. John G. | dle on the upper course. 
: a Harvard's varsity and junior crews 
Anderson, present holder of the French were taken down from Red Top to the 
amateur champlonship, and E. E. Stur-| starting point near the railroad bridge 
ges of Scarsdale, who has been seated | !n os a tg Sg "> ponte 
- et . were towed astern. he varsity elzg 
on the Westchester. County throne be-| was paced by the junior for the first 
fore, were the two former titleholders two a ee the latter hes dropped 
to survive, while young Richard A.|out of the race the freshman eight 
. i up the bi crew anc é 

Jones of Westchester Hills, twice Met- eg A = 8 . ond 4 ncad; it 
ropolitan junior champion, and C. V. The varsity crew was leading the 
Benton of Hudson River were the | freshman crew by over a length at the 
thers to c h h’ s fully finish, but at the two-mile mark was 
others to come through successfully. behind the juniors by the same dis- 
Along the wayside, unde? the wither-jtance. The time was 21:45 for the var- 
ing heat and the stress of the opposi- re le the pacemakers’ time not being 
tion, dropped George I. Lawyer of ee. 

Briarcliff Lodge, who won last year, 
and Donald Carr, who was runner up. 
Both passed out in the first round. There 


GHIGLIOTTI’S 77 IS BEST. 
were other surprising results, but the 


Takes First Prize in Municipal Em- 
defeats of these two were the most 


ployes’ Golf Tournament. 
astonishing. Carr just managed to get 


The fourth annual municipal employes’ 

; = . golf tournament was held yesterday at 
into the championship fight, winning 
the play-off from eight other golfers 


Van Cortlandt Park with 120 members 
for the sixteenth place this morning, 


lof city departments participating, an 
| increase of more than 100 per cent. over 
but~he only lasted sixteen holes of the | 
title play, for he was eliminated by Ben- 


last year. 
John Ghigliotti of the Tenement® House 
ton, 3 and 2. 
Lawyer fell before the steady assault 


Department won the first low gross 
of C. V. Rich Jr., the promising West- 


prize with a 77. J. J. Stoddard of the 
Department of Plant and Structures 
took first low net with an 82—20—62. The 
chester Hills youngster, who later lost | first seniors’ prize went to A. S. Meyer 
to his clubmate, Jones. Lawyer held his | of the Board of Education with 83—12— 
opponent even over the first nine holes,|71- The Police Department won the 
but the Westchester Hills golfer had the | beginners’ prize when A. P. Hunt 
stamina and weathered the heat better. 
The champion hung on tenaciously, but 
going to the home hole he was one down 


finished with 91—26—65. Miss Helen 
Busse of the Deas of Plant and 
€ 
and the best he could get there was a | 2 
half, which lost him the match. 


| Structures won women’s prize with 
The summaries: MRS. MACGOWAN VICTOR. 


00. 
$ 
Championship Flight, First Round—John G. | 
Home Club Golfer’s 87 Wins 


Anderson, Winged Foot, defeated Louis 
Montclair Golf Club Tourney. 


Goldman, Fenimore, 1 up; Charles H. Paul, 
Westchester Hills, defeated A. B. Johnson, 
Special to Tre New York Times. 
MONTCLAIR, N. J., June 5.—Mr: 


Hudson River, 3 and 2; E. E. Sturges, 
Scarsdale, defeated Major H. W. Lockett, 

Walter Macgowan of the home club car- 
ried off the low gross prize in the one- 


: Wykagyl, 4 and 3; C ant, , ‘l, 

James, Baltusrol, 1 up (nineteen holes) ; deteated A.C: algnte. Wesrchaoter aie 
day tournament held over the course of 
the Montclair Golf Club by the Women’s 


Hi. N. Balch, Baltusrol, defeated A. E. " 9. , “te , an} 

Betteridge, Upper Montclair, 2 and 1: J.| deteated Georee Ly Laveen brinewitt 

R. Shoemaker, Plainfield, defeated Wil- Lodge, 1 up; Richard A. Jones "Westchester 

liam Barth, Municipal, 6 and 4; P. C. Hills, defeated Victor Carlson, Siwanoy, 2 
Metropolitan Golf Association today. 
Mrs. Macgowan covered the eighteen 
holes in 87 but that was not enough to 
give her the prize, as Mrs. Ct Smith of 


Peinier, Upper Montclair, defeated F. A. ; ¥ ? - ise, . H 
Cannan, Hydeweud, 5 ané 1; H. C. Maver. and 1; H. W.,Howe, Mount Kisco, defeated 

Glen Ridge came in at the same figure 
shortly after. Mrs. Macgowan, how- 


I s. G baum Quaker Ridge 3 and 2: 
Roselle Patterson, Ro- 
ever, won the toss for the trophy. 


Burris M. Johnson of Asbury Park, who 
lost when he took three putts on’ the 
second extra hole. In the second round 
Curtin defeated Joseph M. Byrne of 


Forest Hill by 5 and 4. 
The summaries: 


Championship Sixteen. 

Fir8t Round—Edward Curtin, Municipal, de- 
feated, Burris M. Johnson, Asbury Park, 
1 up (twenty holes); Joseph F. Byrne, For- 
est Hill, defeated Warren_Ackerman, Plain- 
field, 3 and 2; William M, Reekie, Upper 
Montclair, defeated George A. Bomann Jr., 
Plainfield, 1 up; Drake Delanoy, Baltusrol, 
defeated Dr. Robert R. Lauckner Jr., Up- 
per Montclair, 5 and 3; Jack Sharkey, 
Municipal, defeated H. C. Robinson, Plain- 
field, 5 and 3; August F. Kammer, Bal 
tusrol, defeated M. B. Kaesche Jr., Ridge- 
wood, 6 and 5; Edwin M.. Wild, Baltusrol, 
defeated Robert N. Pryor, Forest Hill, 5 
and 4; Herbert C. Buchanan, Shacka- 
maxon, defeated Steve Berrien, Upper 
Montclair, 2 and 1, 

Second Round—Curtin defeated Byrne, 5 and 
4: Reekie defeated Delanoy, 2 and 1; Kam- 
mer defeated Shakey, 2 up; Wild defeated 
Buchanan, 2 up. 

Second Sixteen. 


First Round—C. M. Fetterolf, Upper 
Montelair, won from A. T. Townley, Hyde- 
wood, by default; F. Paul Anderson Jr., 
Cansbrook, defeated Dr. R. C. Dodd, Glen- 
ridge, and 1; W. Baxter Sparks, 
Shackamaxon, defeated E., W. Congdon 
Jr., Glenridge, 5 and 4; E. Burd Grubb, 
Somerset Hills, defeated R. C. James Jr., 
Baltusrol, 2 and 1; James P. Doland, 
Colonia, won from M. 8. Dillon, Somerset 
Hills, by default; W. K. Ervin, Canoe 
Brook, defeated Kenneth O'Hara, Maple- 
wood, 3 and 2; F. H. Gates, Montclair, de- 
feated Walter C. Jacobs, Shackamaxon, 
3 and 2; J. M, Donnington, Roselle, @e- 
feited Robert M. Gwaltney, Baltusrol, 
3 and 2, 

Secon Round—Fetterolf defeated Anderson, 
1 up: Sparks defeated Grubb, 3 and 2; 
Ervin defeated Boland, 3 and 2; Donning- 
ton defeated Gates, 2 up. 


Third Sixteen. 


A. Wilson, Upper Montclair, 
defeated F. L. Parker, Roselle, 2 and 1; 
Marty Isslier, Suburban, won from J. E. 
ale, Upper Montelair, by default; J. H. 
Serrell, altusrol, won from Warren B, 
Townley, Hydewood, by default; C. P. 
Rogers, Morris County, defeated P. Y 


9 
~ 





First Round—L. 


in 


defeated R. K. Cc. V. Benton, Hudson River, defeated Don- 
selle, 6 and 5. ald Carr, 8 and 2. 

Second Round—Issler defeated Wilson, 4 and | Second Round—Anderson defeated Paul, 6 and 
83; Serrell defeated Rogers, 2 and 1; Balch 5: Sturges defeated Bryant, 5 and 4; 
defeated Shoemaker, 3 and Poinier Jones defeated Rich, 6 and 4; Benton de- 
won from Meyer by default, feated Howe, 3 and 
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PALM BEAC 


Ay 


H SUITS IN THE NEW YORK MANNER 


Palm Beach Suits 
In the New York Manner 


In all Weber and Heilbroner Palm Beach 
Suits, the tailoring must come up to the 
same high standard we maintain for every 
garment that,bears our name. You can keep 
cool in one of our Palm Beach Suits and 
still feel as*well dressed as any man. They 


hold their shape surprisingly well. They 


wate AERA ga ean maaan soe 


are cut along lines of approved metropol- 
itan correctness. They come in dark suiting 
colors and patterns as well as the natural 
tan. In every way they meet the require- 
ments of the fasdidiously attired NewYorker. 


Palm Beach Suits, $16.50 
Flannel Trousers, $8.75 to $15 


Weber 2% Heilbroner 


CLOTHIERS 


“42nd and Madison 
*44th and Broadway 
gth and Broadway *34th and Broadway 
28th and Broadway  * Clothing at these stores 
BROOKLYN: NEWARK: 
*38,1 Fulton St., Borough Hall *300 Broad Street 


CHARGE ACCOUNT SERVICE 


BABERDASHERS 


*241 Broadway 
345 Broadway 


BATTERS 
Nassau and Spruce 
20 Cortland: 
*30 Broad 
. *Nassau and John 





SPORTS. 


Rinney Knocks Out Gibbons in Twelfth at Polo Grounds 


TUNNEY KNOCKS OUT 
GIBBONS IN TWELFTH 


40,000 See Greenwich Village 
Boxer Crush St. Paul Veteran 
at the Polo Grounds. 


RIGHT TO JAW ENDS FIGHT 


Victor, Who Punished Foe From 
the Start, Likely to Get 
Dempsey Match. 


LOSER IS FLOORED TWICE 


nee ee 


Struggles Gamely to Return to 
_ Action as Referee Tolle Fatal 106 


—His First Knockout. 
| 


By JAMES P. DAWSON. 


Like the pitcher of proverb which 
went to the well, Tom “Gibbons last 
night came to the boxing fring once too 
often and was broken. The veteran 
St. Paul fighter was battered into de- 
feat in the twelfth round of his sched- 
uled fifteen-round bout against Gene 
Tunney before a crowd of 40,000 specta~ 
tors at the Polo Grounds. 

A right to the jaw sent Gibbons down 
@nd out in 1 minute and 23 seconds of 
the twelfth round, after Tunney, fight- 
ing the battle of his life and justifying 
the odds of 7 to 5 at which he was quot- 
ed a favorite on entering the ring, had 
pounded his riva}] mercilessly through 
all of the eleven rounds which preceded 


the finish. 

It was a dramatic finish to a dazzling 
boxing exhibition, and something of a 
tragic end, for it closed the champion- 
ship hopes of Gibbons with the first 
knockout of his career. It was a triumph 
of youth again. Tunney, with a boxing 
ability which surpassed that of Gib- 

ons, simply overwhelmed the St. Paul 

oxer from the outset. Younger by nine 
years than his rival of 86, Tunney bat- 
tered and punished, cut and slashed 
Gibbons from the tap of the first gong, 
and reduced the St. Paul veteran to a 
state where he could no longer resist the 
rain of blows. 


Tunney May Meet Dempsey. 


Tunney’s victory is expected to pave 
the way for a heavyweight champton- 
ship bout between the Greenwich Village 
boxer and Jack Dempsey. 

There was doubt in the minds of many 
as to whether Tunney’s final punch actu- 
ally knocked out Gibbons. The St. Paul 


veteran“went down with startling sud- 
denness from a right to the jaw, half 
chop, and half hook, as the men were 
en red in an exchange in midring. 

ap ons remained down until seven 
was tolled over him arid then arose, to 
be met with a succession of blows to the 
head and face, which énded with an- 
other right to the jaw. Again Gibbons 
went ‘down, this timé ‘near his own cor- 
fier, where he groveled in the dust, 
twisting and squirming, as the count 
progressed. 

He grabbed the middle strand of tae 
ring and was arising as Referee Dick 
Nugent neared the fatal ten, then came 
erect as the count was finished. He had 
been counted out. 

The St. Paul veteran seemed clear- 
eyed as he stood with Nugent ean | 
his left arm, while the crowd cheere 
itself hoarse for the victor. The power 
of the punches under which Gibbons 
collapsed, however, will be debated for 
some time. It did mot seem that they 
carried sufficient steam to crumple a 
heavyweight. This is not saying that 
Gibbons quit. Rather, Gibbons appeared 
to have been reduced to that state of 
exhaustion where yf punch would have 
toppied him, just so long as it landed on 
a vulnerable spot. 

Tunney dropped his rival for the first 
time with a right, which was only one 
of many the Greenwich Village lad 
drove home during the bout. There were 
harder blows driven to Gibbons’s jaw 
earlier in the fray and he withstood 
these shocks. But when the first right 
landed in the twelfth, with the men 
almost head to head, Gibbons lacked the 
necessary resistance and he went down. 
His finish was not far, and Tunney lost 
no time. 


* Victor Thrills Crowd. 


Gibbons has passed the crest. He has 
fio hope now for another crack at Demp- 
sey. Retirement and the comfort of his 
home and fireside seem his destiny, but 


he will always be remembered as a 
credit to the ring. 

Tunney thrilled the large crowd from | 
the start with the manner in which he | 
handled Gibbons. The Greenwich Vil- | 
lage lad had no fear, no respect for the 
St. Paul veteran. He sailed into Gib- 


ES Se Sh ss eneeneeentnene stage 
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bons as if Tom were a novice and he | 
tire- | 
face | 


swept his rival before him in a 
less, merciless fire to the head, 
and body, under whoch Tom became 
bruised and sore. 

In the very first round Gibbons’s face 
was red from the dye of. the gloves 
which were jabbed, hooked and crossed 
to his features. When the finish came 
Gibbons’s nose was bleeding, his left eye 
was puffed up, crimson flowed from.: 
cut above the optic, and his body was 
red. 

Tunney took every round of the fight 
because he fought a systematic, well- 
planned battle for which Gibbons had no 
counter-attack or defense. Gibbons was 
on the defensive almost exclusively 
throughout, covering and retreating be- 
fore the assault. But the wonderful de- 
fense of Gibbons was conspicuous by its 
absence last night. Try as he would, 
the St. Paul veteran could not evade 
Tunney's pitiless fire, 

Only in the eighth and ninth rounds 
did Gibbons fight back at all. He 


clipped Tunney with a choppy right to | 
last fifteen seconds of } 


the jaw in the 
the eighth round and Gene was stung. 
Gibbons followed with a left hook to 
the jaw and another right and Gene 
went back on his heels. Again Gibbons 
threw that right to the chin and drove 
Tunney to the ropes. With the crowd 
yelling madly in encouragement, Tom 
ripped a left hook to the jaw as the bell 
ended the round. Before that Tunney 
had battered his rival all over the ring, 
so that this spurt by Tom did not really 
gain Gibbons the round. 

Again in the ninth round Gibbons 
fought in a fitful outburst when, with a 
right to the jaw, he stung Tunney so 
that Gene became erratic in his fire and 
hit low with a right. Warned for the 
offense, Gene apologized and then set 
about the task of continuing the ham- 
mering of Gibbons. He did this so well 
that Gibbons was again in full retreat 
and blood was coming from a cut over 
his puffed left eye before the bell ended 
the round. Through the tenth and elev- 
enth rounds Tunney pounded away mer- 
cllessly. 


Gibbons Overwhelmed. 


Up to the eighth session Tunney sim- 
ply overwhelmed his rival. From. the 
first bell to the finish Tunney fought 
along in a systematic attack. He had 


Tom’s head bobbing on the end of a 
snappy left jab which landed repeatedly 
and without a counter from Gibbons. 
It was a new experience for Gibbons. 
Through every round Tunney harried 
his rival with that left jab and blinded 
Gibbons with rapid-fire rights and lefts 
to the head when Tom sought to come 
to close quarters. Occasionally Gene 
would rip his wicked left hook to the 
stomach a drive his right viciously to 
the heart. “Gibbons, on the other hand, 
Was eternally reaching out with left 
noes and jabs which were short or 
wide. 
anes shad, bis zival in. full petrent 
é round on. e outfought 
Gibbons in the~ fi es of the 
bout. In the third and fourth rotinds 


= 


*‘ Now I Want Dempsey,’ Tunney Declares; 
Gibbons Has Only Praise for Conqueror 


4 


The following statements’ were made 
by Gene Tunney and Tom Gibbons to a 
NEw YorK Times reporter after the 
fight at the Polo Grounds last night: 


TUNNEY-—I think I established my 
right to the championship match with 
Jack Dempsey tonight. I did something 
that Dempsey failed to do when I 
stopped Gibbons. I never entertained 
any doubt of the result, for somehow I 
felt after the first few rounds that I 
would end the bout before fifteen rounds 
had been covered. Gibbons never Lurt 
mé, although he stung me once or twice 
in the eighth and ninth rounds. I don’t 
think the spectators question’ my su- 


Gene stung his opponent -with right 
crosses to the jaw at the bell. It ‘was 
the first real indication of a knockout 
for Gibbons. Through the fifth round 
Tunney rained rights and lefts on Gib- 
bon’s face until he had Tom staggering 
backward on uncertain, shaky legs. 

In the sixth round Gibbons tried to 
stop his rival with a left hook to the 
aw, but Gene kept coming in. Gib- 

ons was in full retreat through the 
greater part of the sixth round and 
through all of the seventh, before the 
brief rally he staged late in the elghth 
and for a short time in the ninth. 

The preliminaries failed to provide any 
thrills. King Solomon, Panama heavy- 
weight, won the decision over Quintin 
Romero Rojas in the eighth round semi- 
final. Bob Lawson, Alabama negro 
heavyweight, won the award over Ray 
Neuman of Jersey City in their six- 
round bout. In the first six-round, en- 
counter Bud Gorman, Kenosha heavy- 
weight, won the verdict over Jac De- 
Mave of Washington Heights, and in the 
first preliminary. scheduled for four 
rounds, tage | Grosse, Mount Vernon 
heavyweight, knocked out Jack Mc- 
Donald in the third round. 


STORY OF THE BATTLE 
TOLD ROUND BY ROUND 


Detailed Description Shows How 
Tunney and Gibbons Exchanged 
Blows at Polo Grounds. 


Gibbons and Tunney entered the ring 
at the same moment and advanced to 
the centre to greet each other. Gibbons 
appeared nervous and stepped about the 
ring, leaning. against the ropes as if 
testing them. Tunney remained stand- 
ing in his corner. Harry Wills and 
Jack Sharkey were Introduced from the 
ring. Tunney received a great ovation 
when introduced. Gibbons got a sim- 
ilar reception. 

It was announced that Gibbons 
weighed 179 and Tunney’s weight was 
181%. The judges were Tom Gilfoyle 
of Albany and George T. Kelly of Yon- 
kers, and the referee was Dick Nugent 
of Buffalo. Reports at the ringside 
as the bout started had Tunney a fa- 


vorite at odds of 7 to 5. 
The story of the bout round by round 
follows: 


First Round, 


Gibbons was short with a left hook 
and went close with a left to the body. 
Gibbons missed a left hook and they 
clinched again. Gibbons hooked a left 
to the jaw and Tunney hooked a left 
to the body. At close quarters Tun- 
ney drove a right and left to the jaw. 
Tunney jabbed two lefts to the face 


without a return. They exchanged left 
jabs to the face and clinchec. Each 
missed a left hook and Icinched. Tun- 
ney jabbed a light left to the face, 
Tunney drove a hard right to the heart 
and they clinched. Tunney accidentally 
hooked a left hook low and then jabbed 
a left to the face. Tunney drove a right 
to the body. They clinched. Tunney 
drove another right to the bocy and 
jabhed and hooked with a left to the 
face. Tunney drove a left and ria#4 
to the body at the bell. 


Second Round. 


They sparred cautiously and went into 
a clinch. Gibbong jabbed a light left 
to the face and Tunney drove a left to 
the body and a right to the head. Tun- 
ney stepped inside of a left hook and 
drove a right to the head. Gibbons 
hooked a left to the jaw and Tunney 
drove a left and right to the body, Tun- 
ney was short with a right to the body 
and they clinched. Tunney kept jab- 
bing his left to the face. At close 
quarters Gibbons hooked a left and 
right to the jaw and Tunmey drove a 


left and right to the body. Each missed 
rights for the jaw and they came to- 
ether, landing lefts and rights to the 
read. Tunney drove a left and right to 
the head, and in a clinch sent Gibbons’s 
head back with right and left uppercuts. 
eueney jabbed a left to the face at the 
ell. 





Third Round. 


They came into a clinch and Gibbons 
landed two short rights to the body. 
Tunney drove a left and right to head 
and they clinched. At close quarters 
Tunney drove several short rights and 
lefts to the head. Tunney dug his right 
|and left to body and they clinched. 
Tunney jabbed a left to the face and a 
right to the heart. Tunney landed sev- 
| eral rights and lefts to the face at close 
quarters. Gibbons hooked a left to the 
head and Tunney leaped in with several 
rights and lefts to the head which had 
Gibbons retreating. In a clinch Tunney 
hooked a short right to the head. They 
exchanged lefts to the pody. Gibbons 
hooked a left to the body and in a 
clinch drove a short left and right to 
the body. 


| 


Fourth Round. 


They went into a clinch. Gibbons 
drove a left to the head. ‘Tunney coun- 
tered with a left to the body. Tunney 
jabbed a left to the face and missed 
with a right cross. Gibbons leaped in 
with a left to the body and a right to 
the head. Tunney drove him off with 
lefts and rights to the head. Tunney 
drove a right to the head and a left to 
the body. Tunney hooked a left to the 
head and Gibbons drove a right and 
left to the body. Tunney drove a right 
to the heart and a! clinched. Tunney 
leaped in with a left and right to the 
face. Gibbons missed a left hook for 
the body: and. they clinchéd. Tunney 
hooked a right _to the head and a left 
to the body. Gibbons jabbed a left to 
the face. Tunney drove his right to the 
body and crossed a right to the head. 
After hooking a left to the face, Tunney 
shook Gibbons with a right cross to the 
jaw at the bell. e 


Fifth Round. 


They sparred cautiously. Gibbons 
hooked a left to the head and Tunney 
drove a right and left to the body. 
| Tunney drove a right to the jaw and 
when Gibbons drove a left and right to 
the face, Tunney staggered Gibbons 
with another right to the jaw. Gibbons 


retreated across the ring and-as.Turr 
ney. followed him Tom was” almost 
forced out between the ropes. Tunney 
drove several rights and lefts to the 
head. They exchanged left jabs to the 
face. They exchanged left hooks to the 
body and then Tunney drove a left and 
right to the head. Tunney jabbed: his 
left to the face repeatedly... Gibbons 
jabbed a left to the face and Tunney 
drove several rights and lefta to the face 
at close quarters. They exchanged left 
jabs to the face.. Tunney hooked a left 
to the head at the bell. 


Sixth Round. 

They exchanged left jabs to the face. 
Tunney three times jabbed his left to 
the face without a return. GTbbons 
jabbed. a left to the face and Tunney 
hooked a left to the body. Tunney drove 


periority at any stage of the bout. Cer- 
tainly through knocking Gibbons out I 
accomplished something which showed 
that I am improved.’ Now I want 
Dempsey. 

GIBBONS—I don't remember what 
round the bout endéd in. I fought the 
best I could, but the best I had was not 
good enough tonight; that’s ajl. Tunney 
fought a wonderful battle and has im- 
proved immensety. know, for I was in 
there taking his blows in a manner I 
have never experien¢ed at the hands of 
any boxer before. He is a great fellow, 
a good boxer and fighter, and I wish 
Gene the best of luck, 


hooked a left to the body. Gibbons 
hooked a left to the jaw, but Tunney 
came right back with a right and left 
to the head. They exchanged left jabs 
and then Tunney drove a right and left 
to the head. Gibbons, was wild with an 
overhand right. Tunney \peppered hie 
rival’s face with rights and lefts. Glb- 
bons grazed the chin with a left hook. 
Tunney kept Coming in all the time and 
drew the blood from Gibbon’s nose with 
rights and lefts to the face. At close 
quarters Tunney sent Gibbons’s head 
back with a Fight uppercut. Tunney 


jabbed several lefts to the face and 
crossed a right to the head at the bell. 


Seventh Round. 


After Gibbons blocked a right and left 
to the body they exchanged left jabs to 
the face. Gibbons missed a left hook for 
the head and Tunney stépped in with a 
left to the body and a right to the head. 
Tunney kept jabbing his left to the face, 
driving Gibbons. before him and landing 
short lefts and rights to the face at close 
quarters. Gibbons sought refuge behind 
his folded arms. Tunney lea) in with 
a left and right to the face, driving Gib- 
bons into the latter’s own corner. Gib- 
bons hooked a left to the head and Tun- 
ney drove a right to the pode. They 
exchanged left hooks to the face and 
then Tunney leaped in with a left and 
right to the jaw, which shook Gibbons. 
Tunney hooked a left to the body and 
avons hooked a left to the head at the 

ell. 


. Eighth Round. 


Gibbons rushed out with a left to the 
body and in a clinch drove his left and 
right to the body. They exchanged left 
hooks to the head and then Gibbons 
missed a right hook for the jaw. After 
sparring for a while Tunney leaped in 
with a left and right to the face, Tun- 
ney stepped Inside Gibbons’s right hook 
and drove a left to the body and then 
hooked a right to the head, ducking un- 
der Gibbons’s right hook. After jabbing 
several lefts to the face, Tunney drove 
@ left and right to the body. Gibbons 

azed the chin with a short left hook. 

unney hooked a left uppereut to the 
face and repeatedly crossed his right to 
the face. ibbons drove a right to the 
jaw and. leaped in with a left and right 
to the jaw and then drove another right 
to the jaw shaking Tunney to his toes. 
Tunney retreated to the ropes and Gib- 
bons hooked a left to\the head at the 

ell. 


Ninth Round. 


Tunney jabbed his left to the face. 
Gibbons hooked a left to the jaw and 
then drove a right to the body. They 
exchanged left Jabs to the face. Gib- 
bons hooked a left to the body. Tun- 
ney jabbed a left to the body and then 
Gibbons. hooked.a right to the jaw which 
made Tunney clinch. Tunney hooked a 
solid left to the body and then drove 
a right and left to the head. They ex- 
changed lefts to the head and then Gib- 
bons drove a right to the face. Tunney 
was low with a right for the body and 
Gibbons’s face took on a look of pain. 
Tunney was warned. Tunney, drove a 
left and right to the head. Tunney 
crossed a right to the head which drew 
blood from a cut over Gibbons’s left eye. 


Tenth Round. 


After jabbing a left to the face Tunney 
stepped close with a right and left to 
the face. ‘Tunney drove a right to the 
body and Gibbons came back with a 
left and right to the body. Tunney 
Jabbed several lefts to the face and then 
drove a right to the ody. After jabbing 
a left to the face Tunney drove a right 
to the jaw. Tunney hooked a left to the 
aw and Gibbons was in full retreat. 

uaney peppered Gibbons with lefts and 
rights to the face, forcing Tom to the 
ropes. Tunney hooked a right to the 
head. Gibbons was on the defensive, 
retreating and covering before the blows 
of Tunney. Tunfiey drove a left and 
right to the head and then hooked a left 
to the face. Tunney drove a right and 
left to the face at the bell. 


Eleventh Round. 


As Gibbons came in Tunney drove a 
right to the heart. Gibbons jabbed a 
left to the face and Tunney drove a 
right to the body. Tunney drove Gib- 


bons off with lefts and rights to the 
face. . Tunney hooked a left to the body. 
Gibbons grazed the chin with a long left 





Pure Worsted 
Swimming 
Suits 


for Men and Women 
Pacific Coast Style or 


Two-Piece 


$350 $5 $650 $7 


All Colors and Sizes 
at Both Stores 


105 Nassau Street (Cor. Ann) 
~~ ‘$18 Fifth Avenue (At 43d St.) 


his right and left tq the face and then . 


hook, but Tunney leaped in and smoth- 
ered his riva) with lefts and rights to 
the head. Tunney ed a left to the 
body, and after an exchange of left jabs 
Tunney stepped in with a right to the 
head and. drove another right to the 
heart. Gibbons’s left eye was closing 
under the battering. Tunney sent Gib- 
bons’s head back with a snappy left jab 
and dr a hard right to the heart at 
close qudrters. Gibbons wag weary and 
sought only to cover up. Ibbons was 
covers from a right to the face at the 


Twelfth Round. 


They exchanged left jabs to the face. 
Gibbons/was short with a right hook to 
the jaw. Tunney stepped in with a left 
hook to the body. Tunney kept pegging 
away with lefts and rights to the head. 
autor drove a right to the jaw and 

ibbons went down for a count of 7. 
Under another fight, Gibbons went down 
and was counted out while struggling 
to regain his feet in his own corner. 
Gibbons was trying to get to his feet as 
ten’ was counted over him. The round 
had gone 1 minute, and 23 seconds. 


SHIRT-WAIST PARTY 
DECLARED BY CROWD 


Great Good-Natured Throng Sheds 


Collars, Too, in Vain Attempt 
to Keep Cool. 


The crowd that flocked into the Polo 
Grounds last night will probably go 
down in fistic history as the great shirt- 
waist party. Never in the annals of the 
ring has such a big aggregation of coat- 
less and collarless fans been seen to- 
gether. It was the only way to keep 
half way cool on the fifth night of the 
June heat and if it had been put to a 
vote, many of the customers would 
haye voted for pajamas as the proper 
attire for the occasion. 

But to return to the silk shirts—there 
were some wonderful specimens present, 
grading off from those worn by prom- 
inent bankers and bootleggers near the 
ringside to the less sheer grades far 
away in the bleachers. It was a great 
and good-natured crowd, ready, like old 
Bob Evans's fleet, ‘‘for a fight or a 
frolic.” 

The. fight was provided by Gibbons 
and Tunney, while the preliminaries 
provided the frolies. 

They strewed and steamed into the 
gates from all directions—east sidé, 
west side, all around the town—and tn 
fact from_ out-of-town, including many 
Middle Westerners who believe Mike 
Gibbons to be the logical contender, 
“and always will.” all Street, the 
stage, all sorts of sport, a dash of Mead- 
ow Brook and a medley of other New 
Yorkers were included in the shirtwaist 
party, and the lady fans were there 
sleeveless, but not so cool—plentifully 
sprinkled through the crowd. 

In fact everybody seemed to be there 
except the Gibbons twins. The Gib- 
bonses were unavoidably detained in 
St. Paul. . 


King Solomon wore wonderfal red silk 
trunks. But his tignting Was not so 
gaudy in the sa semi-final with 

omero. 


Ii was rumored about the ringside 
that Solomon's real name was McClus- 
key. Romero Rojas fights like a man 
trying to keep the mosquitos away. 


A faint breeze was stirred at times 
about the ringside by Romero’s wild 
swings. This was greatly appreciated 
by the steaming fans. 


After the King Solomon-Romero bout 
the. fans applauded loudly; they were 
glad it was.over. 


The semi-final was ended on the riin- | 
ute of ten o'clock, which was keeping | 
pretty close to schedule. 

Soe Humphries has béen announcing 
so vociferously during the heat wave 
that he is down to the welterweight 
limit. 

A fine broth of a boy—is this Tunney, | 
He was born in Greenwich Mme 2 ust | 


around the corner from Luke 


nor’s. 


on- | 


! 
-_ } 
They say the old-time sports are com- | 
ing back, At any rate many a hard- | 
boiled fan was swinging a palm leaf fan | 
during last night's pastime. | 
7 

Tex Rickard was said to be camped | 
In the offing, still looking for that log- | 
ical contender. | 


The demand for tickets was very big. 
In fact, one of the boxing writers had | 
fifty-seven calls on the phone before 10} 
o'clock yesterday morning from those | 


ve Bt gi. “ sik 
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Family Not Near Gibbons 
For First Time at Fight 


se 


ST. PAUL, Minn., June 5 (F).— 
Tommy Gibbons’s strongest support- 
ers were a long way from the ring- 
side tonight when the St. Paul boxer 
mét Gene Tunney. They were Mrs. 
Gibbons and the five little Gibbonses, 
namely, Tom, 7;. Jack, 5; Dick, 3, 
and Mark and Jerome, twins, 1 year 
old. It will be one of the few times 
that Tommy has engaged in a big 
fight without his family near by, 
though they never have attended &ny 
of his contests, 


paging thé pasteboards. This was said 


e a new high record. 


Mayor Hague steamed over from Jer- 
or Or to see if the place looked any- 
thing like Boyle’s Thirty Acres. 


James Joy .Johnston, who was re- 
leased as Johnny Dundee’s manager 
some time ago, was there, wearing a 
violent hatband. 


Dundee and Johnston regarded each 
other with only Iukewarm interest. 
Dufidee thinks the manager’s cut fs the 
unkindest cut of all. 


KNOCKOUT SHOCKS ST. PAUL. 


None of His Admirers Believed He 
Would Lose Even on Points. 


8ST. PAUL, Minn., June 5 (#).— 
“Tommy Gibbons knocked out’’—the 
word spread through sporting circles 
here tonight as only bad news can 
travel. Defeat on points would have 


been a surprise, but a knockout stunned 
his followers. 

Those supporters of the St. Paul 
fighter who have seen him keep his feet 
oh ap all hig long climb up the pugi- 
listic ladder had not included the prob- 
ability of a knockout in thelr specula- 
tions, and only a few admitted the prob- 
ability of defeat on points. 

His downfall at the hands of Tunney 
may mean Gibbons’s retirement from 
the ring. ,Only the lure of larger 

urses, after years of meager returns, 

as kept him in the ring in late years, 
his close friends say. 


|COBURN AND VERRAES 


WIN BIKE TEAM RACE 


Take 100-Kilometer Event, Al.- 
though Thomas and Schneider 
Also Lap the Field. 


Willie Coburn and Alfons Verraes, 
along with Ricard Schneider and Lloyd 
Thomas, lapped the field in the last mile 
of the 100-kilometér team race at the 


New York Velodrome last night before 
14,000 fans. Coburn and Verraes won 
the race, while Schneider and Thomas 
finished in second place. 

The race was run on a point basis, 
with a sprint every two miles, but when 
Coburn and Verraes-and Schneider and 
Thomas lapped the field, the points did 
not count much, as the 
the event. Anthony Beckman and Har- 
ris Horder finished third, with 67 points. 
Bobby Walthour and Freddie Spencer 
were fourth, with 65 points, and Cecil 
Walker and Alf Grenda finished fifth, 
with 59 points. Wille Spencer and Tdém 
Bello took sixth money, with 45 points, 
Bill Hanley and Freddie Hill were sev- 
enth, with 37, while Hddie Madden and 
Regele McNamara were eighth, with 34. 

lt was a hot night for a team race, 
and all the riders were very tired after 
petialling the sixty-two and a@ half miles, 
which they ¢overed in 2:17:48 2-5. 

The summaries: 


100-Kilometer Team Race, 
Won by. Willie Coburn, 
fons Verraes, Belgium, (one lap ahead, 26 
points) ;. Lloyd Thomas, San Francisco, and 
Richard Schnieder, Newark, (one lap 
ahead, 11 points), second; Anthony Beck- 
man, Secaucus, and Harris Horder, Aua- 
tralia, (67 points, one lap behind), third; 
Bobby Walthour, Arlington, Fred Spencer, 
Plainfield, (65 points), fourth; Cecil Walk- 
er, Australia, and Alfred Grenda, Tas- 
mania, (59 points), fifth; Willie Spencer, 
Newark, and Tom Bello, Brooklyn, (45 
voints), sixth; Fred Hill, joston, and 
Ville Hanley, Newark, (37 points), sev- 
enth. Time 2:17:48 4-5. 


(professional) — 
Kearny;-. and. Al- 


Lafayette Nine Elects Halstead. 
Special to The New York Times. 
EASTON, Pa., June 5.—Jonah Hal- 
stead of Paterson, N. J., a pitcher, waa 
elected captain of next year’s Lafay- 
ette College baseball team at a meeting 

today. 


UNE 


ained laps won | 
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3 CHESS LEADERS 
MAINTAIN PLACES 


Niemzowitsch Still Leads at 
Marienbad, Marshall-Rubin- 
stein Tied for Second. 


, 
—— 


TORRE SUFFERS SETBACK 


New York Playér Is Beaten by 
Spielmann in Grueling Contest 
That Goes to 63 Moves. 


STANDING OF THE PLAYERS. 


WwW. La 
N’msowitsch.9% 3% 
Marshall ... 7 
Rett ....0-..9 
Rubinstein .. 
T’takower .. 

Torre 
Splelmann .. 
Gruenfeld .. 


Przepiorka ..( 
Thomas ....5 
Opocensky ..4% 
Yates .2fe0. 
Saemisch ... 
JanowskKi ... 


Haida .....--24 


MARIENBAD, Czechoslovakia, June 5. 
—By drawing their games’ in the thir- 
teenth round of the International Chess 
Masters’ Tournament here today the 
three leaders maintained their respective 
positions. Niemzowitsch of Denmark is 
still half a point ahead. Playing the 
white side of a Zukerfort against Dr. 


Tartakower of Austria, Niemzowitsch 
drew a hard battle after sixty moves. 

Marshall, the United States champion, 
drew a ons gambit declined with 
Michell of Hngland in fifty-four moves 
and remains tied for second place on 
even terms with Rubinstein of Poland 
and Reti of Czechoslovakia. Rubin- 
stein, after declining a queen’s gambit, 
drew with Gruenfeld of Austria in-thir- 
ty-three moves. Reti, adopting Alek- 
hine’s defense, defeated Opocensky of 
Hungary by winning a piece and scoring 
in thirty-two moves, thereby making up 
for the game he lost to Torre of New 
York yesterday. 

Torre, on the other hand, had his first 
taste of defeat in this tournament at the 
hands of Spielmann of Austria, who 
scored in a grueling contest which went 
to sixty-three moves. Torre, who 
lected thé queen's pawn opening, found 
his defenses weakening when Spielmann 
sacrificed the exchange and broke 
through. This put back the New York 
State champion to sixth place, below Dr. 
Tartakower. 

Janowski of France was in brilliant 
mood, and, playing the white side of 
a quéen’s pawn opening, vanquished 
Saemisch of Germany in twenty moves. 
Haida of Hungary won his game ‘from 
Przepiorka of Poland in_ thirty-four 
moves, thanks to briliiant tactics in the 
middle game following a queen's gambit, 
which was declined by the Pole. 

A battle royal took place between Sir 
George Thomas of England and 
his predecessér as British champion. 
The Baronet played the queen’s pawn 
opening, and a most stubborn fight, en- 
scued. This was the only game which 
was adjourned, fifty-eight moves having 
been recorded. 


MALONEY LOSES ON FOUL. 


Sharkey Wins After Being Down 5 
Times in 8th, 2 in 9th. 


BOSTON, June 5 (#).—Jack Sharkey 


of Brighton won on a foul from auaey 
Maloney of South Boston tin the nint 
round of their ten-round bout here to- 
night. Maloney weighed 194 pounds and 
Sharkey 183. 

After taking a severe beating for six 
rounds, Maloney cut loose in the sev- 
enth. 
to the canvas five times. 
time Sharkéy stayéd cown 
count of ‘nine: - : 

Referee Johnny Brassill warned. Ma- 
loney early in the fight against hit- 
ting low, and after the second of two 
knockdowns in the ninth he stopped 
the bout and declared Sharkey the win- 
ner. 


MRS. FERRIE KEEPS TITLE. 


The fifth 
for the 


Beats Miss MacKenzie for Ontario 
Honors Second Year In Row. 


TORONTO, Ontario, June 5 (#).—For)} 


the second consecutive year Mrs. Gordon 
Ferrie of Hamilton won the Ontario 
ladies’ golf championship by defeating 
Miss Ada MacKenzie here today, a 
stymie on the seventeenth giving the 
winner her marin of victory, which she 
retained by halving the eighteenth’ hole. 


BEST & CO. 








Fifth Ave. at 35th St.—N. Y. 
168 Regent St., London 


For The Well-Dressed Man’s 
Sport or Week-End Wardrobe 


From England and the best sources of supply in this 
country, come the warm-weather clothes that the Men’s 


Club Floor now has ready. No matter how small 


its price every garment has that distinction of cut 
and careful tailoring that well-dressed men demand. 


WHITEHALL four-piece Golf Suits 


Navy unfinished worsted 
lounge suits. 


Knitted ar flannel sport coats. 
White flannel trousers . . . 


Linen ‘Knickers 


* ° ° 


Tan grain leather oxfords 
with crepe rubber soles 


45.00 


45.00 
18.50 
9.50 
3.95 


se- | 


Yates, | 
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In the eighth he knocked Sharkey | 





HO&s 


IN THE NEW 


Sunburn 
Esquire $1 silk hose 


‘Tue smart new 
shade of golden 
tan that. blends 
well with blue 
suits, tan shoes, 
and the new light 
colored suits. 


In Esquire $1 silk 
hose, full-fash- 
ioned and made 
with the new 
reinforced toe 
that doubles the 
Other 


wear. 


handsome shades 
include powder 
blue, Russian calf, 
cordovan, navy 
blue, light gray, 
dark gray, white, 
black. 


Weber cid Heilbroner 


| » CLOTHIERS ~-HABERDASHERS - HATTERS « 


*42nd and Madison 
*44th and Broadway 
*44th and Broadway 
* Clothing at these storcs 


BROOKLYN: 
*3%1 Fulton St., Borough Hall 


A New Style 
Named After 
An Old Friend 


~ 


One of « hendvel = 


ucrter. 


but 


or .< 


Tyas Wore 


Stores Everywhere—See Telephone Book 


P.S 


AROMATIC/ 
SWEET / 
Sizes-10¢ to 3 for 50¢ 


HM€etropolitan Distributors : 
B. WASSERMAN CO. 
77 Chambers Street, New York 

Manufacturers: 
A. SANTAELLA & CO. 
Factories: 


. Tampa and Key West, Florida 


New Store opposite New St. 


e 6 WALL Street 
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YY ankees, Giants and Robins Beat Western Rivals 
YANK ATTACK ROUTS >a srss ALT. || SNYDER’S 2 HOMERS 


THE BROWNS, 10-7 


|Hugmen Pummel Gaston and 
Giard, Offsetting Two Home 
Runs by Ken Williams. 


| 


| WANNINGER LEADS ASSAULT 





Gets Double, Triple and Homer, and 
| Gehrig Also Hits for Circult— 
* Two Singles for Ruth. 


4 
By JAMES R. HARRISON. 

| It may have been the heat, or perhaps 
| merely the humidity, but at any rate the 
| St. Louis Browns curled up crisply be- 
|fore the Yankees at the Stadium yester- 
| day. The final reckoning was 10 to 7. 
| A great deal of local water has flowed 
| beneath the local bridges since the 
Yanks last won as easy a game as this. 
'In fact, the ease with which they won 
)was™equaled only by the ease with 
which the Brownies lost. The boys from 
,the Mound City will have to step along 
| faster than this to make any consider- 
|able impression on the metropolitans. 

Several thousand folks turned out un- 
der the erroneous impression that 





Dnion Suits Of 
Cross-Check Madras 
$ 1 15 
George Sisler, Ken Williams, Bill Jacob- 
U: +) S . O son and Leslie Joseph Bush would make 
nion Suits Of it hot for the Yanks. Williams’ obliged 
Self-Striped Madras with a couple of homers into the right 
field bleachers and a triple, but all the 
& 55 | rest of the big slugging was turned in 
| by the Gotham entry. 
“Pee Wee'’ Wanninger, Re ys | 
:, . } crazed by the heat, ran amuck an 
Union Suits Of tA Couiadg 8 Givks and ®, memes. Lou 
t : rehrig, e handsome rs aseman, 
Genuine Soiesette | also helped _himself to a home run and 
|a single. Ruth slapped forth two sin- 
.65 |gles in a row, and Meusel, after sin- 
. |}gling, unveiled a three-bagger which 
| caused _— oo Earl eee 
. ° | with a two-bagger and two singles, also 
Union Suits Of | had nothing to be ashamed of. 
Imported Irish Linen Williams Displays Wisdom. 
| These deeds are mentioned merely to 
$4. ' | show how foolish ball players will some- 
| times act. Here it was the hottest day. 
2 | of the current Summer,’ yet the lads gal- 
@ Made of Materials Expressly |loped their heads off around the bases 
Woven To Be Cool, Soft And | just for the sake of raising a fine per- 
Light, Yet To Withstand Wear | spiration. Williams was smart enough 
Both In Use And In Wash. All | to sink his swats into the bleachers, but 
Garments Are Extra Roomily Cut, | Wanninger and Gehrig ran themselves 
Full-Draped And F Fitti | ragged on drives inside the enclosure. 
ull-Draped “ind Mree-ritting. e case of Wanninger is puzzling even 
‘. 5 | his closest friends. eretofore Paul's 
@ Our V-Neck Union Suit, One | idea of a one hit ee ee &, Single 
| which reached the outfielder on the firs 
Of The Many Important Style |} bounce. But in the second inning, with- 
And Comfort Features, Eliminates lout any suitable warning, he whipped a 
i i 7 lengthy triple over ce’s head in righ 
That Ugly Line Which Shows | contre. in’ the next round he poked a 
Through Thin Outer Shirts. | speedy homer down the same thorough- 
| fare and in the fifth he slashed a two- 
1 bagger down the first base foul line. His 
COMPARE! tcollection lacked only a_ single, but, 
| coming up again in the sixth, he popped 
a foul to the catcher. 

Urban Shocker faced Milton Gaston at 
| the start. These two gentlemen figured 
| prominently in a certain trade last Win- 

i (ter. They are not exactly blood enemies, 
Strem-BiocH# SMART CLOTHES | but each one was trying to show what a 
Exclusi But Not E: * terrible mistake was made when he was 
xclusive, Dut Not Expensive eo ee ge is ae, ne 
!was knocked unceremoniously from s 
Barr ttle Se areal mooaae Ne the third when the Yanks 
| piled up six runs. 

125 AND 127 WEST 42nd STREET * Milton's successor was Joe Giard, an- 
338 MADISON AVE.. Facing Biltmore |other of the chattels in the Shocker- 
EXCHANGE PLACE AT NEW STREET Bush-Gaston swap. Joseph was rapped 
62 BROADWAY, Below. Wall | ruggedly in the same third and at inter- 

COURT ST., At Montague, BROOKL a vals,thereafter. 


thing of a hurry. A bounding shot from 

| Robertson’s bat clipped his pitching 
| digits in the eighth and bunged up’ a 
|! valuable knuckle. Combined with the 
excessive warmth this forced Urban to 
decamp with two out in the same frame. 
Waite Hoyt was the official rescuer. 


Yanks Score Early. 


Singles by Combs, Ruth and Meusel, 
with two out, accounted for a run in the 
first, and a walk to Shocker and Wan- 
ninger’s triple did similar service in the 


second. 

Bediqgm broke loose all over the place 
in the third. Following a pass to Combs, 
Ruth singled to right, and both bounced 
home on Meusel’s triple to _ centre. 
| Gehrig rammed a single to right, send- 
ing Meusel in and Gaston out. 

Ernie Johnson greeted Giard with a 
| sacrifice and Bengough popped out. 
Shocker was again walked, and Slugger 
Wanninger brought the parboiled fans 
to their feet with his circuit drive to 
lthe fence, pushing Gehrig and Shocker 
{in ahead of him. 

Doubles by Wanninger and Combs 
|made it 9 for the Yanks in the fifth. 
Gehrig lambasted a homer to left centre 
in the sixth for an even 10. 
| “The first Williams homer was the first 
St. Louis tally—in the fourth. Sisler 
singled in the sixth, Williams tripled 
an.. McManus doubled for two more. 
With Robertson on first in the eighth, 
| Williams up and soaked another one 
linto the sun seats. When McManus 
| singled and Jacobson strolled, Shocker 
took the air. Off Hoyt the Browns made 
a pair of markers in the ninth that were 
interesting, but not vitally important. 


The score: i 

ST. LOUIS NEW YORK (A.) 

* A AbDRHPoA 
2| Wannig’r,ss 5 2 3 
0} Dugan,3b 
1| Combs,cf 
0} Ruth,rt 
3| Veach,rf 
0| Meusel,if 
0 
0 
1 
1 
1 
2 
0 
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a 
«as 
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WY 
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to tO Coto CT OCI tg 
i] 


Robert'n,3b 
| Rice,rf 


quarter | = 


ht eel 
at at 
worses 
TT) 
olomonucoooomr 


Williams,lf 
Mec Manus,2b 
Jacobson,cf 
Dixon,c 
aTobin 
| Rego,c 
LaMotte,ss 
Gaston,p 
| Giard,p 


Roymont) =: 


| Cigars 


on 


o 
ObI GO Ito BS 
NO me BOS 


a 


Cowes 


Gehrig,1lb 
E.John’'n,2b 
Bengough,c 
Shocker,p 
Hoyt,p 


oMROoeNS 


S00 
On me 
ono 
SCOnmotweor 


ooo 
KOOK OOM 


0 


CoOortee oh 


no 
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Total...36 1015 


— 
_ 


Errors—None. 
aBatted for Dixon in seventh. 
bBatted for Giard in ninth. 
011 00 x—10 
| St. Louis 0001020227 


Two-base hits—Dugan, Wanninger, Combs, 
McManus, Bennett. Three-base hits—Wan- 
ninger, Meusel, Williams. Home runs— 
Wanninger, Williams (2), Gehrig. Sacri- 
fices—E. Johnson, Shocker. Double plays— 
E. Johnson, Wanninger and Gehrig; E. 
Johnson and Gehrig. Left on bases—New 
York 9, St. Louls 6. Bases on balls—Off 
Gaston 2, Giard 3; Shocker 2. Struck out— 
By Shocker 1, Hoyt 1, Gaston 1, Giard 1. 
Hits—Off Gaston 7 in 2 innings (none out 
in 3d), Giard 8 in 6, Shocker 10 in 7 2-3, 
Hoyt 8 in 1 1-3. Wild _pitch—Glard. Win- 
ning pitecher—Shocker. Losing pitcher—Gas- 
|ton. Umpires—Hildebrand, Evans and Din- 
}neen. Time of game—2:02. 


UNIT 


Cigar Stores 


AMERICAN ASSOCIATION. 


At Kansas City. 
H. E, 


R. 
9000102 20.-5 9 O 
..-9000000000 7 1 


Dumont, 


Kansas City 
Minneapolis 
Batteries—Schupp and Shinault; 


A Word to the Wives is Sufficient Middleton ana Ainsmith, 
At Indianapolis. 


SEALPAX Columbus 10224 1-15 7 * 


di lie ..020010100—-4 10 1 
7 BUTTON UNION SUITS "eae teatnah <teaaina and Urban; Fitzsim- 
Perry 


| mons, Niles and Robertson. 
Haberdashers 


At Louisville. R 
Louisvillé .....-.101 100 0 ie | 
CLOTHIERS ._ HATTERS 
Broadway at 29th St. 
Breslin 


Toledo ..ssesesss 010000 02 
Hotel 


E, 


7 
9 
8 

Batterles—Tincup, Koob, Holley and Meyer; 

Lyons and Schulte, Vigurest. 

At Milwaukee. 
R.H.E 


| vaukee 100 033 020 000 01-1024 4 
St.Paul. ..000 021051000 00-9183 


Batteries—Bell, Eddelman and Skiff; Kolp, 
| Faeth, Merritt, McQuaid and Collins,” 


Broadway at 66th St. 
Hotel Marie Antoinette 


774 6th Ave. 
Hippodrome Theatre Building 


STANDING OF THE CLUBS. 


W. L. P.C. Ww. L. 
Paul...2720 .574] Toledo ....2323 . 
.2620 .565}-M’apolis ...23 27 
.25 22 .5632] Kan. City..21 25 
.2422 .522] Columbus .17 27 


ven 


| L 
| St. 
Louisville . 
In’apolis . 
M’'waukee 


COLLEGE BASEBALL RESULTS. 


Holy Cross 8, Columbia 1. 
Colby 3, Maine 0. 


Baseball Today, Yankee lum, Yankees 
ys. St. Louis. Game star at 3 P. M,—Advt, 


ACTS LIKE MAGIC 


ON TIRED. TENDER. SMARTING, 
SWOLLEN, SWEATY FEET 


ENTS—ALL DRUGGISTS 





hocker, too, had to vacate in somé | 


YESTERDAY'S RESULTS, 


AMERICAN LEAGUE. 
New-York 10, St. Louis 7. 
~~ Philadelphia 8, Detroit 6. 
Washington 5, Chicago 3. 
Boston 5, Cleveland 4. 


NATIONAL LEAGUE. 
New York 11, St. Louis 5. 
Brooklyn 7, Chicago 6. 
Philadelphia 6, Pittsburgh 5. 
(11, innings). 
Cindinnati 1, Boston 0. 
(10 innings). 
aS n- .3* 
STANDING OF THE CLUBS. 


AMERICAN LEAGUE. 
Won. Lost. 

Philadelphia ..........31 13 
Washington . 29 17 
Chicago 24 21 
St. Louis . 24 26 
Cleveland .cccoccsessesat 23 
Detroit .20 28 
New York..cccccccce-l8 27 
Boston By | 29 


ee 


NATIONAL LEAGUE. 
Won. Lost. 
380 13 
-25 19 
22 19 


New York... 
Brooklyn 
Pittsburgh . 
Philadelphia 21 21 
Cincinnat! ..ccesceesse sdk 23 
CGHIGAEO .ccisccepocserl® 6 
Boston. -osccvec 5 


a 
‘ 


eee eeeee 
see eee ewes 
“ee eeeeee 


eee eeee 


WHERE THEY PLAY TODAY. 


AMERICAN LEAGUE. 
St. Louis at New York. 
Game starts at 3 P. M.) 
Detrolt at Philadelphia, 
Chicago at Washington. 
Cleveland at Boston. 


NATIONAL LEAGUE. 
New York at St. Louis. 
Brooklyn at Chicago. 
Philadelphia at Pittsburgh. 
Boston at Cincinnati. 


ATHLETICS DEFEAT 
THE TIGERS, 8 10 € 


Simmons Fails to Get Hit After 
Making One or More in 
23 Straight. 


PHILADELPHIA, June 5.—The Phila- 
delphia Athletics won. a free-hitting 
game from Detroit on the Tigers’ first 
local appearance of the season here to- 
day by a score of 8 to 6. Groves hurled 
excellent relief ball until he grew wild 
in the ninth and was yanked. 


Woodall was put out of the game by 
Umpire Ormsby for arguing decisions 
on balls and strikes. 

Al Simmons, the Athletics’ centre- 
fielder, failed to get a hit in the game. 
Up to today he had one or more hits 
in twenty-three consecutive games. 

The score: 
PHILADELPHIA 


Bishop,2b 


ale, 3bo. 
Kes, BD-Rb 
La 


DETROIT (A.) 

Ab 
3 | Haney,3b a 
6 |.O;Rourke,2b 3 
47¥"thergill,lf 5 
0 | Cobb,cf 
0 
0 
0 


> 
wo 

35 

re 


* 


ar, 
Simmons,cf 
Welch,rf 
Cochrane,o 
Perkins,c 
Poole,ib 
Galloway,ss 
Walberg,p 
Groves,p f 
B'mb’tn'r,p 0 


Total...36 8 16 27 11 
Errors—Philadelphia 2 
Detroit 1 (Heinmann), 
Philadelphia 
Detroit 


Heilmann,rf 

Blue,Ib 

Tavener,ss 
1 | Woodall,c 
0 | Stanage,c 
2| Leonard,p 
’ 


Mwohwchok 

CHORCCONHOeKD 
HHO DRI WOM mM 
COOMH OEM ROD 
KROSCON COCO WP 


Doyle,p 


Set C9 CO ND et OF ae CR ali 
COOS HE em NWOMBOO TD 
CH RPNRHOmRONwWOOm 
ROCA ema 


Total. ..36 6 14 24 10 


(Poole, Galloway) ; 


002120 001-6 


Two-base hits—Dykes, Perkins, Poole. 
Three-base - hit—Dykes. Sacrifices — Poole, 
Galloway, O'Rourke, Simmons, Double plays 
—Dykes, Bishop and Poole; Tavener 
O'Rourke and Blue; Dykes, Galloway and 
Poole; Galloway, Dykes and Poole, Left on 
bases—Detroit 9, Philadelphia 8. Bases on 
balls—Off Leonard 1, Doyle 1, Walberg 2, 
Groves 2. Struck out—By Leonard 4, Doyle 
1, Walberg 1, Groves 5. Hits—Off Leonard 
7 in 31-3 innings, Doyle 9 in 4 2-3, Walberg 
6 in 3 (mone gut in fourth), Groves 7 in 
5, Baumgartner 1 in 1. Winning _pitcher— 
Groves. Losing pitcher—Doyle. Umpires— 
Ormsby, Moriarty and Nallin. Time of 
game—2 :35. 


RED SOX WIN IN NINTH, 5-4. 


Flagstead’s Single With the Bases 
Full Defeats Indians. 


BOSTON, June 5 (#).—Pinch Hitter Ira 
Flagstead’s single in the ninth with the 
bases full scored two runs and enabled 
the Boston Red Sox to defeat the Cleve- 


land Indians, 5 to 4, today in the first 
game of the Western invasion. Pitcher 
Benny Karr’s home run into the right- 
field bleachers put the Indians ahead 
in the first half of the inning. 
The score: 
BOSTON (A.) CLEVELAND (A.) 
ADRHP. AbRHPoA 

Williams,cf 411 0 & 
Ezzell,3b 
Boone,rf 
Vache, if 
Todt,ib 
AW’ bsg'ss,2 
Lee,ss 
Heving,c 
aCariyle 
bFlagstead 
Ruffing,p 
cRogell 


Total...33 5102 


Errors—Boston 
Cleveland 0. 

*One out when winning run scored. 

a Batted for Heving in ninth, 

b Batted for Carlyle in ninth. 

c Batted for Ruffing in ninth. 
Boston 1010001025 
Cleveland 010100310 1-—4 


Two-base hits—Todt, Heving. Three-base 
hits—J. Sewell, Boone. Home run—Karr. 
Sacrifice—McNulty. Double play—Ruffing, 
Lee and Todt. Left on, bases—Cleveland 9, 
Boston 6. Bases on balls—Off Karr 3, Ruf- 
fing 4. Struck out—By Ruffing 3. Wild 
pitech—Karr. Umpires—Gelsel, McGowan and 
Connolly. Time of game—2:05. 


BOXING BOUTS TONIGHT. 


Commonwealth + oe 5 Club—K. O. Phil 
Kaplan vs. Jack McVey; Homer Robinson vs. 
Joe Bashara. Two twelve-round bouts. 


Ridgewood Grove 8. 
Kochansky vs, Jackie Coburn; Sonny Smith 
vs. Benny Hall; Roscoe Hall vs. Earl John- 
son; Nat Savitsky vs. Danny Smith; Booker 
Dowlin vs. Johnny Willets. Five six- 
round Bouts. a 


Fourteenth Regiment Armory, Brooklyn— 
Frankie Pitcher vs. Sandy Taylor; Vic Bur- 
rone vs. Billy Ryckoff, two ten-round bouts. 
Billy McMahon vs. George Keyes; Artie At- 
tell vs. Billy Hern; Maxie Singer vs. Nick 
Palmer. Three six-round bouts. 
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MAKE 6 GIANT RUNS 


- 


Drives in Groh and Jackson 
Twice as the Cardinals Are 
Ldid Low by 11 to 5. 


SCOTT FIRM AS RUNS LOOM 


Pitcher Rhem the Fifth Casualty of 
Series When Bal! Hits Him 
on Shin. 


By HARRY CROSS. 


Special to The New York Times. 
ST. LOUIS, Mo., June 5.—Frank 
Snyder's bat procded the Giants to an 
11 to 5 victory over the Cardinals here 


today. Pancho, with two home runs 
into the right field bleachers, produced 
half a dozen of the runs which the 
Giants hung on the scoreboard. 

His first circuit tap came in the fifth 
and shoved Groh and Jackson home 
ahead of him. The second belt into the 
sun seats in the eighth shoved the same 
Groh and Jackson over the pan again. 

The violence and productiveness of the 
New York attack offset a handicap 
of loose fielding by the upset Glant 
infield. Groh, still limping a bit with 
his injured knee, playee at third, start- 
ing a game for the first time since the 


opening of thé season, in Boston. In 
the last inning, a new candidate made 
his appearance in Mickey Devine, the 
catcher who is being groomed for in- 
field duty. 

Jack Scott was nicked for numerous 
hits, but he was boss of the Cardinal 
sticks when runs were threatening. In 
the eighth and ninth Hornsby's players 
tried hard to put over rallies, but the 
best they could ¢o was a run in each of 
the last two chapters. 


Rhem Hit on Right Shin. 


There was another casualty in today’s 
fray. In the sixth inning, a hard drive 
from Bill Terry’s bat hit pitcher Flint 
Rhem on the right shin bone and he 
nad to be carried from the field. It 
was believed tonight that the bone was 
broken and that Rhem, one of the most 


promising of the Card recruits, will be 
out of the game for some time. 

Rhem was as wild as a Gulu in the 
second. Groh singled to right and Jack- 
son walked. After Snyder skied to 
Flack, Groh scooted to third. Rhem 
had no idea about the locality of the 
plate and Scott ambled crowding the 
corners. Hornsby went over to the box 
and went to all the pains of showin 
Rhem where the plate was. You'd thin 
Flint would profit from that advice, but 
it didn’t seem to do him a bit of good. 

He walked Southworth and _ forced 
Groh home with a philanthropic run. 
Young holsted a sacrifice fly to Jack 
Smith in deep centre, Jackson scoring 
after Smithy had made a wonderful one- 
handed catch. Rhem seemed to be on 
the skids but he buckled down and fan- 
ned the dangerous Bill Terry. 


Cardinals: Even the Count. 


The cards came up on even. terms 
with the Giants in the third. Rhem got 
an infield single to Jackson and the 
pitcher went to third on Blade’s safe 
tap to left. Smith forced Blades at 


second and Kelly made a wild throw to 
first to make a double play, Rhem scor- 
ing, while Smith went ‘to second. 
Manager Hornsby singled to right, a 
high fly falling unmolested between 
Young and Kelly. Young threw to third 
to cut off Smith. It was a low throw 
and Smith kept right on home. Jackson 
made a wild toss to the plate. Smith ar- 
riving with a run, while Hornsby tod- 
dled right along to third. Bottomley 
farined and O'’Farrel hoisted to Young 
to end the session, 
Pancho Snyder broke the tie in the 
fifth, with two out of the way, Groh 
gs his third single of the matinee. 
einie went to third on Jackson’s double 
to left and Synder gave them both a 
free ride home when he soaked a homer 
into the right field steerage, bringing 
Mead York’s harvest of the units up to 
ive. 
Engrave one more for the Cards in 
the same spasm. Blades was safe on 
Groh's juggle and Smith lifted to South. 
Hornsby’s singles to centre shoved 
lades to third and he scored on Bot- 
tomley’s sacrifice fly to Meusel. 


Fifth Casualty of Series 


After Young walked in sixth and 
Terry hit a terrific bouncer at Rhem. 
The ball hit the pitcher on the right 
shin bone so hard that Rhem collapsed 


and had to be carried from the field. 
This is the fifth player who has been 
hurt in this series. uster Mails, who 
has been a cripple for a month took 
Rhem’s place on the mound. 
Bottomley made a great one-handed 
grab of Kelly's foul fly» Young going 
to third after the grab. Meusel’s single 
to right sent Young home and Terry t6 
third. As Groh fanned, Meusel stole 
second. Jackson streaked a two-bagger 
to left which had the immediate effect 
of influencing Terry and Meusel over 
the platter. Mails tossed Snyder out to 
terminate the New York jollification. 


The ire of St. Looey fans was ignited 
against Umpire Pete McLaughlin in the 
seventh on a ball thrown to Terry. It 
was a passed ball advancing two Giant 
runners. Duster Mails maintained it 
was a foul tip. Mac said it wasn’t. The 
crowd was with Mails and among the 
things McLaughlin was addressed as 
were robber, thief, rogue, bandit and 
highwayman. 


One fan remarked cheerfully ‘‘we’re a 
tough bunch here in St. Louis,’’ as if 
he was proud of the sentiment ex- 


y 


pressed, _ 


The grand stands here are_ thickly 
populated with folks who consider them- 
selves good umpires. It would be easy 
to recrult a whole staff from any row 
of seats. 


Groh has a torn fingernail alre®dy and 

he hasn’t played two full games yet. 
The score of today’s game: 

NEW YORK (N.) ST. LOUIS (N.) 

AbRHPoA ADRHP 
Blades, lf 


Smith,cf 
Hornsby,2b 
Bot’mley,1b 
O'Farrell,c 
Flack,rf 
Bell,3b 
Toporcer,ss 
Rhem,p 
Mails,p 
aHafey— 
Stuart,p 


Total...405 14277 
(Kelly, Groh, Jackson 


° 


S’worth,cf 
Young;rf 3 
Terry,ib 6 
Kelly,2b 5 
Meusel, if 5 
Groh,3b 4 
Devine,3b 0 
Jackson,ss 4 
Snyder,c 5 
Scott,p 8 


Total..40 11 
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Errors—New York 4 
2); St. Louts 1 (Bell). 
a Batted for Mails in eighth. 
New York ....- 020033 030—I11 
St. Loulg ......+- ~-»-002010011—5 


Two-base hits—Terry, Bottomley, Young, 
Jackson 2, Three-bas>2 hit—Hornsby. Home 
1uns—Snyder 2. Stolen base—Meusel. Sacri- 
fices—Young, Bottomley, Toporcer. _ Double 
play—Jackson, Kelly and Terry. Left on 
bases—New York 11, St. Louls 10. Bases on 
balls—Off Rhem 5, Mails 3. Struck out—By 
Scott 5, Rhem 1, Mails 3, Stuart 2, Hits— 
Off Rhem 9 in 5 innings (none out ih sixth), 
Mails 4 in 3, Stuart 0 in 1. Passed ball— 
O'Farrell. Losing pitcher—Rhem, Umpires— 
McLaughlin, Rigler and Hart. Time of game 
—2:18 


~ 


Pickups and Putouts + 


Bill Dinneen covered a lot of ground 
umpiring at third base. He stood first 
on one foot and then on the other. 


Ruth went eight full innings, his 
longest ‘stretch us far. His hitting 
was sharply clean, but he is still a 
feeble citizen on the base lines. The 
hot spell has taken much from his slim 
supply of strength. : 


Twelve Yankees went to bat in the 
third and six hit safely. When Girard 
finally extinguished the blaze the bases 
were full and Meusel was at the plate. 

—_— 


populated with a delegation of several 
thousand high school students, guests of 
the management. 


Meusel is in a bad slump. He hasn’t 
hit a homer in two days. 


First appcerenese may be deceitful, 
but it looks as if George Sisler will have 
his troubles keeping out of the second 
division this year. 


It did Shocker no good at all to run 
twice from first to home in high. Urban 
hired out as a pitcher and not as a 
middle-distance runner. 


The léft field bleachers were densely The, Browns will amuse again today. 
/ 


Five Leading Batsmen 
In Each Major League 


’ 

AMERICAN LEAGUE. 
Player—Club. G. AB. R. 
Wingo, Detroit 26 
Heilmann, Detroit 27 
Simmons, Philadelphia.44 193 47 
Cobb, Detroit 41 
Speaker, Cleveland....37147 28 


NATIONAL LEAGUE, 


Player—Club. G. AB. R. 
Hawks, Philadelphia...33 109 24 
Hornsby, St. Louis....41156 40 
Barnhart, Pittsburgh..38 141 32 
Bancroft, Boston ....37140 25 
Burrus, Boston 27 


SENATORS’ 4 IN TH 
BEAT WHITE SOX, 6-3 


Cvengros’s Wildness Paves Way 
for Champions’ Victory— 
Marberry in Rescue Role. 


WASHINGTON, June 5.—The Senators 
defeated the Chicago White Sox today, 
5 to 3, when Cvengros, after pitching 
on even terms with Coveleskie for six 
innings, developed a wild streak in the 
seventh that paved 
runs for the champions. Marberry came 
to Coveleskie’s rescue in the eighth to 
shut off a Chicago rally that netted 


two runs. 
The score: 


WASHINGTON ( 
ADR 
McNeely,ct 5 0 
R.Harris,2b 2 1 
Rice,rf 51 
Goslin, If 41 
Judge,1b 41 
Bluege,3b 30 
Peck’p’h,ss 3 1 
20 
30 
00 
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CHICAGO 
A 


Mostil,cf 
Davis,ss 
Collins,2b 
Sheely,1b 
Falk,if 
Hooper,rf 


a 


Ruel,c 
Coveleskie,p 
Marberry,p 


Total... .31 


Crouse,c 
Cvengros,p 
Blank’ship,p 
a 8.Harris 


Total....3135 2413 
(McNeely), Chicago 
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Errors—Washington 1 

2 (Davis, Sheely). 

a Batted for Cvengros in eighth. 
Washington 

Chicago 

Two-base hits—Biuege, McNeély. Three- 
base hits — Peckinpaugh. Stolen bases — 
Davis, Goslin, Judge. Sacrifice—Coveleskie. 
Sheely, Collins, 8S. R. Harris. Double play— 
Kamm, Collins and Sheely. Left on bases— 
Chicago 5, Washington 12. Bases on balis— 
Off Cvengros 6, Biankenship 1, Coveleskie 1, 
Marberry 1. Struck out—By Cvengros 5, 
Coveleskie 2, Marberry 1. Hits—Off Cven- 
gros 9 in 7 innings, Coveleskie 5 in 7 1-3, 
Blankenship 1 in |, Marberry 0 in 1 2-3. 
Hit by pitcher—By Cvengros (Judge). Win- 
ning pitcher--Coveleskie. Losing — pitcher— 
Cvengros. Umpires—Owens and Rowland. 
Time of game—2 hours. 


REDS WIN IN TENTH, 1-0. 


Luque Holds Braves to 3 Hits— 
Pinelli’s Double Ends Game. 


CINCINNATI, June 5.—Luque out- 
pitched Larry Benton in a ten-inning 
pitchers’ duel today and the: Cincinnat} 
Reds won from the Boston Braves, 1—0. 
Luque struck out ten men and allowed 


only three hits. 

After Roush singled and Walker 
walked in the tenth inning, Pinelli 
drove in the winning run with a double. 

The score: 

CINCINNATI (N.,) BOSTON (N.) 

AbRHPo A 
Critz,2b 11 Neis,cf 
Dressen,3b Marriott,3b 
Welsh,rf 
0 


a 


A 


a) 
oh -) 


1 


Roush,cf 

E.Smith,lf Burrus,ilb 
Walker,rf 
Pinelli,ss e 
Niehaus,1b 
Hargrave,c 
aZitzmann 
Wingo,c 
Luque,p 0 


Total....3417 30 13 

Errors—Cincinnati 1 
Neis, R. Smith). 

* Two out when winning run scored, 

a Ran for Hargrave in ninth. 
Cincinnati 000000000 1-1 
Boston 000000 000 00 

Two-base hits—Burrus,  Pinelll. Stolen 
bases—Burrus, Neis. Sacrifice—Niehaus. 
Left on bases—Boston 3, Cincinnati 12. 
Bases on balls—Off Benton 7. Struck out— 
By Benton 2, Luque 10. Umpires—Klem and 
McCormick. Time of game—1:53. 


BATTLE FLEET NINE WINS. 


Overwhelms Scout Fleet in Final 
Game for Title, 18-2. 


HONOLULU, June 4 (4).—The battle 
fleet today buried the scout fleet under 
a salvo of twenty-two hits and won the 
final of the interfleet baseball cham- 
pionship with a score of 18 to 2. 


SKEETERS LOSE FINAL, 12-4, 


Orioles Pound Kiefer and Get Even 
Break in Series. 


BALTIMORE, June 5.—The Baltimore 
Orioles evened the series with Jersey 
City today by winning the final game, 
12 to 4. Tommy Thomas turned in his 


second victory of the week for the 
Orioles, both over the Skeeters. 

The champions got nine hits off Kiefer 
in the first two innings and continued 
to hit him timely until he retired at 
the end of the seventh. 

The score: 


BALTIMORE 


Maisel,3b 
Connelly ,rt 
Brainard,2b 
Porter,cf 
Ogden,ct 
Roser, if 
Boley,ss 
ShHeedy,1b 
Cobb,c 
Kopshaw,c 
Thomas,p 


Total. ..34 


¢ 
3 
0 


9 


Gibson,c 
Harris, |f 
Padgett,2b 
R. Smith,ss 
Benton,p 


Total... .83 0 3°29 16 
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(Pinelli), Boston 2 
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JERSEY CI 
A 


McCar’'n,2b 
Gaudette,rf 
Jacobson,cf 
Holt,1b 
Sheridan,3b 
Malone,ss 
Simpson,lf 
Vincent,c 
Freitag,o 
Kiefer,p 
aZeller . 
Tillman,p 
Cantrell,p 


Total....34 4 9 2415 
(Porter), Jersey City 


> 
Cr 
] 
St 


mrOoCONnon 


SS 


POSWMBNOTAUA 
ROOD HK Heeb bo 
NOON COMME AM,, 
CH micwomownmor” 
SOCONRSCOCONSOP 
SoH wnronwa naan 
ocooo 
ooo 


21 


a 
ao 
i] 
~ 
a 


Errors—Baltimore 1 
4 (Holt 2, Malone 2). 

a Batted for Kiefer in eighth. 
Baltimore 210210 15.—12 
100000 021—4 


Two-base hits—Holt, Malone. Three-base 
hit—Jacobson. Home runs—Thomas, Porter, 
Simpson. Sacrifices-—-Holt, Thomas, Sheedy 
Cobb, Brainard. Double play—Boley and 
Sheedy. Left on bases—Jersey City 10, Bal- 
timore 11, Bases on balls—Off Kiefer 4, 
Tillman 3, Cantrell 1, Thomas 6. Struck 
out—By Kiefer 1, Thomas 5. Hits—Oft 
Kiefer 12 in 7 innings, Tillman 1 in 1-3, Can- 
trell 2 in 2-8. Hit by pitcher—B Kiefer 
(Boley). Passed balis—Freitag, opshaw. 
Losi pitcher—Kiefer. Umpires—Fyfe and 
McBride. Time of game—2:00, 


OTHER INTERNATIONAL GAMES 


At Syracuse. 
R. H. E. 


011001 00.-—3 7 2 
1-001 0010002 7 8 


and McGee; Satter- 


Syracuse 

Toronto ... 
Batteries—Grabowsk! 
field and Manion. 


At. Rochester. 
H. E. 


R. 
Buffalo ........000 101 023-7 9 0 
Rochester ......8300 000 000-3 7 1 


Batteries—Brice and Hill; Mallet and 
Head. 
At Providence. 


R. H. E. 
Providence ....022 010 000-14 10 1 
Reading .......800 000 000-3 8 2 


Batteries—Tomlin and Elliott; Lynch, Man- 
gum, Hyman and Smith, 


STANDING OF THE CLUBS. 
W. L, P.C. W. L. P.C. 
Toronto ...33 17 .660] Buffalo .:.3026 .535 
Baltimore...20 19 .604} Rochester .1926 .422 
Jersey City.27 22 .551| Syracuse ..1730 .362 
Reading ...2723 .540' Providence,.15 34 


WHERE THEY PLAY TODAY. 
Syracuse at Jersey City. 
Toronto at Reading. 
Rochester at Providence. 
Buffalo at Baltimore. 


WHEAT'S BAT REAPS 
VICTORY FOR ROBBINS 


One of His Two Home Runs 
Clears the Bases, Sowing a 
7-6 Defeat Upon Cubs. 


ALSO HITS INTO TRIPLE PLAY 
See nemences 


Man on Second and First When 
Friberg Halts His Wallop and 
Three Go Down. 


By M. W. CORUM. 
Special to The New York Times. 
CHICAGO, June 5.—Uncle Robbie 
sowed Buckwheat on Cubs Field this 
afternoon and reaped a 7 to 6 victory. 


Wheat hit two homers and the Robins | 


won by one run. The class in arith- 


metic. can figure out who was respon- | 


sible for the Brooklyn triumph. 


The master minds of the Cubs made 
one great tactical error and it cost them 
the bal) game. They tried to play their 
outfielders inside the park with Wheat 
at bat, and no greater mistake has 
been made since Napoleon went to war 
without his shock troops. With those 
short fences and the Cubs’ pitching 
what it was, Zack hasn’t had so much 


the way to four/|fun_since he quit playing three-old-cat | 


at Polo, Mo. In those days in Missouri, 
over the fence was out, but nowadays 
in Chicago everything goes. 

Wheat had the distinction of hitting 
into one of the first triple plays of a 
season which 
Really, three men figured in this play, 
but Umpire Sweeney wilh not get credit 
for an assist. Just prior to its enact- 
ment, however, he had chased Charley 
Grimm from the game and it was that 
distressing happening whigh made the 
play possible. 


How the Triple Worked Out. 


With men on first and second and 
‘Wheat swinging the club that had al- 


ready caused the Cubs much ef, 
Barney Friberg went to first ase. 
Barney is an outfielder.. First he placed 
himself with one foot almost touching 
first like a schoolboy infielder. Gabby 


diamond and then Friberg went to the 
other extreme and took up a position 
far too close to second. 


Hartnett gave | 


} 


| 





| 
| 


} 


is now at fever heat. | 


| 


| Hartgett waved him further into the} 


| 


it up, but it turned out all right from | 


his standpoint. 

Wheat walloped what would have been 
a sure double squarely into the startled 
Friberg’s glove and all he had to do 


was run over and foe first and then toss ! 


leisurely to Maranvi 
ner off second. 


e, tripling the run- } 


No blame should attach to the Robins’ | 


base runners fur this. They simply did 
not think it was possible for Wheat to 


hit one within catchjng distance of any | 


fielder. 

In the third innin 
one over the right 
with two runners on. 


eld seats and fence 
This was the 


Zack had spanked | 


inning in which the Robins made five | 


runs on: five hits, 
and Cox, 
Berry and Wheat’s wham. 


doubles by Brown | 
singles by Johnston and De} 


Looking back it seems that all these} 
runs were made off Lefty Cooper, the} 


original Chicago pitcher, but it is hard 
to tell for sure.’ In this game Chicago 
pitchers were as expendable as buck 
privates in a sham battle. 


Dazty Has Hard Work. 


Only one toiled for Brooklyn and he 
was Dazzy Vance. Toiled is the right 
word, for the big fellow had to work 
hard throughout, Only in one inning, 
when he struck out the side in the 
fourth, was he the Vance that he is 


o| capable of being. 


This may come too late to get into 


0| the evidence of the trial down in Ten- 


nessee, “but in that frame the man from 
Nebraska made monkeys out of the 
Cubs. Two or three times they were 
still striking vigorously after the ball 
eae started back toward the pitcher’s 

Ox, 

But that was the high point of 
Dazzy’s day. The North Siders fell on 
him for four runs in the first. Brooks 
hit a homer in the sixth and they got 
one more and were close to a tle in the 
oan. After their big flare-up In the 
third the Robins counted in the fifth off 
Wheat’s second circult smash, and in 
the sixth on one by Hank DeBerry, who 
got three hits in four times at bat. 

There were seven double plays in the 
game, 


It was fair and warm—warmer than 
fairer, 


Cub Park boasts thé shortest outfield 
fences and the longest announcer’s meg- 
aphone in baseball. It takes two men to 
hold up the megaphone, but only one to 
pop a long fly into the bleacher seats. 


Friday is Ladies’ Day at this park, 
and a good many of the boys brought 
their wives and sweethearts. It was 
sheer accident, of course, that they hap- 
pened to select this particular day to 
give the little women an outing. 


Since the Cubs appeared in Brooklyn, 
about three weeks ago, their line-up has 
been changed to the extent of a new 
third baseman, shortstop and three new 
outfielders. There's a shake-up that’s a 
shake-up. 


Golf, they say here in Chicago, cost 
Arnold Statz his job in the big leagues. 
Many a man would give more if he 
could only wield as wicked a mashie as 
Jiggers. 


Poor old Wheat! 


The score of today’s game: 
BROOKLYN (N.) CHICA 


AbDRHPoA 
Adams,2b 

Ma'nville,ss 
Freigau,3b 
Brooks,cf 

| Griffith,rf 
Hartnett,c 
Grimm,1ib 
. A Sa 
Weis,] 
Cooper,p 
Keen,p 
aHeathcote 
Jacobs,p 
bGonzales 
Bush,p 
cPittenger 


Total. ..36 
Errors—Brooklyn 0, Chicago 1 ( 
ville). 
aBatted for Keen in sixth. 
bBatted for Jacobs in eighth. 
cRan for Maranville in ninth. 


Brooklyn 005 0110007 
Chicago 400 001 0106 


Two-base hits—Griffith, Brown. Three- 
base hit—Brooks. Home runs—Wheat 2, De- 
Berry, Brooks. Stolen bases — Freignau, 
Grimm. Double plays—Maranville, Adams 
and Grimm 2; Ford, Stock and Fournier 2; 
Loftus and Fournier; Maranville and Fri- 
berg; Johnston, Stock and Fournier. Triple 
play—Friberg and Maranville. Left on bases 
—Brooklyn 8, Chicago 6. 8 on balls— 
Off Vance 3, r 1. Struck out—By 
Vance 6, Cooper 1, Bush 1. Hits—Off Coop- 
er 7 in 32-3 nnings, Keen 8 in 8 1-3, Jacobs 
2 in 2, Bush O in 1. ' Passed ball—DeBerry. 
Losing pitcher—Cooper. ~Umpir Pfirman, 
Sweeney and O’Day. Time of game—1 :54. 


EASTERN LEAGUE. 


Z 


I.) 


8 


SCSOSSSSSOOOH HD ROM RG 


Ford,ss 
Johnston,3b 
Wheat, if 
Fournler,ib 
Brown,cf 
Cox,rf 
Loftus,rf 
Stock,2b 
DeBerry,c 
Vance,p 


Total. ..36 
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New Haven 
Worcester . 7 
Batteries—Davies and Berger; Anderson and 


Cronin, 
At Springfield. 


Gyrmnneieds See teaepeandasaue aeakeed 
Albany .. pentiutescavacsl ee 7 
Batteries—Fortune and Neiderkorn; 
Alstyne and Caulway. 
At Pittsfield. 


Waterbury 
Pittsfield .. 
(Fourteen innings.) 
Batteries—Bishop and Schauffel; 


and Hagar. 
At Hartford, 
R. H. E. 


eetdepeoteccsctocessah IQ © 

Hartford . ers Pee TS ae 
Batteries—Hansqn, Caffery and Army; 

Beatiey, Schwartz, Temple and Kenna, Fla- 
erty. S 


STANDING OF THE CLUBS. 

W. L, P.C. w. 

Springf’d ..2315 .605 | B’ "t ...20 
++-2617 605] Wat'b’y ..19 

.-2218 .550 | W'cester ...13 

New Haven2119 .525/| Pittsf’d ....13 


Howe 


Bridgeport .... 
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CooL CLOTHES READY 
AAT WALLACH’S 


Dixie Weave suits 


Smart as wool-cool as silk; no laun- 
dry bills - smart style on the hottest 
days. Two piece Dixie Weave suits 
tailored by Hart Schaffner & Marx 
are here at *25 *30 *35. 


Cool Crest mohairs 


They’re three piece suits; silk lined. 
Cool Crest is our imported mohair. 
They’reremarkablesuitvaluesat*25, 


Cool Crest flannels 


You'll like the imported flannel; 
plain grays and striped grays are 
smartest. They’re three piece suits 
- silk lined at *35. 


Linen knickers $395 to $10; Cool cloth 
knickers*6°°to* 135°; Flannel trousers, 
the new shades *7°° to $15, 


WALLACH BROTHERS 


FIFTH AVENUE opposite the Libr. 
and at 12 East 42nd Street se 


°246-248 West 125th 
y corner 29th, *Thitd Avenue corner 122d 


* Oxr Harlem stores open evenings 


Fully protected, patented July 15, 1924 


‘Bachelors’ Buddy” 


Step Bore button — Perfect fit- 
ting. No lapping. No gaping down 
the front. No Gane int and 
laundries don't phase them. Do you 
wonder they're “bachelors’ buddies” 
and the housewife's friend 2 $1.50 
and up. Boys’ sizes, 95 . 


Lax and Burgheimer Corporation, 
New York Distributors, 
34 West 23rd Street, N. Y. C. 


Tel. Gramercy 5210, 


Sealpax 


. UNION SUITS 


Two buttons on the shoulder—none down the front 


SEH SRERSHE SE EOHREB EES 





‘QUATRAINIS BEATEN 
AY BELMONT PARK 


Disappoints in Eastern Debut 
by Running Third in Ben 
Brush Handicap. 


SANDE’S RIDE IS FUTILE 


Jockey Gives Best Effort but Colt 
Lacks Speed—Marconl Easily 
' Wins the Race at 10 to 1. 


By HENRY BR. ILSLEY. 


Frederick Johnson’s Omar Khayyam 
_€olt Quatrain failed to impress followers 
of racing hereabouts when he made his 
Eastern début at Belmont Park yester- 
day afternoon in the Ben Brush Handi- 
cap for three-year-olds and upward at 
a mile and a sixteenth. He ran third 
to the Belair Stud’s Marconi and Gif- 
ford A. Cochran's Dangerous, whi) 
finished in that order. 

Quatrain carried top weight of 122 
pounds, giving fifteen to Marconi and 
peven to Dangerous. The racé was run 
in the fast time of 1:43 flat. Sande had 
the mount on the winner of the New 
Orleans Handicap and the Louisiana 
Derby and gave his best efforts, but 
Quatrain lacked speed and was more 
than ten lengths back of the winner at 
the finish. 

A large crowd braved the intense heat 
to catch a giimpse of the crack colt 
which went to the post the favorite for 
the Kentucky Derby and made him the 
8-to-2 favorite in a field of five. 
Fortunately there was a light breeze 
which made the afternoon at least bear- 
able, but followers of favorites had an 
unplesant time, only one finishing in 
front. 

Racing men who saw Quatrain per- 
form last Winter at New Orleans were 
of the opinion that he is not up to the 
form he displayed in his winning per- 
formances there, while others are 
strongly inclined to believe that the 
Johnson colt has been decidedly over- 
rated. While he broke well in third 
position and Sande gave him a hard 
ride to move up to second place on the 
turn the colt could not match Marconi’s 
well-sustained speed and easily ‘suc- 
cumbed to the closing rush of Danger- 
ous. 

Marconi, also a son of Omar Khayyam 
—both colts having been bred at William 
Woodward's Belair Stud — was an out- 
sider in the Ben Brush. He opened at 
6 to 1 and was neglected by the talent, 
going to 10 to 1 and remaining at that 
figure until the horses went to the post. 
Dangerous and F. M. Kelly’s Feysun | 
were equa! second choices at 3 to 1. 

Sweeping Away had the post position 
on the rail, with Dangerous next, Qua- | 
train in the middle, Feysun fourth and 
. Marconi on the outside. The field was 
away well together, with Feysun first 
to break. Marconi showed great im- 
provement over his last performance 
and soon raced into the lead, followed 
by Feysun, Quatrain, Dangerous and 
Sweeping Away. 

Down thé backstretch Marconi opened 
@ lead of three lengths. Feysun hung 
on well for a time and then dropped 
back pont yy 4 to finf@h next to last. 
Sande made his move with Quatrain 
half way round the turn and moved into 
second place as Feysun weakened. Mar- 
coni meantime had increased his lead to 
five lengths. 

Dangerous was the last to get away 
when the barrier rose and trailed the | 
field to the top of the stretch. There 
Clarence Kummer got him going and he 
came with a great rush, easily fisposing 
of Quatrain and going after Marconi. 
Stevens did not have to ride his mount 
out, however, and won easily by half a 
length, Dangerous being ten lengths in 
front of Quatrain. 

The fractional times of the race were: 
0:24, 0:48, 1:12, .1,38, 1:43. Stevens 
showed keen judgment of pace in rating | 
Marconi in front. The first, second anf 
third quarters were all run in 0:24 flat. 
The fourth quarter was run two seconds 
slower, but Stevens had such a com- 
manding iead that he was able to ease 
his mount anc still have a safe margin. 

The biggest field that has run in a 
handicap curing the meeting went to the 
post in the Garden City, fourteen ac- 
cepting the issue. It proved an easy vic- 
tory for the Lilane Stable’s Sun Altos, 
which closed fast in the stretch and 
drew away to beat Mrs. A. Davis's 
Washington by four lengths, Pep to 
Peep, the 4-to-1 favorite, was third. 

Edith Cavell may be a first-class filly, 
The bay daughter of Man o’ War and 
The Nurse beat elght other smart two- 
year-old fillies in the race for the Ama- 
ryllis Purse over the five-furlong course. 
| 
| 








It was the second straight victory for 
Edith Cavell. McDermott again showed 
his Glass as a rider by breaking the filly | 
fast away from the barrier. He too 
her to the front and she stayed there to 
the end, finishing a length in front of 
Mrs. K. E. Hitt’s What’ll I Do. 

The summaries: . 


FIRST RACE. 

For three-year-olds and.upward; fillies and | 
mares; the Coy Maid Purse; claiming; 
purse $1,000. One mile. 

Horse. wt Jockey, 
Lady Audrey....111 Hudgins 
Joella, J 115 Sequin 
Balance Sheet...107 Fllis 
Spanish Name.. Maiben 
Skirmish Callahan 
Pencraft Wallace 
Bobbed Bandit-; Kellum 
L. Ambassador.. Stevens 
Insulate ‘ W.Harvey 
Demurrage Ambrose 
Westover Mergler 
Julie Beach 
Mixture 14 Catrone 36 

Place affd show: Lady Audrey, 6 to 1, 3 
to 1; Joella J., 5 to 1, 5 to 2; Balance Sheet, 
8 to 5. 


Odds.Fin, | 
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Time—1 :39, 

Start good; won driving; place same, Lady 
Audrey, ch. f., 4, by Madrigalian—Lady Lon- 
don; owned by W. V. Dwyer and trained by 
J. L. Donovan. 

SECOND RACE 

For ,four-year-olds and upward; allow- 

ances; the Raceland Purse; purse $1,200. One 


mile. 
Horse. Jockey. Odds.Fin. 
Kellum 5-1 1% 


Cartoonist 

Blind Play .....112 C.Kummer 9-5 2* 

Brice 1 Callahan 40-1 3b 
Stevens 7-10 4 

Place and show: Cartoonist, 6 to 5, out; 
Blind Play, 1 to 3, out; Brice, 7 to 5. 

- Time—1 :36 2-5. 

Start poor; won driving; place same. Car- 
toonist, b, g-. 5, by Celt—Honey Bee; owned 
by H. C. Fisher and trained by A. B. Gor- 
don. 





THIRD RACE. 
For two-year-olds; fiilies; allowances: the 
Amarylis Purse; purse $1,200. Five furlongs, 


straight course. 
Jockey. Odds.Fin 


Horse. wt, 

Edith Cavell....108 McDermott 4-5 11 
J.McTaggart 4-1 
pa 
> 


What'll I Do....109 

Alley Oop 106 Ellis 

Dictation .......106 Maiben 
. Thurber 


Syria .... 

*Pontine Judy 

tClelie . L.Fator 

*Tea . Legere 

ftAuray ...106 Thurber 
*J. E. Madden entry. 


entry. | 
Edith Cavell, 1 to 8, | 
} 


f). 
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-2 
~1 
5-1 
-1 

5-1 
5-1 

-1 
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Place and show: 
to 6> What'll I Do, 6 to 5, 1 to 2; Alley 
Oop, 1 to 4. 
Time—O:58 1-5. 
Start good; won driving; place same. 
Edith Cavell, b. f., 2, by Man o’' War—The 
Nurse: owned by W. M. Jeffords and 
trained by R. A. Smith. 
FOURTH RACE. 
For three-year-olds and upward; The Ben | 
Brush Handicap; $1,500 added. One mile 
and one-sixteenth 
Jockey. dds.Fin. 


Horse. wt 
Marconi OT Stevens 0-1 1 
Dangerous ...... c.Kummer 
oo Sande 
eysun { Breuning 
Sweeping Away..117 Schuttinger 12-1 £ 
Place and show: Marconi, 3 to 1, 4 to 5; 
Dangerous, 4 to 5, 1 to 3; Quatrain, 1 to 6, 
’ Time—1 :43. 
Start good; won easily; place driving. 
peatest. ch. c.; by Omar Khayyam—La De- 
iverance; owned by the Belair Stud and 
trained by J. Fitzsimmons. 
FIFTH RACE. 


For three-year-olds and upward; claim- 


ee OP Ae 


Entries, Riders, Probable Odds 
And Weights for the Suburban 
6 


A field of eleven has been named 
to go to the post this afternoon for 
the thirty-ninth running of the his- 
toric Suburban Handicap for three- 
year-olds and upward at a mile and 
@ quarter, with §$7,500 in added 
money. , Joseph E. Widener’s crack 
distance running four-year-old colt 
Altawood is expected to be the fa- 
vorite, with Jamés Butler’s Sting a 
close rival in the betting. The en- 
tries, weights, jockeys and probable 


odds are as follows: 
: Prop. 


Odds. 
2tol 
5to2 
6 tol 
12 tol 
20 tol 
20 tol 


Horse. wt. 
Altawood 128 
Sting 122 
Mad Play 124 
Aga Khan 114 
Flagstaff 112 
Cherry Pie 108 
King Solomon’s 

Seal 107 Pierce 
Catalan 104 Ambrose 15 tol 
Swope 100 Wallace 20 tol 
Stirrup Cup 95 W. Harvey 20 tol 
Danby 92 Callahan 40tol 


Jockey. 
Sande 
Breuning 
L. Fator 
Stevens 
McAtee 
Ellis 


10 tol 


ing: the Garden City Handicap; $1,200 
ed; six furlongs, main course. 
Horse. Wt. Jockey. Odds. 
Sun Altos § Turner 8-1 
Washington ....103 Ambrose 20-1 
Pep to Peep.....112 J.MeTaggart 4-1 
Dry Moon 112 Johnson 9-2 
Emissary 106 Coltiletti 
Golden Spire.... Di Vito 
Biurmont ....... McAtee 
Hidalgo i Maiben 
King O'Neill II.. L. Fator 
Top Sergéant....1 W. Harvey 
Wellfinder ...... Sande 
Battersea 1 Hudgins 
Thurber 


eh et et a 


Leatherwood ... 
Great Man...... Waxofft 

Place and shows: Sun Altos, 3 to 1, 8 te 
5; Washington, 8 to 1, 4 to 1; Pep to Peep, 
even. 

Time—1 :11. 

Start good; won easily: place same. Sun 
Altos, b. g., 4, by Sun Briar—Los Altos; 
owned by the Lilane Stable and trained by 
F. M. ray.* 

SIXTH RACE. 

For two-year-olds; maidens; 
the Shady Lane Purse; purse 
furlongs, straight course. 

Horse. Jockey. Odds. Fin. 
Sea Rocket Coltiletti 10-1 15 
Vespasian Sande 7-2 2% 
Cutitout Johnson 6-1 3° 
Nichavo L. Fator -§ 4% 
Senate Ambrose 20-1 5% 
Gewgaw Mc Atee 20-1 65 
Brose Hover..... Thurber 50-1 7'% 
Christy Mahon.. Ellis 40-1 8% 
*Caracosta ..... Collins 3-1 9% 
*Bronx Maiben 3-1 10% 
Nero Brunner 10-1 11% 
Imitator Cc. Kummer 30-1 12° 
Little Ruth Legere 20-1 13 

*L. A. Price éntty. 

Place and show: Sea Rocket, 4 to 1, 2 to 1; 
Vespasian, 6 to 5, 3 to 5; Cutitout, even. 

Time—0O :58 3-5. 

Start good; won driving; place same. Sea 
Rocket, br, ¢., 2, by Sea Rock—Edna Marie; 
owned by the Pastime Stable and trained by 
E. G. Shaffer. 

Weather clear; 


Suzuki Forfeits Cue Match. 

Two matches were played yesterday 
afternoon and evening at the Fourteenth 
Street Billiard: Academy in the round 
robin three-cushton billiard tourney in 
progress there. In the afternoon James 
Maturo défeated Albert Cutler, 50 to 28, 
in fifty-eight innings and in the evening 
K. Suzuki forfeited to Eric Hagenlacher 
in the sixty-first inning of their match 
after a dispute over a shot. 


LATONIA ENTRIES. 


allowances; 
$1,000; five 


track fast. 


FIRST RACE—Purse $1,500; . claiming; 
three-year-olds. and upward; six furlongs. 
Col. Wagner -104 pounds, *Rolling Wave , 
*Announcement 94, Down. Town 106, Delect- 
able 109, Chesterbrook 108; *Capt. Donan 94, 
Marvin May 114, *Mikado 108, Polnsetta 99, 
Little Jimmy 98. 

SECOND RACE—Purse $1,500; maiden two- 
year-olds, colts and geldings; five furlongs. 
Lord Meise 115 pounds, Percentage 115, Paul 
Weidel If. 115, Maicolm B. Jr. 115, Frazer 
115, Nine Sixty 115, Blockhead 115, Mib Mc- 
Gee 115, The Engineer 115, Little Cook 115, 
Lombardo 115, Royal Omar 115. 


THIRD RACE—Purse $1,400; ¢laiming; 
three-year-olds and upward; one mile. *Sin- 
cere 93 pounds, Offspring 111, Nogales 111, 
Reelfoot 111, Brotherly Love 111, *Flying 
Prince 106, *Kit 101, *Wong. Bok 106, The 
Competitor 111, Wrack Ray 111, Purity 111, 
*Escarpolete 111. Also eligible, Miss Mazie 
106, Aviette 96. 

FOURTH RACE—Purse $5,000 added; Clip- 
setta Stakes; two-year-old fillies; five fur- 
longs. Belle 116 pounds, tPanola 116, Mal- 
vina B. 111, Becky Broomhill 107, Indian- 
apolis 107, Dolly Bay 114, Wildwood_ 107, 
tEpitome 124, Barbara 107, Cupid's Curse 
107, Mary Kinkead 111, Helen's Babe 111, 
Rose Marie 107, Queen Clara 107. finterna- 
tional Stable entry. 


FIFTH RACE—Purse $5,000 adde the 
Quickstep Handicap; three-year-olds afd up- 
ward; six furlongs. Better Luck 113 pounds, 
Lathrop 107, Will Land 111, tLawless 99, 
Cyclops 112, tSandhurst 99, Queen. of the 
Forest 110, tArcady 102, Reputation 107, King 
Nadi 108, tKentucky Cardinal 107, Brown 
Sugar 107, Kitty Pat 102, {The Runt 102, 
Quince Garden’ 104, Energy 119, Supremus 
103, Certain 107. tH. P. Whitney entry. 3G. 
Frank Croissant entry. 

SIXTH RACE—Purse $1,500; claiming; 
three-year-olds and upward; six furlongs. 
Say No 104 pounds, John Hager 99, Pandar 
Peete 104. Dudley 114, Dusty Mary 104, Capt. 


| Haney 104, Treaguag 104, Col. Gilmore 114, 


*Sarah Day 94, Volt 105. 

SEVENTH RACE—Purse $1,600; claiming; 
three-year-olds and upward; miie and seventy 
yards. Victorle 106 pounds, *Foreign Rela- 
tions 100, Barracuda i112, Saar 107, *Blue 
Stone 112, *Tall Grass 92, *Boones Knoll 102, 
*Rothermel 100. 

*Apprentice allowance claimed. 

Weather: clear: track fast. 


BELMONT PARK ENTRIES. 


FIRST RACE—The Flowerfield; claiming; 
for two-year-olds; five furlongs, straight. 
*Frances Rock 99 pounds, Madrigal II. 107, 
Volunteer 111, Ceres 104, Orbit 111, Upton 
114, First Hour 107, Hillside 107, Trapeze 
104, Somerset 107, Green Blazes 104, Gareth 
107, Sea Net 104, Happy Birthday 107, 
Little Blaze 107, Shampoo 104, *Ringing 
Bells , Mix 104, Light View 114. 

SECOND RACE—The Corinthian Steeple- 
chase Handicap; for four-year-olds and up- 
ward; about two miles. Sans Peche 138 
pounds, Dunks Green 4148, *Buliseye 140, 
Brave II. 134, Vox Populi II. 159, Not Much 
159, Damask 147, Carabinier 142, 
131, Handsome 138, Boatman 
Lawrence 132, Duettiste 152. 

THIRD RACF—The Fréeport Handicap; 
for three-year-olds; six furlongs, main 
course. Nedana 118 pounds, Superlette 
117, Royalite 118, Cloudland 108, Storm King 
113, Kathleen Crosby 102, Pique 123, En- 
slaved 107, Peanuts 104, Laplander 109, 
Noe#h 126. 

FOURTH RACE—The Suburban Handicap; 
for three-year-olda and upward; one mile 
and a quarter. Flagstaff 112 pounds, Aka- 
wood 123, Aga Khan 114, Swope 100, 
Cherry Pie 1€8, Stirrup Cup 95, King 
Solomon Seal 107, Mad Play 124, Sting 122, 
Catalan 104, Danby 92. 

FIFTH RACE—The Whisk Broom; condi- 
tions; for two-year-olds; five and a half 
furlongs, main course. Marche Militarie 
116 pounds, Racky Lane 106, Araby 110, 
Punjab 113, Fiddlesticks 110, Happy Birth- 
day 106, Celidon 110,. Blatona 103, Ingrid 
116, Espino 110, Ursa Major 113. 

SIXTH RACE—The Shorham; claiming: 
for four-year-olds and upward; one mile 
and an eighth. *Costigan 106 pounds, Scoop 
104, Vulnad 113, Grenadier II, 104, Comie 
Artist 104, David Harum 111, *Blue Hill 
111, *Donnelly 106, *Thimble 108. 

*Apprentice allowance claimed. 

Weather clear; track fast. 
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TWO COSTLY INNINGS 
LOSE FOR COLUMBIA 


Holy Cross Piles Up 5 Runs in 
First and 3 in Eighth 
to Win, 8 to 1. 


WARM RECEPTION FOR FITCH 


. 


Blue and White Hurler Lasts Only 
One Frame—Horton and Walsh 
Star in the Field. 


Spectal to The New York Times. 

WORCESTER, Mass., June 5.—Coach 
Andy Coakley’s Columbia ball team had 
two bad innings here today, which were 
enough to ge Holy Cross an 8 to lI 
victory. Fitch, who started on the 
mound for Columbia, lasted just one 
inning the Purple sluggers registering 
five rungs on five hits and one error. 
gae. Seaple play saved more trouble for 

tch. : 

In the eighth inning the Purple attack 
opened up again and three more runs 
were sent over on two singles, a triple 
and an error. 

Columbia scored its lone tally in the 
opening frame. Kennedy flied out. Hor- 
ton singled over second and went to sec- 
ond on Trentacosti’s clean hit. Horton 
took a big lead, stole third and scored 
a moment later when Walsh threw out 
Zegri at first. : 

orton, in centre field for the Blue and 
White, put up a stellar game, while 
Walsh, at third, also turned in some fast 
fielding, cutting off several Columbia 
ts 


The score: 
HOLY CROSS. 
ADRAP. 
Gautreau,2b 5 
Walsh,3b 
Cote,ss 
Savage,cf 
M’rissey,rf 
Freeman, lf 
McEntee,1b 
Doherty,c 
Davidson,p 


Total. ..33 


COLUMBIA. 
AbREP. 


° 
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HOH OCOD RM 


Kennedy,ss 
Horton,cf 
T’tacostl,3b 
Zegri,If 
Roth'feld,1b 
Lorch,2b 
Miller,rtf 
Ray,c 
Fitch,p 
Billings,p 
aV.Brocklin 


) 
Total....83 16 24 

Errors—Holy Cross 1 (McEntee), Columb 
2 (Rothenfeld, Lorch). 

a Batted for Miller in ninth. 
Holy: Cross 500000 03.-—8 
Columbia A 100000 0001 

Two-base gy Rng Three-base hit— 
Walsh, McEntee. Stolen bases—Cote, Horton, 
Sacrifices—Walsh, Freeman. Double play— 
Lorch,. Rothenfeld and Trentacosti. Innings 

itched—By Fitch 1, Billings 7. Hits—off 
Fateh 5 in 1 inning, Billings 7-in 7, Bases 
on balls—-Off Davidson 1, Billings 2. Hit Dy 

itcher—By Davidson (Miller). Struck ot— 

y Davidson 7, Billings 1. Umpires—Barry 
and Leahy. Time of game—2:00, 


PHILS WIN IN 11TH 
ON MITCHELL’S HIT 


Harler Beats Pirates, 6-5, With 
Single After Wrightstone’s 
Homer Ties Count. 
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PITTSBURGH, June 5 (#).—Clarence 
Mitchell, Phillies’ hurler, won his own 
ame today with a single to right, scor- 
ng Sands in the eleventh inning for a 
6-to-5 victory over the Pirates here to- | 
day. The Phillies came from behind 
in. the sixth inning, when Wrightstone’s 
home-run ‘drive with two on tied. 

The score: 
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Burns, lf 
Fonseca,2b 
Williams,rf 
Harper,ctf 
Hawks,1b 
Henline,c 
Sand.ss 
Wr'stone,3b 
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—_—————— | bGrantham 
Total....41 69 33 10 | Gadch,c 
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Total....40 59 33 i8 


Errorse—Philadelphia 1 (Wrightstone), 
Pittsburgh 2 (Cuyler, Wright). 

aRan for McGinnis in eleventh. 

bRan for Smith in ninth. 

cBatted for Kremer in eleventh. 
Philadelphia 1108 000 01-6 
Pittsburgh 0200 000 00-5 


Eleven innings. 

Two-base hita—Moore, Carey. Three-base 
hit—Carey. Home run—Wrightstone. Stolen 
bases—Cuyler, Traynor. Sacrifices—smith, 
Morrison, Wrightstone. Double plays— 
Mitchell, Sand and Hawks; Traynor, Smith 
and Traynor. Left on bases—Philadeiphia 9, 
Pittsburgh 47. Bases on ballsa—Off Mitchell 
3, Morrison 4. Struck out—By Mitchell 2, 
Kremer 3. Hits—Off Morrison 6 in 6 In- 
nings (hone out in seventlhi), Kremer 3 in 
5. Hit by pitcher—By Morrison (Henline), 
Kremer (Fonseca). Losing pitcher—Kremer. 
Umpires—Moran, Wilson and. Quigley. Time 
of game—2:08. 


LATONIA RESULTS. 


FIRST RACE—For three-year-olds; claim- 
ing; purse $1,500; six furlongs, Broken 
Toy, 95 pounds (Johnson), $24.50, $14.40, 
$6.90,. first; Lady Hourless, 110 (M. Gar- 
ner), $16.30, $8.10, second; White Wings, 
93 (Mortensen), 5.50, third. Time— 
1:131-5. Kublai Khan, Muldoon, Lad o’' 
Mine, Friend, Tinamou, Dr. A. L. Biggs, 
Pander Pete, Ada Blackjack and Agnes 
Call also ran. 

SECOND RACE—For two-year-olds; fillies; 
maidens; claiming; purse $1,400; five fur- 
longs. Frances Louise, 100 pounds (Fronk), 
$8.70, $5.10, $3.50, first; Rose H., 104 
(Fields), $28.80, $17.60, second; Blue Sprite, 
110 (M. Garner), $5.20, third. Time— 
1:01 3-5. Sanguine, Delco Light, Twister, 
Jet, Sister Diana, Katherine Dillon, Pa- 
thence, Margaret Gaut and Candy Jar also 








ran. 

THIRD RACE-For three-year-olds; claim- 
ing: purse $1,300; one mile and seventy 
vards. Rocky, 106 pounds (Meregler), 
$17.70, $6.90, $4.60, first; San Silk, 98 
(Noel), $12.60, $7.10, second; Julia Lee, 
105 (Albiker), $6.30, third, Time—1:44 8-5. 
Fasnet, Neat Girl, Air Castle, Ocean Cur- 
rent and Return also ran 

FOURTH RACE—For three-year-olds and 
upward; allowances; the Worthville Purse; 
purse $1,500; @ix furlongs. Sanahurst, 96 
pounds (Charles), $5.30, $2.80, $2.40, first; 
Oh Susanna, 101 (Mergler), $3.60, $3, sec- 


ond; Postillion, 105 (Wil!iams), $4.70, third. | ||| 


Time—1:12" J. G. Denny, Cream Puff, 
Court Lady and Cherokee also ran. 

FIFTH RACE—For three-year-olds and up- 
ward; allowances; the Wa&aiton rurse; 
purse $1,800; one mile-and seventy yards. 
Broadway Jones, 97 pounds (Johnson), $7, 
2.7%, $2.80, first; Hopeless, 108 (B. Hay- 
vey), $2.40, $2.20, second; Abstract, {7 
(Mergler), 3.90, third. Time—1:42 2-5. 
Phidias, Bridesmaid and Francesa Victoria 
also ran, 

SIXTH RACE—For two-year-olds: allow- 
ances: the Greenup Purse; purse $1,500; 
five furlongs. Bubbling Over, 114 pounds 
(Meyer), §2.40, $2.20, $2.10, first; “My 
Colonel, 112 (Connelly), $2.90, $2.80, sec- 
ond; Chicago, 114 (Fronk), $2.80, third. 
Time—0:59 3-5. The Engineer, Marial Bar- 
ton and O Yucha San also ran. 

SEVENTH RACE—For three-year-olds and 
upward; claiming: purse $1, ; one mile 
and one-sixteenth. Minto II, 106 pounds 
(Meyer), $5.30, $3.40, $2.90, first; Make Up, 
115 (Fronk), $3.30, $2.60, second: Fanny 
De Coursy, 97 (Mergler), $3.70, third. Timed 
—1:45 3-5. Plus Ultra, Jupiter and Fret- 
well also ran. 

Weather clear; track fast. 





Post and Paddock 


The coolest spot at Belmont Park these 
days is in President Widener’s pet lobby 
under the enclosure stand, where the 


breezes blow, the Hawaiian orchestra 
beguiles and the ladies’ soda fountain 
is a compelling magnet. 


Quatrain is not likely to have man 
friends for the Belmont Stakes a week 
from today. Neither Marconi nor 
Dangerous, which finished far in front 
of the Johnson colt, has been considered 
in the first flight of the three-year-olds 
hereabouts. - 


Man o’ War's sons and daughters con- 
tinue to score. American Flag and 
Florence Nightingale are candidates for 
the three-year-old honors for the colts 
and fillies, Edith Cavell should make 
another fine mare for r. Jeffords's 
stud when her racing days are over. 


More than a quarter of the card was 
scratched out, there being twenty-one 
scratches out of seventy-nine entries, 


The boys on the lawn had 
profitable day. a& hot but 


There were two claims in the opener, 
A. Segnet taking Westover for $2,000 and 
A. J, Both getting Skirmish for $3,000. 

The protest flag was run up over th 
finish rd after the running of the 
first Tace. Seguin, rider of Joella J., 
whi finished second, filed a claim of 
foul“against Lady Audrey, the winner, 
but it was not allowed. 


The Westchester management has pre- 
pares for a tremendous crowd for Subur- 
an Handicap day, which has the Corin- 
thian Steeplechase Handicap and the 
Freeport Handicap as added attractions, 
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PLAY CLOSE TENNIS — 
IN FINAL AT RYE 


Mrs. Pritchard and Mrs. Bailey 
Beat Misses Sherwood and 
Martin at 6-4, 6-4, 


-. Special to The New York Times. 

RYE, N. Y., June 5.—Mrs. William H. 
Pritchard and Mrs. John E. Bailey of 
New York, winner and runner-up, re- 


spectively, in the singles of the lawn 
tennis tournament at the Apawamis 
Club, won, the doubles here today. In 
the final round they deféated . Miss 
Agnes Sherwood and Miss Marie Mar- 
tin after two close sets at 6—4, 6—4. 
Earlier in the day the losing pair had 
defeated Miss Margaret Wainwright and 
Missa Maud Pool at 6—4, 6—1. 

The final round was splendidly played 
on hoth sides of the net. The greater 
steadiness of Mrs. Pritchard and_ Mrs. 
Bailey brought them through the win- 
ner in each set. Miss Sherwood and 
Miss Martin were the more aperessive 
and took the net frequently. iss Sher- 
wood, in particular, excelled within the 
service court, volleying with steadiness 
and finality. Miss Martin did not go 
forward as much as did her partner. 
Perhaps had she taken a position at the 
net when her partner did, instead of 

laying back, the outcome might have 

een different. , 

Mrs. Pritchard and Mrs. Bailey man- 
aged to pass Miss Sherwood frequently, 
driving across court at sharp angles or 
sticking the ball down the side lines. 
Miss’ Martin made a determined effort 


= fom a 


to back her partner up, but could not}. 


gct to the ball quick enough. 
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over your hat 
troubles when 
you get under 
a Young’s. 


$9.25 $3 *4 $5 


“ALL OVER TOWN” 


RAY-EDGE STRAWS 


The newest hat style 
by Blum & Koch 


They just developed this new 
hat style. The brim has the 
new Ray-Edge; smooth, round, 
different. Gets away from the 
usual “saw-edge.” See this new 
hat; looks cool, feels cool; 
the band is our Crayon color. 


$ 


WALLACH STRAWS $25° to $15. 


WALLACH BROTHERS 


FIFTH AVENUE opposite the Library 
and at 12 East 42nd Street 


Broadway below Chambers 
Broadway corner 29th 


246-248 West 125th 


Third Avenue corner 122d 


Hart Schaffner & Marx clothes set the style pace 


WHY Not 
Smoke the Finest?” 
—Dunhill Cigarettes. 
By Appointment 
to H.R.H. Prince of 
Wales—and at that, 
they’reonlya Quarter 
for Twenty! 





“Why not 
Smoke the 
Finest? 
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“SPORTS. 


Blue suits are our specialty 


Just as the Ritz is known above all 
things for its poulet en casserole, the St. 
Regis for its baked shad roe, the Van- 
derbile for its lobster thermidor— just 
so the Brokaw store’is most famous 
for its blue suits. Here we have always 


lavished our finest tailoring and our 
smartest styles. Handsome even-textuted 
serges and sturdy unfinished worsteds 
in that rich mellow shade of blue which 
has always been the aristocrat of all 
‘suit colorings. $45 to $70. 


. BROKAW BROTHERS 
Baoapway aT Foxry-Secowp Srazet 


Founpep 1856 


National Open Gol 


Championship 


gain a Spalding Ball 
is used by the winner 


The first eight players and 85% of the field. 
at Worcester used a ball of Spalding make. 


Not only in Golf, but in every athletic sport, 


Spalding equipment is superior. 


105 Nassau Street 
518 Fifth Avenue 
NEW YORK 
And All Large Cities 


of Sports 
SATURDAY’S 


Starting today 
BUY IT! 
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“All the News Fit te Print.” 
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Franck, Secretary. 
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FEDERAL POLICE COURTS. 

In his address before the State Bar 
Association of Georgia yesterday 
Unifed States District Attorney Buck- 
NER of this city again drew a picture 
of the break-down of the administra- 
tion of Federal criminal law. It is the} 
old story of a machine incapable of 
doing the work set for it. The calen- 
dars are crowded and desperately in 
arrears. The Judges are overworked 
as well as underpaid. The prosecuting 
_officials are at their wits’ end to know 
how to single out cases that ought to 
be tried first and to secure the con- 
viction of criminals before all wit- 
nesses have disappeared or died. Dis- 
trict Attorney BUCKNER at once makes 
an effective disclosure of the evil and 
/ 

The chief source of the confusion 
and delay in the administration of jus- 
tice by the Federal courts is not con- 
cealed. The criminal jurisdiction of 
the Federal Government has been 
enormously extended. 


utters a plea for its remedy. 





| eter, 


excessively 


brought 
changing. That is shown by records 


EE NE OY 


al 
‘> Pag 


and egrnestly advocated by Chief Jus-| with which he has recently expressed | mark of distinction for the bearer, a 


tice Tart, it turned a deaf ear. 

How long these unhappy conditions 
will continue no man can say, unless 
he can also say when sufficient public 
interest will be aroused in-this vital 
matter to bring effective pressure upon 
the State Legislatures and upon the 
National Congress. It is not necessary 
to labor the importance of such re- 
forms. Every thinking man Whose at- 
tention has been called to them is con- 
vinced of their urgency. The evils 
which they would end are already hav- 
ing serious political consequences and 
disturbing social effects. To make 
American justice swift and certain is 
an object to which the thought and 
energy of much greater numbers of 
our citizens ought to be steadily 
devoted. , 


HOT SPELLS. 

Two of Health Commissioner Mon- 
AGHAN's “ don’ts’’ in the torrid spell 
prove he has a sense of humor: 
“Don’t fail to sleep with the win- 
dows open’’ and “ Don't fail to get 
eight-hours’ sleep every night.”’ No 
one sleeps eight hours and there are 
not enough windows +o open in any 
house. In every household the least 
useful instrument is the thermom- 
the indispensable one is the 
electric fan. Dr. 
He 
doesn’t go far enough. Also, he urges 
everybody not to overwork. He 
omits to tell the overheated to move 
up to the Maine coast. There it is 
never full-orbed Summer. From 
Seguin Island to Jim’s Head every 


shady nook can be used as a_¥prefrig- 
erator. 


The best corrective for complaining 
about the present heat-and-humidity 
visitation is to realize that it is not 
so bad, after all, when comparisons 
are made with other years. In 1894 
there were nearly eight weeks, e- 


ginning with June 9 and ending July 


MONAGHAN Says: | litical reasons. 
|** Don't weer heavy clothing.’’ 





31, when the maximum temperature 
was very high except on five or six 
days. There were nearly fifty days 
when the weather was mercilessly 
hot, just such weather as New York 
has had this week. A break never 
lasted more than two days. In the 


week ending Aug. 15 of 1896 no fewer 


than 651 persons died of heat pros- 


tration. On Thursday and Friday the 
totals were 168 and 160. That was 
twenty-nine years ago. In the year 


of the Spanish War, 1898, there was 


and long-lasting hot 
weather in July and August. In re- 


cent years, New York has known 


Summer days of high temperatures, 


but usually a thunderstorm has soon 


relief. The climate is not 


running back for a century. 
There will be other Summers like 


It is customary|that of 1894, but it doesn’t follow 


to speak of the enforcement of prohi-\.that 1925 is to be one of them. After 
bition’as the main cause of congéstion | a hot June a fairly cool July may 


in the Federal courts. 


It is, indeed, | po 


expected. Within a . compara- 


responsible for a good deal of it; but/tively few years there has been @ 
it does not tell the whole story. There| ourth of July night when people 


are now Federal offenses under the 
Immigration law, the Pure Food law, 
the Narcotic law, besides the whole list 
of prosecutions that have to be brought 
for violations of the statutes relating 


wore 
blankets. 
dietitians now and we know what 
to wear and what not to do in a hot 
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and slept under 
of us are our own 


sweaters 
All 


spell. The Summer death rate 


to the customs, navigation, banking | among children is a great deal lower 


and the postal -service, together with 
all the varied forms of lawbreaking 
that can be given an interstate com-| 
plexion. It is hardly strange that un- 
der the weight of ‘all these burdens 
the existing machinery has ceased to 
function well. 

One trouble is that the Federal Dis- 
trict Courts are called upon to deal 
with a vast range of misdemeanors 
that do not really.rise above the com- 
petence of a polfce court. Upon this 
admitted fact Mr. BucKNER seizes in | 


order to present an argument for| 
\ 


the establishment of inferior Federal | 
courts for the trial of minor offenses. | 
He would have additional tribunals | 
erected with something like the powers 
of the Magistrates’ Courts in this city | 
or the Courts of Special Sessions. 
They can try misdemeanors under the | 
State law without the formality of an | 
indictment or the empaneling of al 
jury. Mr. BucCKNER’s contention is | 
that if we had Federal courts of such | 
limited jurisdiction the crowded calen- | 
dars could be swiftly cleared up, while | 
the Judges of the District Courts | 
would be left free to deal with the! 
more important cases, instead of be- | 
ing overwhelmed, as they now are, by | 
the multiplicity of petty trials. An-| 
other reform which District Attorney | 
BUCKNER urges is a further assimila- 
tion by the Federal practice to that of | 
this State by abolishing the right of | 
being out an bail after conviction and 
while an appeal is pending, unless the 
accused can get from a competent 
Judge a certificate of reasonable doubt. 

Whether these changes in the ad- 
ministration of the Federal criminal 
law can be got without a constitutional | 
amendment Mr. BuCKNER admits may 
be doubtful. But what is still more 
doubtful is the willingness of Congress 
to act on these or other projects for 
making the administration of justice in 
this country more speedy and certain. 
We know that it-has been appealed to 
time and again in vain. Bar associa- 
tions, law reformers, the Judges of the 
highest courts, have repeatedly laid be- 
fore Congress the need of action and} 
have drawn and recommended appro- 
priate bills, but little or nothing has | 
been done. It is true that the last 
session of Congress agreed to one pro- 
posal for improving judicial procedure 
in cases of appeal in the Federal 
courts, but to other measurés, even 
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those endorsed by the Supreme Cou.t| self during his first term in office and| dens to the 


than was the case thirty years ago. 
A hot wave may hang on for a 


month, but familiarity with it, would 


breed confidence in our powers of 
resistance. 


MYTH OF THE GENERAL STRIKE. 

British labor, speaking through the 
representatives of the eight largest 
trade unions, has put a quietus on the 
proposal to revive the Triple Alliance 
of a few years ago in improved and 
magnified form for the purpose of 
overawing capital and the Govern- 
ment. The general strike fiasco of 
1921 is still remembered. It is sup- 
plemented by the vivid object-lesson 
in Russia. In that country capital 
has been so thoroughly ‘‘ overawed "’ 


| that unemployment amounts to 20 per 


cent. of the total membership of the 
trade unions, as against 11 per cent. 
in hard-beset Great Britain. Once 
more British labor has shown that 
when it comes to matters at home it 
can be much more sober than when 
playing with the ideas of labor revo- 





lution in another country. It seems 
to be the policy of the responsible 
leaders in Great Britain to allow ultra- 
radical sentiment to expend itself in 
various forms of sympathy for the 
Soviet Government and its various 
agencies. When the Red method is 
suggested for domestic consumption 
the saner men put their foot down. 
The new One Big Union movement 
in Great Britain was the reply of the 
militants to STANLEY BALDWIN’s recent 
plea for a policy of understanding 
and cooperation between capital and 
labor. The majority of British work- 
ingmen have now shown their will- 
ingness to give the Baldwin idea 
a fair trial, as against the war-to- 
the-knife labor strategy. The en- 
gineering workers, who have been 
ardently wooed by the promoters of 
the new grand alliance, prefer to con- 
tinue their direct negotiations with 
the Prime Minister, They proceed on 
the theory laid down by Ramsay Mac- 
DONALD when he came into power last 
year that the surest way to improve 
‘the condition of labor is to encourage 
the revival of business and industry. 
The engineers’ demands take the form 
of urging public works to be under- 
taken immediately for the purpose of 
reducing unemployment—a policy to 
which Mr. BaLDWIN committed him- 
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his continued sympathy. 

It is only the fanatical doctrinaires 
of labor who continue to cling to the 
myth of the general strike. Even 
before the World War experience had 
shown that every such attempt is 
doomed to failure. A general labor 
strike is a strike, not against an em- 
ployer or an employing class, but 
against a nation; and invariably it 
calls forth a nation-wide mobilization 
of protest which dooms the strike to 
defeat. There is only one country in 
which the general strike has been 
practiced with success and that is 
Czarist Russia. The Russian Consti- 
tution of 1905 was extorted from 
NicHotas II by a general strike. 
When merchants refuse to trade, doc- 
tors refuse to practice, judges descend 
from the bench, and the entire life of 
a nation is paralyzed, you have indeed 
a general strike. But that is not the 
class war which the labor extremists 
have in mind. 


GERMAN DISARMAMENT. 

The allied note to Germany setting 
forth the specific charges of failure 
to comply with the disarmament 
clauses of the Versailles Treaty con- 
firms the impression that the~-delay 
in evacuating Cologne was due to po- 
The report of the al- 
lied representatives has been held back 
for many months. When, last Janu- 
ary, the decision was announced that 
the British troops would not withdraw 
from the Cologne area on the date 
provided for in the treaty, it was ob- 
vious that the real] reason for this 
was not so much the failure of the 
Germans to disarm completely as the 
difficulties which might arise if the 
British deft Cologne while the French 
were still in the Ruhr. 

By the new note the intention of the 
Allies to evacuate the occupied terri- 
tories is reaffirmed, but withdrawal is 
conditioned upon Germany’s rectifying 
numerous violations of the disarma- 
ment clauses of the treaty. The last 
soldiers are not expected to leave the 
Ruhr until September, so that there 
is little reason to expect that Cologne 
will be evacuated much before that 
time. This gives -the Germans three 
months in which to carry out the de- 
mands of the present note. These in- 
clude reducing the police force from 
180,000 to 150,000 men and cutting 
the army to 100,000 fighting men. 
That there have been numerous viola- 
tions of the disarmament clauses has, 
of course, long been known. The 
German Minister of Defense GrESsSLER 
admitted this publicly only ten days 
ago. In the Reichstag recently bitter 
attacks have been made by Socialists 
and Communists charging that the 
budgetary items for defense are far in 
excess of authorized needs. 

Control of German disarmament is 
necessarily difficult. Mere adherence 
to conditions laid down six years ago 
does not necessarily imply that Ger- 
many is effectively disarmed. It is easy 
enovgh to maintain more trained men 
than paper records show. Yet it does 
not follow that a few thousand men in 
or a few hundred thousand 
rounds of ammunition more than al- 


excess, 


lowed, make Germany a real menace 
to her neighbors. In so far as the 
fetter of the treaty is concerned, these 
constitute, of course, a violation. But 
there may be much more danger in 
the development of gas warfare or in 
aviation. 

The mere fact that Germany is not 
a present danger is no reason, how- 
ever, for not demanding full compli- 
ance with the treaty terms. But 
neither in Germany nor outside should 
there be surprise or dismay because 
failure to disarm is now formally 
linked with the evacuation of Cologne. 
Doubtless by the time Germany has 
complied with the request of the Al- 
lies, they will be ready to withdraw 
from the areas which would normally 
have been evacuated last Winter. 


7 
SHARING: ONE’S GARDEN. 
Those who come daily from sub- 
urban homes with gardens into the 
flowerless and all but treeless streets 
of this city have an opportunity to 
make tenement homes and hospitals 
brighter. The way to do this has been 
made easy. If one had one’s self to 
seek out the tenement or the hospital 
ward that most needed a handful of 
flowers, he might have to spend a 
considerable part of the day in locat- 
ing it; but there is a distributing 
agency—a,_rather prosaic name for an 
organization of a personal and highly 
poetic service known as the National 
Plant,’ Flower and Fruit Guild— 
which sees to it that the flower, 
whose beauty would perhaps be 
wasted in the morning’s profusion of 
blossoms in a private garden in West- 
chester or Connecticut or Long Island 
or New Jersey, is before noon giving 
of its beauty and fragrance to some 
tenement ‘‘ shut-in,’’ or some child in 
a hospital, or some old man or woman 
in an institution. To them not only 
are marigolds, but all flowers as well, 

of “‘a cheerful hue.” 

All that is asked of the commuter is 
to leave the flowers at the booth in 
the terminal station. The Guild will 
do the rest. Booths for the reception 
of flowers have already been placed 
in the Grand Central Station, the 
Long Island-Pennsylvania Station and 
the Erie Station, and it is expected 
that they will soon be placed in the 
Lackawanna Station at Hoboken and 
the Long Island Station in Brooklyn. 
Flowers carried from suburban gar- 
city should come to be a 


| happiness. 


decoration during transit and a divi- 
dend at the end of the journey. It 
may be said of what is expressed in 
the flower, as has been said of the 
wisdom ‘' obtained by labor and for 
mankind employed,” that it is 

When most fou share it, best enjoyed. 


FATHER’S DAY. 

It appears that Father has not lost 
his Day, after all. Yet he has passed 
through one of those crises that, as 
the French; say, give one to think 
furiously. Certain women’s clubs, 
aided by trade organizations interested 
in neckties, set out to honor him on 
June 21. But other organizations, 
interested in tobacco, Jumped in and 
set the great day for June 14. The 
Federal Trade. Commission being at 
odds with itself on questions of cor- 
rupt business practice, no authorita- 
tive decision ceuld be had in time. 
The women’s clubs were apprehen- 
sive .lest ‘the whole Father’s Day 
movement be jeopardized. But we 
were left in doubt whether they ap- 
prehend that Father will have to be 
loved, honored and possibly obeyed 
three hundred and sixty-five days or 
not at all. 

Father remained calm. He knew 
that no one would or could buy him 
the new midiron or spoon he coveted, 


! 


SATUR 


me eer ersemcene 


under his leadership that Princeton 
took a foremost and what to some 
seemed an extreme position in promo- 
tion of clean sport in intercollegiate 
contests. What was done was wholly 
voluntary on Princeton's part, but had 
a wholesome effect on other insti- 
tutions. ‘ 

It is a satisfaction that he is recelv- 
ing high recognition in his own field 
of science. His choice as executive 
head of the Franklin Institute, which 
last year celebrated its centenary and 
has recently received a bequest of 
$2,000,000 for carrying on research in 
the sciences, not only gives him such 
recognition but opens up to him an un- 
usual scientific opportunity. Yet it is 
regrettable that such a man must be 
lost to American college life, which 
needs more men of his type, especially 
in dealing with the problems of ath- 
letics as related to intellectual training. 


TOPICS OF THE TIMES. 


With this week's is- 
sue of The Villager, 
that estimable publi- 
cation does what the 
radio announcers call 
“signing off,’* but does it forever, not 
for the day. The determination of the 
editors—for Mr. Strauss allows Miss 
Parsons, who, with himself, has formed 
The Villager’s whole writing staff, to 
join her name to his as signature under 


Regrets Will 
Be Many 
and Sincere. 


*|the farewell article—to cease the jour- 


nalistic activities which they have car- 


and his neck was already sufficiently | ried on together in peaceful Katonah 


encircled with the ties of love, thanks 
to Christmas and birthdays. If he 
Had any emotion, it was relief at the 
thought of what the _ tobacconists 
might have done to him. On either 
June 14 or June 21, or both, he was 
prepared to pull a long face and 
gravely smile as one accustomed to 
the badge of sufferance, confident 
his great secret was safe. It is this— 
though very few will believe it of 
hirh: Having no talent for the frib- 
bles and frabbles and furbelows with 
which Mother signalizes well-being, he 
slips snugly into the attitude of down- 
trodden male and goes along having 
his own best way. There is no hope 
of exposing him. Mother can never 
understand. The pious and elevated 
affection with which he regards his 
drab and bedraggled golf breeches she 
reads as a dreary personal economy 
and so loses sight of the sums he 
spends on club and caddies. Even 50, 
a local millionaire ted to declare 
that the greatest luxury his money 
had brought was the ability to have 
suspenders for both pairs of trousers, 
and thus he managed to maintain a 
reputation for Jeffersonian simplicity 
amid all his yachts and racing stables. 

Every day is Father's Day, even in 
this present season “of trial.’ Mother 
has fled to alien surroundings. For- 
saken and forlorn as Father is, he yet 
knows where the choicest cuts are to 
be had and the latest delicacies of the 
season. He knows where there are 
swimming tanks. Or if he prefers his 
own shower, the water spouts cool 
from the Catskills and has not been 
sun-baked for days in a lofty hotel 
tank. Especially Father knows all 
about. his own icebox. Perhaps it 
wasn't corrupt business practice, what 
the cigar men tried to do to the neck- 
tie men, being rather a conspiracy in 
restraint of trade, conceived in the in- 
terest of the masculine monopoly of 
Anyway, they have re- 
pented and come to an amicable 
agreement with *necktie men and 
women’s clubs. Father’s Day is set 
for June 21. 

Father, as an incident to the de- 
lights of Summer in the city, is school- 
ing himself to thoughts of gratitude 
for those neckties and cigars. 





GOLF TRIUMPHANT. 


Even in losing his long and gruel- 
ing struggle in the Open Champion- 
ship, ‘‘ Boppy "' JOoNEs has made his 
reputation secure as the greatest golf- 
er that ever appeared in the United 
States. No one else has so long and 
so consistently stood so near the head 
of all the best players in the country. 
The professional who beats him one 
year is far down the list the next, 
but Jones is always either first or 
second. Full credit must be given 
MACFARLANE, who held on with Scotch 
dourness and wonderful skill against 
the fire and brilliance of his youthful 
opponent. But it is not too much to 
say that popular opinion will, under 
the circumstances, award the greater 
glory to Mr. Jones. Getting off to a 
bad start on Wednesday, he held him- 
self in hand, exhibited his mastery of 
his temper as well as of the game, and 
climbed steadily back to the top, only 
to lose after 108 holes by a single 
stroke. Incidentally, the absorbed at- 
tention with which the public has fol- 
lowed this historic contest is a striking 
witness to the immense hold which 
golf now has upon the American 
public. 


A USEFUL DEAN. 

Princeton is losing from her Faculty 
one of its most capable teachers and 
vigorous administrators by the resig- 
nation of Dean Howard MCCLENAHAN. 
A son of Princeton, he has given twen- 
ty-seven years of his life to her ser- 
vice. As a student, he was one of the 
group that was responsible for setting 
up the honor system at Princeton over 
thirty years ago. Still in vogue there, 
it has also laid the foundation for a 
successful plan of student self-govern- 
ment. As a teacher of physics, Pro- 
fessor MCCLENAHAN illustrated in his 
own requirements the exactions of that 
science. The kindliest and most sym- 
pathétic of men, he was yet unflinch- 
ing and uncompromising in dealing 
with shortcomings or evasions. It was 


® 





will be regretted sincerely by readers. 
They have been but a small group, 4s 
“circulations’’ go in these days, but they 
have liked to consider themselves rather 
notably fit, claiming no superiogrities to 
their neighbors, of course, and yet feel- 
ing worthy to be addressed as intelli- 
gent human beings, interested in the 
larger subjects and issues of the day 
and appreciative when they were dis- 
cussed, as The Villager always has dis- 
cussed them; fairly, reasonably, with 
due regard for facts, and with the 
ability to see deeper than most com- 
mentators below the surface of things. 
Never a one, probably, of The Vil- 
lager’s readers agreed with all it has 


partly because any licensing system is 
hard to administer and asaure to be 
abiised. 

As for the doctrine of “safety first,” 
that certainly has been preached too 
much of recent years. It often is made 
the excuse for cowardice and a brutal 
indifference to the rights and safeties of 
others. The police, nowadays, are ex- 
pected to do all the fighting for us and 
to run all the risks that possibly can be 
transferred to them. They do their best 
in both directions, but it really is a 
dreadful thing when ‘‘the instinct of 
self-preservation” prevents those who 
hear a woman screaming in mortal 
agony and fear from going to her 
assistance. 


As was expected by 
almost everybody | fa- 
Soon millar with the Cough- 

lin kidnapping case, it 

Disproved. took only a ‘little in- 
vestigation to reveal that the poor baby 
died five years ago, just as the ab- 
ductor, after a hundred lies, at last 
revealed, and that the living child 
thought or suspected to be he was of 
wholly different parentage. 

Of the many stories of his crime told 
by PasquaLe—Miss Mayo, after her care- 
ful investigation of the affair, decided 
that his name, or one of his names, 
was “‘PascaL”—all broke down except 
one. That one—that he accidentally and 
unintentionally smothered the child un- 
der his coat while tscaping frem the 
house and across the fields, and that on 
finding it dead he tied the body to a 
plece of iron and threw it into the 
Schuylkill River—could not be proved | 
in all its details, but the strongest kind 
of circumstantial evidence supported it. 
Plausible and in every way ‘“‘in char- 
acter,” it was accepted then, and ‘it has | 
stood firmly ever since until Pascar, in 
a desperate exercise of ingenuity to se- | 
cure release from his life sentence, de- 
vised the new yarn of an ex-sweet-| 
heart whom he had ‘‘saved.”’ 

This tale seems to have won tem- 
porary credence from members of the 
Pennsylvania State Police who had not 
worked on the case five years ago, but 
the men who caught Pascat and were 
present at his trial rejected it from the 
beginning. 


REVOLT OF THE “UNFIT.” 


Some Comments on Dr. Butler’s | 
Commencement Address. 


His Story 





| 


had to say, but many a time and oft| 70 the Editor of The New York Times: 


they were able to.do it with gratitude 
and enthusiasm; and on the fewer oc- 


casions when they could not, they yet | lumbia, is reported in THE Times to 
had to admit that the ‘“‘other side’’ had | have said the following: 


been put honestly and as effectively as 
it could be bv anybody. 

One admirer of The Villager described 
its articles as sounding as if written by 
one of the Minor Prophets. But 


prophets, minor or major, rarely have | 


spoken with such good temper, with as 
little assumption of infallibility, and 
with as much regard for the opinions 
and feelings of other people, including 
the sinners, as invariably has been The 
Villager’s wont. 

What it has accomplished in the eight 
years of its existence nobody could tell, 
and its editor probably least of all. 
It must have tended, so ‘far as it ac- 
complished anything, to make the world 
at least a little wiser, and therefore a 
little better, but The Villager never has 


expressed warm sympathy for reform- | 


ers and in many of them has seen only 
impudence and conceit, so it would not 
like to get praise along that line. 

The world has changed in several ways 
since The Villager started, but the 
changes had other causes than this 
small paper. 


Why The Villag¢r 
stops publication is 
not very clearly ex- 
plained in its valedic- 
tory. 
that he had come. to find himself not 
writing with 100 per cent. efficlency and 
that present-day subjects need for the 


But He Did 
Promote 
One “Cause.” 


making up of minds on them more than! 
The second of these reasons | 


a week. 
would prompt turning the paper into a 
biweekly or a monthly, and the first 
one must have referred to what seemed 
to the editor failure to attain his own 
ideal; certainly his readers have no- 


ticed no deterioration in his shrewdness, succeed thereby in surviving, they have 
| proved their “fitness.” 


his wit or his learning. 
He seems proud of never having pro- 


moted a cause—of never having had a| aqmit that those whom he thought were 
He never | unfit’ are really ‘‘fit.”’ 


cause to promote.” Nonsense! 
writes an article without having at 
heart the promotion of sweet reason- 
ableness, the substitution of accurate 
for mistaken observation, of logic for its 
opposite. They were short-sighted and 
dim-sighted who wrote to him asking 
what other ‘‘object’’ he was trying to 
attain. His English subscribers under- 
stood his motives better than have the 
Americans, he says, but in that he 
probably is mistaken. 

He asks no credit for having kept The 
Villager free from advertisements, de- 
claring that not to be a virtue, and 
hinting that the abstention was at least 
partly enforced by the inability of such 


a paper to get enough advertising to be | 
he} 


worth ¢onsideration. Incidentally, 
denies that the advertisements control 
any newspapers or magazines. ‘‘It is not 
the writing of editorials which adver- 
tising vitally affects. 
of them.’’ In other words, the readers 
of advertisements often think they see 
their influence on the editorial page 
when it really is not there and the 
suspicion then is sélif-revelation rather 
than accusation. 

And so Mr. Strauss puts a big ‘‘30’’ on 
the last page of his copy. That is be- 
cause in other days he knew composi- 
tors and telegraphers, and for the en- 


Its editor says} 


It is the reading | 








| 
| 


} 





Dr. Nicholas Murray Butler, in his 
very able commencement address at Co- 


“The condition in which we now find 
ourselves is-due to what I once ventured 
to describe as the revolt of the unfit— 
if in these persecuting days one may | 
venture to use even the language of the 
proscribed doctrine of evolution. In 
more modern terms, it is due to the in- 
feriority complex. The revolt of the un- 
fit primarily takes the form of an at- 
tempt to lessen and to limit competition, 
which is instinctively felt, and with re&® 
son, to be part of the struggle for exis- 
tence and for success. The inferiority 
complex leads its victims to strive by 
brute force to establish conformity to | 
type and to establish.some quite irra- 
tional doctrine of thought or conduct.” 

Dr. Butler seems to have forgotten 
that there is no reason for worry over 
the “revolt of the unfit,’’ for if those |} 
designated as “‘unfit’’ are really so they 
will not survive. The power of survival 
is the criterion by which we decide 
which are ‘fit’? and which are “unfit.” 

If certain persons who would not sur- 
vive in an individual contest succeed in 
winning by banding themselves to- 
gether, they have thereby proved that 
they are “‘fit.’’ , 

Mankind cannot win in individual] bat- 
tles with many of the stronger lower | 
animals. Yet mankind to a pre-eminent 
degree possesses the power of coopera- 
tion, and is able to rule over other! 
forms of life. One can imagine a meet- | 
ing of lions, tigers and bears to protest | 
against the revolt of the weak, “‘unfit’’ 
animal, man. ‘‘He,’’ they wotild say, 
‘is able to survive simply because he 
bands himself together, builds walled 
cities and eliminates our competition,”’ 

Let the so-called “unfit” revolt in od 
ways Dr. Butler has mentioned. If they 








If they succeed 


in surviving, Dr. Butler will have to 


They may not 
be exactly of the type that Dr. Butler 


would like, but he must admit that they 
are ‘‘fit.’"’, Man is not of the type that 
the tiger would like. 

The President of a great university 
has many things about which to worry, 
but he should not fear concerning the 
survival of the unfit. The struggle for 
existence will take care of that, as it 
has for countless ages in the past. 

LLOYD M. CROSGRAVE. 

New York, June 4, 1925. 





Central Park Transverse. 
To the Editor of The New York Times: 

The Central Park transverse tunnels at 
Sixty-sixth Street, Seventy-ninth Street, 
Eighty - sixth Street and Ninety - seventh 
Street from Central Park West to Fifth Ave- 
nue are dangerous spots, not only for auto- 
mobile riders but for pedestrians as well. 

With street cars, buses, automobiles and 
trucks trying to go two ways through the 
narrow tunnels, there is always congestion 
and danger of accidents. 

This is particularly true on rainy days and 
nights. Many times in riding through the 
tunnel In a taxicab my driver has run up on 
the narrow sidewalk in order to pass the 


car ahead. In some spots In the tunnels the 
sidewalks are so narrow that one person 
has difficulty’ in walking thereon. 

It would be a very simple matter for the 
city to widen these tunnels by ten or twenty 
feet. Certainly the public using the vast 
territory of Central Park would not miss 


| those few feet and it would be a boon to 


lightening of other people he says that | 
30’ means “no more to come.” In this | 


instance it is a symbol, producing regret 
in all who see it. For The Villager has 
been good from start to finish—it has 
helped, not hindered, all into whose 
hands it came. 


One of THE TIMES’s 
recders writes in to 
say that he has been 

impatient to see in its 
Did Nothing. columns comments on 
the fact that, though several persons 
heard a woman's scream the night the 
Kane girl was killed, not one of them 
made any attempt to find out what was 
causing her cries. They all ‘‘just looked 
out of the window and let it go at that.’’ 

This correspondent then adds: 


I know the city dweller’s impulse to “get 
away from it’’ when there is trouble in 
public places. No ‘one wants to ‘‘see’’ 
anything which may implicate him as a 
witness or as a possible suspect in~ police 
eyes, but, after all, it is hard indeed to 
understand how any one can hear a woman 
scream for help and not at least discover 
for himself what it is all about before de- 
ciding that it is none of his affair. 

How much of this attitude is directly 
traceable to the Sullivan law and just to 
what extent, under present conditions of 
civilization, Is the “safety first’ attitude 
toward other people’s troubles justified? 
Most of the people who ought to 

know, and the police everywhere, think 
it desirable to keep pistols in the few- 
est possible number of hands, partly be- 
cause they are almost always useless in 
ap emergency ta the good citizen, and 


; 


They Heard 
and Then 





many thousands who use the transverse 


Central Park tunnels daily. 
A. H. MESSING. 


New York, June 1, 1925. 


BRAVADO. 


I scorn the women who, when lovers go, 
Bemoan them, weeping— 
I shall not do so! 


I look upon them all in deep disdain 
Who try to kiss dead love 
To life again. 


I—I will burn my body on a pyre 
Before I stoop to blow 
Love's blackened fire. 


No, love for me shall be no drooping 
flower— 
So, I would scorn to wear it 
For an hour. 


Always I watch you—watch that I may 
see 
A sign that you are restless 
To be free. .. 


It may be you will wonder why I send 
You from my side— 
You will not comprehend. 


The fox of pain may gnaw my vitals 
while 
I see you go— 
Still I shall only smile. 


I scorn the women who, when lovers go, 
Bemoan them, weeping— 
I shall not do so! 


Oh, proud words, these!—to hide a se- 
cret fear. ... 
I may be like the rest, 
My dear, my dear! 
GLEN ALLEN. | 


=_ 


THE LOGAN LAW. 


Actual Origin and Intent of the Old 
Statute. 


To the Editor of The New York Times: 

May I express dissent from the view 
of Representative Hamilton Fish Jr., 
who is reported to advocate criminal 
prosecution of American citizens who 
while abroad indulge in criticism of the 
foreign policy of their ernment? 

He and others appear to be filled with 
special indignation that a ‘“‘prominent 
New York international banker” should 
have presumed to remark at a private 
luncheon in Paris and in the presence 
of the French Prime Minister that the 
views -of American politicians are not 
always those of the nation, and that as 
regards the cancellation of allied debts 
they are not such in fact. Mr. Fish is 
reported to have expressed the opinion 
that such offenders are liable to crimi- 
nal prosecution under the so-called 
Logan act approved Jan. 30, 1799. 

As to the New York banker’s reflec- 
tion upon the politicians, it may not be 
improper to observe that such remarks 
as those attributed to him have nevér 
before been regarded as acts which 
constitute a sufficient ground for crimi- 
nal prosecution. The late Lord Bryce 
stated not long before his death that he 


| had never visited a country in which he 


was riot warned shortly after his arri- 
val that he must not judge the national 
sentiment by the opinions of the politi- 
cians, The important question is 
whether the citizen who publicly ex- 
presses an opinion on a controverted 
question of political policy, even though 
it is done in a foreign country, is within 
his. constitutional rights or whether he 


| may and should be criminally punished 


for it. 

The Logan act was certainly never 
intended to forbid American citizens 
while abroad from privately or pub- 
licly discussing domestic political ques- 
tions or from expressing their own 
opinions upon the merits or demerits 
of foreign policies upon which their 
countrymen were divided. 

The circumstances which led to the 
passing of this act were briefly these: 
In 1798, following the breaking off of 
diplomatic relations betweep the United 
States and France, one Dr. George 
Logan, a wealthy Philadelphia Quaker, 
a Republican in politics and after- 
ward United -States Senator from 
Pennsylvania, supplied with 
from Jefferson and the Governor of 
Pennsylvania, went to France for the 
purpose of endeavoring to improve the 
relations between the two countries and 
if possible to prevent the outbreak of 
war. 

To this end, he held interviews witn 
Talleyrand and other members of the 
Directory and proposed the bases of a 


mutual understanding between the two | 


countries. He was hailed by the French 


| presS aS a messenger of peace and he 


brought back to America verbal assur- 
ances that France was ready to nego- 
tiate with the United States on a proper 
basis. 

While his motives were recognized in 
this country to have been the most be- 
nevolent, his assumption. of the réle of 
unofficial negotiator greatly offended 
the Federalist Administration, at whose 
instance the act of Congress referred 
to was passed for the avowed purpose 
of rendering self-constituted diplomatic 
missions such as his illegal in the 
future. 

The terms of the act merely forbid the 
earrying on of verbal or written cor- 
respondence with a foreign Government 
or agent thereof with a view to influenc- 
ing the measures or conduct of such 
Government. Considering the character 
of the special situation which it was 
designed to meet, to say nothing of the 
plain language of the statute itself, it 
is hard to see how it could be inter- 
preted to apply to public addresses of 
American citizens who in no way -as- 


sume the rdle of negotiators or who | 


enter into no correspondence or inter- 
course with the foreign Government or 
its representatives with the intention of 
influencing their conduct. It is still 
harder to see how such pronounce- 
ments could be regarded as “unlawful 
interference with negotiations being con- 
ducted by the United States with for- 
eign powers.” 

Apropos of Mr, Fish’s proposal to 
bring the matter of the enforcement of 
the Logan act before Congress, it may 
not be out of place to call his attention 
to a resolution passed by the House of 
Representatives on June 15, 1868, re- 
questing the President to *take such 
measures as should seem proper to ge- 
cure the release from imprisonment of 
two Americans named Braeg and Cos- 
tello, ‘‘convicted and sentenced in Great 
Britain for words spoken and acts done 
in this country.” 

This resolution was based upon the 
long-recognized American théory of ter- 
ritorial jurisdiction, under which acts 


done and words spdé@ken in a foreign 
country fall within the jurisdiction of 
that country only. American theory and 
Rroeesee have always repudiated the 
ontinental principle that the criminal 
jurisdiction is personal; that a criminal 
statute is tied, as it were, around the 
neck of the citizen who journeys abroad, 
and that in consequence he may be pun- 
ished by his own Government for acts 
done in contravention of it while in a 
foreign country. 

If Congress has power to extend the 
criminal jurisdiction of the Federal 
courts to public addresses pronounced by 
American citizens in forei countries 
and to provide for the punishment of the 
authors thereof, it has, for a stronger 
reason, the power to forbid such ad- 
dresses when made at home, and the 
achievement of the my sought to be 
accomplished by Mr. Fish and those who 
adopt his view may require this dras- 
tic procedure, since public addresses 
pronounced in this country by men of 
international age og | upon questions 
of foreign policy are likely to be pub- 
lished in the newspapers abroad. 

The whole idea is fundamentally 
wrong; it is repugnant to the letter and 
spirit of popular government and of that 
liberty of speech which is the birth- 
right of the American citizen. It is in- 
defensible upon grounds both of good 
policy and of law. The attempt to sup- 
press that freedom would provoke the 
same popular opposition which was 
aroused by the Alien and Sedition actos. 

It may or may not be good policy at 
this time to put the screws on our late 
associates in arms and serve notice on 
them that we expect them to pay their 
debts in full and that they must enter 
into arrangements now for discharg- 
ing the obligation; it is sufficient to say 
that there is a large body of respectable 

ublic opinion in this country which 
ptm not approve the course proposed, 
and the right of those who hold this 
view to express privately or publicl~ 
their dissent, at home or abroad, should 
not be suppressed by criminal legisla- 


tion. 

Any additional legislation intendefl to 
prevent public discussion by samericans 
residing abroad of questions of foreign 

olicy which their fellow-citizens at 
feeee are still happily free to discuss 
would be a serious blow against the 
American conception of popular govern- 
ment and freedem of speech. 

JAMES W. GARNER. 

University of Illinois, June 1, 1925. 


An Earlier Protest. 
To the Editor of The New York Times: 

I note that THz New YorK Times of June 
4 complains that Governor Miller and I are 
late in making known our opposition to the 
proposed $100,000,000 bond issue constitu- 
tional amendment. and asks why we did not 
find out about it when the proposal was 
before the Legislature. The truth is that 
as Chairman of the Research Committee of 


the Republican County Committee I submitted 
to the Legislature last Winter a brief in 
which my views were very completely set 
forth. That report was made public and iny 
recollection is that a summary of it was 
published in THe New YorxK Times. 

OGDEN L, MILLS. 

New York, June 4, 1925. 
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MITCHELL IS NAMED 
SOLICITOR GENERAL 


President Appoints St. Pauj 
Lawyer to Office Vacated 
by James M. Beck. 


POLITICIANS ARE IGNORED 


White House Says Selection Was 
Made In May and No Other 
Candidate Was Considered. 


Special to The New York Times. 
WASHINGTON, June 5.—William D. 
| Mitchell of St. Paul, who was associated 
lin the practice of law with Associate 


| Justice Pierce Butler of “the Supreme 
Court and is regarded as an independent 
Republican with former Democratic ten- 
dencies, was appointed by President 
Coolidge today to be Solicitor General 
of the United States, to succeed James 


M. Beck, recently resigne4. 

The selection was made without re- 
gard to politics, it was announced at 
the White House, and without any sug- 
| gestion from political leaders. President 

oolidge disregarded the political lead- 
ers in the matter and requested Mr. 
Mitchell to take the office early in May. 
No other candidates were seriously con- 
sidered, it was said. 

Mr. Mitchell has spent his entire life 
in law without any incursions into poli- 
tics. He has been looked upon as & 
Democrat by his friends, but last year 
he supported Coolidge and Dawes. His 
; appointment as Solicitor General is his 
| first public office. 

Mr. Mitchell's father was William 
Mitchell, Chief Justice of the Minnesota 
| Supreme Court. Like his father, he de- 
voted himself without interruption to the 
law after being admitted to the bar and 
was only diverted from this by his ser- 
vice in the Spanish and World Wars. 

Mr. Mitchell was born in Winona, 
Minn., Sept. 8, 1874. He is of Scotch 
ancestry on the paternal side en¢é Dutch 
and English on the maternal. He has 
practiced law in St. Paul for twenty- 
nine years, having been a member of the 
firm of Butler, Mitchell & Doherty most 
| of that time. He has always been ac- 
| tive in military affairs and at one time 
; commanded the State Militia. In 1917 
he was in charge of the State troops 
uring a street car strike in St. Paul 
nd restored order without firing a shot. 
Mr. Mitchell was a Second Lieutenant 
| in the Fifteenth Minnesota Volunteer In- 
|fantry in the -Spanish-American War. 
| In 1900 and 1901 he was Captain and 
|; Adjutant of the Fourth Regiment of 
the Minnesota National Guard. When 
|; the United States went into the World 
War he helped to organize and became 
| Colonel of the Sixth Infantry, Minnesota 
| National Guard. He resigned from 
command of the regiment to enlist as 
|a private in the Federal Artillery and 
served as. such to the end of the war. 
Mr/ Mitchell was married June 27, 
| 19013 to Miss Gertrude Bancroft. They 
have two sons, both attending Princeton 
University. 


ERROR STIRS TWIN CITIES. 


Coolidge’s Speech Will Be Delivered 
at Neither, but Between. 


Special to The New York Times. 
WASHINGTON, June 5.—The rivalry 
between St. Paul and Minneapolis has 
| been brought to the attention of the 
White House since the occurrence of a 


slip in the printing of the caption on 
the President’s speech which will be de- 
livered at the State fair grounds, mid- 
way between St. Paul and Minneapolis, 
next’ Monday. 

The caption in the early speeches given 
out in advance for use of the press reads 
“Address of President Coolidge Before 
the Norwegian Centennial Celebration 
at Minneapolis, Minn., June 8, 1925." 

few days after the speeches were 
sent- out innesota newspaper men 
called the attention of the White House 
to the error and pointed out -the trouble 
it might occasion between the two cities. 
Later speeches were corrected to read 
“‘At State Fair Grounds, Minnesota.” 

The rivalry ‘<« so great between the 
two cities that no Presidential c. 1_idate 
has ever visited orfé city without going 
}into the other. When this cannot 
accomplished they compromise by cp- 

pearing at the State fair grounds, 
which is regarded by the Twin Cities as 
neutral territory. 


DANTZIC POLES CONTENTED. 


German Insurance Man Says Frice 
tion in Free City Is Past. 


Among the 163 cabin passengers who 
arrived on the Sierra Ventana from 
Bremen yesterday was Herr Generaldi- 
tektor Doktor Heinrich Niehus of the Lee 


bensversicherungsanstalt Westpreussen, 
a life insurance company of Dantzig. 

Herr Niehus said that trouble between 
Poles and Germans in the’Free City of 
Dantzig was a thing of the past. The 
Poles constituted only 3 per cent. of 
the city’s 120,000 population, he said, 
and felt they were better off than they 
had any right to be in a Free City the 
majority of whose inhabitants desired 
unification with the German Reich. 

He is here for a month's business and 
pleasure trip with Herr Oberamtmann ; 
George Moeller, also of Dantzig, and 
will — Philadelphia, Washington and 
Chicago. 

The vessel brought sixty-four passen- 
gers in the third class. 


PICKED TO FLY TO HAWAII. 


Navy Chooses Three Officers for 
San Diego-Honolulu Trip. 
WASHINGTON, June 5 (#).—Three 








v 
officers have been selected by the Navy | 
Department on recommendation of the 
battle fleet in the Pacific to make the 
flight late this Summer from San Diego — 
to Honolulu in the Boeing patrol plane, ' 
which will accompany two planes of the , 
PN-9 type in the non-stop effort. ) 

The officers are Lieutenant Comman- 
der James H. Strong of Westfield, 
Mass.; Lieutenant Ralph E. Davison of 
St. Louis and Lieutenant Ricco Botta of 
Boston. 

The PN-9 planes are being shipped 
from the naval aircraft factory at Phil- 
adelphia to San Diego, and the Boeing 
plane is nearing completion at Seattle. 
Tests are expected to be completed in 
ample time for the aviators to take off 
early in September. 


FINDS A CHRISTIAN TRIBE. 


Missionary Discovers Hitherto Une 
known Community in Africa. 


Copyright, 1925, by The New York Times Company. 
Special Cable to THe New York Times. 


LONDON, June 5.—A community of 
22,000 hitherto unknown black Chris- 
tians has been discovered by the Rev. 
W. J. Platt, English missionary, who 
recently returned from the Grand Bas- 
sam country in West Africa. 

They were converted ten years ago by 
“Prophet Harris,’"’ a native, formerly 
a laborer employed by the Elder- 
Dempster Company. Under his leader- 
ship the converts built 150 churches 
| produced Bibles which they cannot read 
and hold services every Sunday, singing 
hymns the meaning of which is un- 
known to them. 


189,425 VISIT WILSON TOMB, 


National- Cathedral Foundation 
Gives Figures for a Year. 


WASHINGTON, June 5 (®).—The Na- 
tional Cathedral Foundation announced 
today that nearly 200,000 persons visited 
the tombs of Woodrow Wilson and Ad- 
miral George Dewey in the past yéar, 
From Easter Sunday, 1924, to that fese 
tival this year, 189,425, the foundation 
said, had entered Bethlehem Chapel, 
where the outstanding figures of two 
vee oe homed. 

sitors e reoran Art’ Gall . 
during the last calendar year totaled 
177,240; the Washington Monument, 350,- 

, and Mount Vernon, where Washe 
ington is buried, 300,000, . ah ae 





RUSSEL W. MURPHY 


Paughter of Mrs. Thomas H. 


err Married in Italian Garden 
of the Ambassador. 


MISS) RANDOLPH A BRIDE 


ed to Courtiandt Von Wahi Luck 


by the Rev. Dr. McDowell 
at the Brevoort. 


Miss Marion Louise Kerr, daughter of 


‘rs, Thomas H. Kerr of 118 Bast Fifty- 
Kerr, 
Mur- 


purth Street and the late Mr. 
as married to Russell William 


ty, son of the late William G. Murphy 


. 


St. Louis, 
e Ambassador 
he reception took place 
V ballroom of the hotel. 
The bride, whose brother, Hamilton K. 
err, gave her in marriage, 


yesterday afternoon. 


bint lace and a long court train with 
Panel of lace. 


hids and lilies of the valley. Mrs. 


s Clark of Great Neck, L. L, was 
The other attendants 


atron of honor. 
ere Mrs. Andre E. Gross, Mrs. 
ard ©. Warner, Mrs. Donald Weston, 
e Misses Lila Lancashire, Mary Er- 
ine Case and Janette Young. 

ewell G. Neidlinger of East Orange, 
. J., Was best man. The ushers were 
ederick Sheffield, Charles D. Hilles 
-, Kenneth A, Ives, Otis L. Hubbard, 
Hurting Bonnell and James C. In- 


am. 
fr. and Mrs: Murphy will spend their 
heymoon in Canada, and will make 
eir home in St. Louis, where he is 
ith the Bankers Trust Company. 


Luck—Randolph. 


€ marriage of Miss Yvonne de la 
Orest Randolph, daughter of Mrs. 
onne Randolph of 115 West Sixteenth 
reet, to Courtlandt von Wahl Luck of 
is city took place yesterday afternoon 
. the Hotel Brevoort. Owing to the 
pcer@é death of the bride's grandfather, 
orace R. Kelly, the wedding was quiet. 
e Rev. Dr. McDowell officiated. 
The bride, who is a great-granddaugh- 
r of Count Alphonse Lacathon de la 
orest, French Consul General to this 
buntry for many years, was attended 
”Y Mrs. Evelyn Hughes. Peter Lawson 
as best man for Mr, Luck, who is a 
rect descendant on his father's side 
Israel Putnam and Baron Court- 
ndt von Wahl. 
Mr. and Mrs. Luck will motor through 
ew England on their wedding trip, and 
pon their return will make their home 
Flushing. 


MISS FERGUSON ENGAGED. 


er Troth to Homer R. Phelps Told 
at Dinner to Brida! Party. 


The engagement of Miss Gertrude 
elth Ferguson, daughter of Mr. and 
rs. James W. Ferguson of Amster- 


am, N. Y., to Homer Root Phelps of 
fis city was announced last night at 
dinner at the home of Mr. and Mrs. 
harles Wesley McClumpha, 37 Garden 
lace, Brooklyn Heights. Mrs. Mce- 
lumpha gave the dinner for her sister, 
iss Margaret A. Platt, who is to be 
arried tonight in Grace Church-on-the- 
eights to Maclear Jacoby. Members 
the bridal party were present, of 
hich both Miss Fergusen and Mr, 
helps are members. : 
Miss Ferguson was graduated from 
mith College in 1922. Mr. Phelps is 
e son of Mrs, Marie W. Phelps and 
e late Homer R. Phelps of Brooklyn 
d West Englewood, N. J. He served 
h the Marine Corps during the war and 
a member of the Old Guard, of which 
8 grandfather, Willlam Henry Phelps, 
as one of the founders. 
The wedding will take 
e Autumn. 


place early in 


Adie—Hunter. 
Special to The New York Times, 


BOSTON, Mass., June 5.—Announce- 


ent is made today by Mr. and Mrs. 
ndrew Adie of Chestnut Hill of the en- 
agement of their daughter, Miss An- 
ea Wright Adie, to Lieutenant George 
orter Hunter, United States Navy, and 


tached to U. S. S. Preston, which is 
the Boston Navy Yard. 
Miss Adie is a member of the Sewing 
ircle, the Junior League, and the Vin- 
ant Club. She ig fhe sister of Mrs. 
Obert Brayton Almy, formerly Miss 
osamond M. Adie, at whose wedding 
n April, in the Church of the Redeemer 
Chestnut Hill, Miss Andrea Adie was 
e maid of honor. 

eutenant Hunter was graduated from 
e United States ‘Naval Academy at 
nnapolis, Md., with the class of 1922, 
d he since has been in active service. 
e is the son of Mrs. E. P. Hunter of 
arrisburg, Pa., who is temporarily 
aking her home in Boston. No imme- 
ate plans for the wedding have been 
ade. 


rs. Coolidge a Tenderfoot Scout. 


WASHINGTON, June 5 (#).—Mrs. 
alvin Coolidge became a member of 
e Girl Scouts of America at cere- 
onies held today at the home of Mrs. 
Ineodore S. Wilkinson at Rosslyn, Va. 
Tearing the regulation Scout uniform, 
rs. Coolidge, who already was Honor- 
President of the organization, mo- 
bred to the estate to receive the tender- 
bot pin investing her with membership 
om Mrs. Juliette Low of Savannah, 
a., the founder. She then awarded let- 
brs of merit to six Washington women 
br notable work in the movement, 
erit badges to four of the girls and a 
Iver cup to Mrs. J. P. Hovey, Captain 
Troop 7 of Washington, which had 
pen won in an inter-troop contest in 
6 District. 


To Hoid Sale for Milk Funds. 


The annual fair and tea for the benefit 
the Babies’ Milk Funds of the Family 
elfare Association of Nassau County 
d of the New York Hospital will be 
pld on the afternoon of June 26 from 2 
ntil 7 o'clock on the lawn of Green- 
ee, the country estate of Mr. and Mrs. 
layne Whitney at Manhasset, BL. I. 
pecialty of the sale will be old chintz 
shions and pin cushions. ‘There also 
ill be live stock, vegetables, toys, fancy 
pods and interesting novelties. In case 

inclement weather the sale will be 
eld indoors. 


“Miss Nobody” Appears. 


Ned Wayburn’s Girlies’ Gambols 
pened last night at the Hotel Shel- 
rne in Brighton Beach and from now 

will appear there nightly in the ball- 
om of the hotel. The feature of this 
par’s show is “Miss Nobody from 
owhere,” who was selected from 
ong 5,000 of the most beautiful Ameri- 
nn girls to head the cast. The selection 
as made by a committee from the 
eese Club, a national organization of 
blicity and advertising men. 


rs. Coolidge Contributes to a Fair. 


SEA CLIFF, L. I., June 5.—Mrs, C&l- 
lin Coolidge has sent to the committee 
charge of the county fair to be held 
br the benefit of au Hospital at 
fineola on Juné 12 and 13 an auto- 
raphed engraving of the White House. 
note accompanied the picture, which 
Il be one of the articles sold at the 
Bir, which is to be held on the hospital 
rounds. Mrs. Frederick L. Lutz of 
ster Bay is Chairman of the Execu- 
ve Co. ttee. 


rowder to Return to Cuba Soon. 


WASHINGTON, June 5 ().--Major 
nm. Enoch H. Crowder, Ambassador 
b Cuba, who has been here for medical 
ention, expects to return to Havana 
bn General Crowder was dis- 
harg ay from Walter Reed 
neral Hospital, where he has been un- 
lergoing a medical survey. He left im- 
lately for New York to visit friends 
d pa 4 go for a brief vacation trip to 
oO q 


bngressman W. M. Morgan to Wed 

PITTSBURGH, June 5.—William M. 

organ of Newark, veteran Congress- 

' ag = ag ee yo B omy ge 

ane gan and o 

8 Ferry, Pa., toda: obtained a 
license here. = 
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8 TRAPPED IN FIRE 
SWUNG TO SAFETY 


Fireman on Adjoining House 
Forms Human Pendulums of 
a Man and 2 Women. 


"SOCIAL NOTES 


New York. 


Mr. and Mrs, Frederic R. Coudert Jr. 
will sail today on the Paris and will be 
in France several months. They have 
an apartment in Paris, where they will 
be for some time. .. : 

Mr. and Mrs. Wiliam M. Wherry Jr. 
of 42 East Sixty-sixth Stgeet, have gone 
to Seabright, N. J., for the Summer. 

Mr. ahd Mrs. James Rollin Brown, 
who has been at the Engineers’ Club 
ae pare gone to 14 t Sixtieth 

eet, 


Mr. and Mrs. Richard F, Murphy and 
Miss Elizabeth Burgi of 150 East 
Seventy-third Street will sail today on 
the Paris. After. a stay in Paris they 
will os on July 15 for Biarritz, to re- 
main month. 

Beginning tonight there will be a din- 
ner ahd dance each Saturday night 
during the Summer at the Stamford, 
(Conn.) Yacht Club. 

Col. Henry H. Armstead, U. 8S. A,, 
who has been at the Engineer’s Club 
since ng mee | from the West, will 
leave on June 11 for his ranch, in Kaslo, 
British Columbia, where he will join his 
sister Mrs. B, Armstead Davis. 


Mr, and Mrs. W. H. Nelson Voss and 
Miss Alice McKim Voss will sail today 
on the Franconia. After.a stay in Eng- 
land they will arrive in Paris June 18. 

Mr. and Mrg. George G. Plant of 
Paris awe at the Vanderbilt. 


Senator and Mrs. Walter E. Edge have 
come from Washingtoy to the Ambassa- 
dor. Mrs. Irving H. Chase of Rose 
Fit, Waterbury, Conn., also is at the 
notel, 


Ly dig Hoyt gave a dinner last night 
at Sherry’s for Mr. and Mrs. Chalmers 
Wood, ‘. 

Mrs, Percy H. Stewart and her daugh- 
ter, Mrs. Bdward Lindsley Ayers of 
Hewlett, L. I., are at the Plaza for a 
week, 

Mr. ahd Mra. Theodore Schumacher’s 
guests at luncheon yesterday in the Jap- 
anese Garden at the Ritz-Carlton in- 
cluded Mr. and Mrs, Norman S. Dike, 
Mrs. Buchanan.Schley Jr., Dr. Thomas 
Maitland of London, Mrs. Robert Morris 
Phillips and Charles Standifer, 

Mrs. Charles Playford of Baltimore 
had Mrs. Charles Harding of Boston, 
Mrs. Walton Oakley and Mrs. Herbert | 
S. Stone among her guests at luncheon 
yesterday at the Embassy Club. 


Mr. and Mrs. Robert Walton Goelct, 
who were at the Ritz-Carlton, have gone 
to Newport. 

Mr. and Mrs. George A. Pope, who 
have been at the Plaza for six weeks, 
left yesterday for their home, in San 
Francisco. 

Count and Countess Dru de Montgelas, 
who recently returned from California, 
had’ Mr. and Mrs. Samuel J. Wagstaff, 
Mrs, Riehard T, Wilson, Mr. and Mrs. 
Alfred C, Bossom and George McDonald 
among thetr guests at dinner last night 
at. the Embassy Club. 

Mr. and Mrs. Frederick E, Thompso 
returned from Europe:on the Aquitania 
and are at the Plaza. 

Mrs. William C. Pearson and Miss 
Madeline Pearson have one to the 
Briarcliff Lodge to pass the Summer. 
The former Ambassador to Turkey and 
ae Henry Morgenthau are also at that 
iotel, 

Mrs. W. Tanner Clark gave a luncheon 
at the Madison yesterday for Mrs. Wal- 
ter Scott Roberts, who is leaving ‘soon 
for California. 


N. B. WOOLWORTH 
TO WED IN LONDON 


Son of Late Merchant to Marry 
Pauline Stanbury Jaly 9—Yale 
Classmates Attendants. 


BOYS WARN OTHER TENANTS 


See Smoke and Race Through the 
Burning Building Giving the 
Alarm. 


Three persons were rescued by a fire- 
man off duty and other tenants fled to 
safety when two boys shouted an alarm 
last night as fire swept the top floor 
of 416 East Eighty-fifth Street and cut 
off escape of two families. Five am- 
bulances and the reserves from three 
precincts wege called to the scene. 

The fire, of unknown origin, was dis- 
covered at 8 o'clock by Fireman Patrick 
Buschkamper of Engine Company §&8, 
who was leaning from the window of 
his home near by after a day tour of 
duty. Buschkamper ran into the build- 
ing next to the fire and gaining the top 
floor crawled along a ledge until he was 
within striking distance of the windows. 
Bracing himself he reached out and 
caught the hands of Caspar Lorsch, 59 
years old, who was standing at the 
window, with the flames creeping toward 
him from the rear. 

With a heave the fireman swung 
Lorsch like a pendulum to safety on the 
ledge. Other firemen responding to two 
alarms were at the window of the house 
next door and they pulled Lorsch in. 
Dr. Schwartow of Reception Hospital 
found the man suffering from severe 
burns on the face and hurried him to 
the hdbpital.. His condition there last 
night was serious. 

Buschkamper tn the meantime reached 
over and swung Lillian Lorsch, 29 years 
old, daughter of the rescued man, to 
the security of the ledge. She was only 
slightly burned and the fireman shouted 
to Mrs. Emily Volz, nervously crying at 
a window in the apartment next to the 
n| Lorsch’s, to stand fast, When he had 
calmed the woman sufficiently to have 
her understand him the fireman told 
her to make her way along the ledge 
connecting one of her windows with the 
eastern window ,of the Lorseh apart- 
ment, ‘ 

Mrs, Velz managed to do this and 
entered the Lorsch apartment. » She 
then stepped to the window from Which 
the Lorsch’s had been rescued and 
Buschkamper brought her to safety in 
the same way he had the others. Lad- 
ders from Hook and Ladder Company 
13 were run up against the building, but 
the firemen managed to hold the blaze 
to the top floor. 

While Buschkamper was making his 
rescues two boys, Harry Klein, 16 years 
oid, of 343 East Eighty-fifth Street and 
Benjamin Bergo, 15 years old, of 319 
East Bighty-fourth Street, also were 
proving themselves heroes. The boys 
had been at play in the yard of the four- 
story dwelling when the fire was dis- 
covered. They saw smoke drifting over 
the rear edge of the roof and placed a 
ladder against the back. They crawled 
into a window on the first floor and ran 
through the house spreading warning. 
Many of the tenants got their first 
inkling of the fire from the boys. The 
families ran down the stairs and out 
into the street. . 

A large crowd gave the reserves in 
command of Deputy Inspector George 
Liebers weeny. to do. Klein and Bergo 
were treated by ambulance surgeons for 
slight burns and the Klein boy for a 
wrenched right wrist. 


MANY BRIDES CHOOSE 
TODAY FOR NUPTIALS 


Charlotte Charch, Katharine Post 
and Portia Willis Among Those 
Who Will Wed. 


There will be several weddings of in- 
terest to society today, some of them 
taking place at country houses in the 
near-by Summer resorts. 

Miss Charlotte Dwight Church, daugh- 
ter of Mr. and Mrs. Frederic Edwin 
Church of this city, and Francis de 
Neufville Schroeder, son @f Mr. and 
Mrs. J. Langdon Schroeder, wit be 
married this afternoon at 1 o’clock at 
the country home of the bride’s parents 
at Davenport Neck, New Rochelle. The 
ceremony will be followed by a recep- 
tion. . 
The marriage of Miss Katharine Post, 
daughter of Mr. and Mrs. Allison Wright 
Post, to J. Culbert Palmer Jr. of this 
city will take place this afternoon at 
1:30 o'clock in St. Bernard’s Church in 
Bernardsville, N. J. The ceremony will 
be followed by a reception at White 
Lodge, the country place of the bride’s 
parents. tae 

The marriage of Miss Charlotte Dew- 
ing Smith, daughter of Mrs, Edmund 
Dickinson Smith of Stamford, Conn., to 
Douglas Maynard Cruikshank will take 
place this afternoon at 4:30 o'clock in 
St. John’s Episcopal Church in Stam- 
ford. <A reception will follow at the 
geome of the bride’s mother at Shippan 

oint, 


Miss Portia H. Willis “of 570 Park 
Avenue, daughter of former Congress- 
man Benjamin A. Willis of New York, 
will be married today to Captain lL. 
Rodney Berg of 45° West Fifty-fifth 
Street. The ceremony will take place 
at the home of the bride's aunt, Mrs. 
Cortlandt Schuyler Van Renssefier, at 
40 East Sixty-first Street. Captain 
Berg and his bride will leave for Eu- 
rope after the ceremony for a wédding 
trip abroad. 


Miss Margaret Augusta Platt, daugh- 

ter of the late Mr. and Mrs. C. A. Platt 
of Amsterdam, , and Maclear 
Jacoby, son of Professor Harold Jacoby 
of Columbia University and Mrs. Ja- 
coby, will be married this afternoon at 
— Church-on-the-Heights, in Brook- 
yn. 
_. The wedsing of Miss Ruth Allen, 
daughter of Mr. and Mrs, Joseph War- 
ner Allen of Elizabeth, N. J., and Cor- 
nelius Brett Boocock, son of the Rev. 
and Mrs. William H. Boocock of Buf- 
falo, will take place today in the Cen- 
tral Baptist Church in Elizabeth. A 
reception will follow at the home of the 
bride’s parents. 


An out-of-town wedding of interest 
here is that of Miss Emily, Catlin Shep- 
ley, daughter of Mrs. Arthur Shepley 
of St. Louis, Mo., and Edward Lawrence 
Keyes 3d, son of Dr. and Mrs. Edward 
L. Keyes Jr. of this city and Forest 
Hills, L. 1, which takes place today 
in the garden of Mrs. Shepley’s home 
in ‘Westmoreland Place, St. Louis. 


The marriage of Miss Mina Lamberts 
of 629 West 135th Street and Sylvester 
Beer, who has sent been made manager 
of the Hotel Majestic, will take place 
today at the hotel, The ceremony will 
be followed by a reception and dinner. 

Miss Elsie Dow, daughter of Mr. and 
Mrs. Richard Dow of Boston,and Ed- 
ward Secomb Wallace, son of Mrs. 
Frederic W. Wallace of this city and 
Plainfield, N. J., will be married today 
at the country home of the bride's par- 
ents in Marion, Mass. 


Copyright, 1825, by The New York Times Company. 
Special Cable to Tue New York Times. 


LONDON, June 6.—The marriage of 
Norman Bailey Woolworth, son of the 
late F.’ M. Woolworth of the famous 
chain stores and Mrs. Woolworth -of 
New York, to Pauline Elizabeth Stan- 
bury, a London girl, will take place at 
Margaret's Church, Westminster, - on 
July 7. Miss Stanbury, who is the 
daughter of Clarence Stanbury of Hamp- 
stead, was presented at the first court 
last year. 

Rooms have been taken at the Savoy 
Hotel for ‘Woolworth, his mother and 
wedding party, which includes nine of 
his fellow-gtaduates of Yale University. 


Mr. Woolworth, who lives with his 
mother at15 Park Avenue, said last 
night that he planned to sail with her 
for England on the Berengaria on June 
17. His best man and ushers, all class- 
mates at Yale, will sail on the Paris 
on June 27. 

The engagement of the couple was an- 
nounced by Miss Stanbury’s parents in 
London early wlast Autumn. Accom- 
panied by her mother, Miss Stanbury 
arrived from Eng!i:ni early in October 
to visit relatives and friends in New 
York before going to Canada for a more 
extended stay. His father, the late 
Fred M. Woolworth, a cousin of the late 
F. W. Woolworth, founder of the chain 
stores, was in charge of the Woolworth 
interests in England, where his son re- 
ceived his early *education. Later he 
attended Hotchkiss and Yale. 

Edward aher of this city will be 
best man. he ushers will include Al- 
lan Shaw, Arthur McClement and Fred- 
erick Kieser of this city, Kénneth Berry 
of Pelham, Jack Garland of Los An- 
geles, Richard Harwood of Boston, Max- 
well Bardeen of Kalamazoo, Mich., and 
Frederick Bates of Canton, Ohio. Af- 
ter a wedding trip Mr. and Mrs. Wool- 
worth will make their home here, 


GRAND DUKE BORIS OFF, 
DENIES POLITICAL ROLE 


Disclaims Aspirations to Throne 
—Sees Russia Monarchial, bat 
Doesn’t Know When. 


The Grand Duke Boris of Russia, 
brother of the Grand Duke Cyril, the 
claimant to the throne of the Roman- 
offs, sailed yesterday’ from Brooklyn on 
the Fabre liner Providence. The Grand 
Duchess accompanied him, . 


The couple was-in the first cabin and 
had come from the Hotel Ritz to the 
ship on Thursday night to avoid the dis- 
ge of traveling during the heat of 

e day. 

Madame Rachevsky, the mother-in- 
law of the Grand Duke Boris, and the 
Grand Duke's Secretary, Baron Nicholas 
Cronin, traveled in the second-class, as 
when they arrived in this country last 
Fall. The Grand Duke said the whole 
party had been on deck all night. ‘It 
was one of the most uncomfortable 
nights I have ever spent,’’ he added. 
‘“‘We made a big mistake in leaving the 
hotel to come here.”’ 

When asked about the various reports 
which had been cabled from Europe re- 
cently concerning his activities, the 
Grand Duke replied: 

“The story that I have been called 
back is absolutel untrue. Who can 
order me back? have no aspirations 
to any throne. I am out of politics. I 

ave nothing to do with the Grand Duke 

yril or the army he is reported to be 
raising, or with the Grand Duke Nich- 
olas’s aspirations to the imperial throne 
of Russia. ° 

“I believe,’’ he continued, -‘‘that Rus- 
sia will eventually go back, to the mon- 
archical form of government, but no- 
body can say when that will be or who 
will be the next emperor.” 


Luncheon for Miss Emily Wright. 
Mrs. Frederic P, Bronson gave a 
luncheon at the Embassy Club yester- 


day for Miss Emily Wright, who is to 
be married to Robert unningham 
Myles Jr., at the home of her parents 
Mr. and Mrs. Wilkinson de Forest 
Wright, 525 Park’ Avenue, on June 11. 
The guests included Mrs. Horace Inger- 
soll, Mrs. Charles Young, Mrs. Andre 
Mertzanoff, Mrs. Grey Perry and the 
Misses Francés  McCoon, Margaret 
Stokes and Virginia Quackenbush. 


Dance for Charity In the Heat. 
Spectal to The New York Times, 

GREENWICH, Conn., June 6.—In 
spite of the terrible heat here tonight 
many society folk attended the second 
supper dance of the Pickwick Supper 
Club at the Pickwick Arms. ‘The pro- 
ceeds went to the Bethany Day Nur- 
sery of New York. Mrs. Winchester 
Fitch, Mrs. Frederick Sperry and Mrs. 
George Helm are members of the Nur- 
sery Committee, as well as patronesses 
of the club. A feature of the eveni 
was the appearance of Lauretta Corlet 
and Darley Fuller, dancers, both pupils 
Shien Dorothy Bitck was’ Chairmen ci 
the Dance Committee. “s 


Secretary Weeks Much Better. 
BOSTON, Mass., June 5 (#).—“Much 
improvement’”’ in the condition of Secre- 


tary of War John W. Weeks, who was 
eperated upon at the Massachusetts Gen- 
eral Hospital last week for gall stones, 
was reported tonight by his physician, 


PRIZE PLAY CALLED 
PLAGIARISM IN SUIT 


‘They Knew What They Wanted’ 
Taken From ‘The Fall of the 


Moon,’ Complaint Says. 


An injunction and accounting suit was 
filed in the Federal Court yesterday 
against the Theatre Guild, Inc., and 
Sidney Howard, playwright, on the 
ground that the play, ‘“‘They Knew 
What. They Wanted,” winner of the Pu- 
litzer prize, was a plagiarism of a play, 
“The Full of the Moon,” owned -and 
copyrighted by the plaintiffs, Joseph 
Grubb Alexander Ernest Richard 
Schayer and Wilfred North, all of 
whom live in -California. 

The complaint, D ange iy by Stegel & 
Corn, attorneys for the plaintiffs, al- 
leges that their play, which has never 
been produced, was copyrighted in 1923 
and that the play which Mr. Howard 
claims to have written was not copy- 
righted until a year later. 

i is further alleged that Mr. How- 
ard ‘‘falsely represents and. advertises 
himself as the author’’ of. “They Knew 
| What They Wanted,’’ with full knowl- 
|edge that “he pirated the play” from 
“The Full of the Moom’’ The 
plaint contains a description 
plaintiffs’ play which ig the sto 
Swiss guide 


of a 


sistance of an Englishman lost in moun- 
tains. He loses the use of his legs in 
an accident and 1s brought home. An- 
other character is a vagabond, cultured 
and attractive and who seeks to carry 
on a flirtation with the bride. 

In the defendants’ play is a strong, 
good man, injured on his wedding night 
by a fall in which his legs are broken. 
There is also a handsome vagabond. 

The complaint says that the defen- 
dants, ‘‘endeavory to conceal -their pla- 
|glarism and act of pirating, have 





| bined comedy and dream, have changed 
ithe locale, the names of the characters, 
their nationalities and their vocations 
in life without, however, in the slight- 
est degree rn their essential basic 
relations toward one another, and they 
have also utilized plaintiffs’ unique and 
original dramatic situations an 
settings. 

“In both pJays the special interest of 
the wife in the vagabond is disclosed 
immediately after the accident. In both 
Plays the stage settings are practically 
the same."’ 

Former Representative Isaac Siegel 
of counsel for the plaintiffs said that 
damages of $150,000 and other equity 
relief would be asked. \ 

Others named’ as defendants, besides 


the Theatre Guild, Inc., and Mr, How- | 
ard are Richard Bennett, the star in the | 


lay, Pauline Lord, Glenn Anders and 
hilip Moeller, who are in the cast. 


JERITZA STIRS STORM 
IN TOWN OF HER BIRTH 


Singer Called Renegade in Press 
Campaign—Could Appear 
Only Once. 


Special Cable to Toa New Youx Times. 
Copyright, 1925, by The New York Times Company. 


VIENNA, June 5.—Mme. Jeritza is 
again in the limelight, this time in her 
/own birthplace, Brunn, in Czechoslova- 
kia, where a violent press campaign 


opened against her the day before she 
sang at the opera. 

The newspapers accuse Jeritza of be- 
ing a renegade and of having encour- 
aged a propaganda against Czechoslo- 
vakia, 

The feeling ran so high that Jeritza 
was unable to appear a second time in 
her native town. Although no really 
serious incident occurred, a strong cor- 
don of police was placed around the 
theatre. 


GORDON DENIES PLAGIARISM 


Did Not Admit Taking “White 
Cargo” From Novel, Lawyers Say. 


W. Herbert Adams, attorney for Leon 
Gordon, playwright, yesterday issued a 
statement denying an assertion by Miss 
Ida Vera Simonton, through her attor- 
neys, printed yesterday, that Mr. Gor- 


don had “admitted and acknowledged” 
that he had taken his play ‘‘White Car- 
go" from ‘‘Hell’s Playground,” her 
novel. 

“After the decision in this case,”’ said 
Mr. Adams's statement, ‘‘and while an 
appeal was being considered by the de- 
fendants, Mr. Gordon, for the purpose of 
protecting Mr. Carroll and his other as- 


sociates from further litigation, entered | 


into an agreement with the plaintiff on 
March 10, 1925, ending the controversy. 
Nowhere in this agreement, nér at any 
other time, has Mr. Gordon admitted 
that in writing ‘White Cargo’ he had 
taken the play from Miss Simonton’s 
novel, and he vehemently resents any 
such admission being attributed to him.” 


BACKS THE HAGUE COURT. 


Dr. Walter Simons Says Germans 
Want a Stronger Tribunal. 


STUTTGART, Germany, June 5 (#).— 
Dr. Walter Simons, President of the 
German Supreme Court and former Act- 
ing President of the Republic, favors 
strengthening the authority of the Arbi- 


tration Court at The Hague. 

Speaking before the sixth annual 
meeting of the German Society for Pro- 
motion of International Law last eve- 
ning, he said: 

“‘An international tribunal is an im- 

rative need of the civilized world. We 

ermans therefore are keenly interested 
in having the authority of The Hague 
Arbitration Court strengthened.” 

Dr. Simons gave it as his conviction 
that the principle of international juris- 
diction would be victorious, and that 
the authorities of all countries should 
engage in serious research in behalf of 
“e further development and amplifica- 

on. ‘ 


MISS MARY B. ELY DIES. 


One of Three Sisters Who Directed 
the Ely Court School. 


Miss Mary Boles Ely, one of the three 
Sisters of ‘her name who for years have 
directed the well-known Ely Court 
School for Girls, died last night at her 
residence, Upper Terrace, Ely Court, 
Greenwich, Conn., after an illness last- 
ing several months. She was the young- 
est daughter of Colonel George B. and 
Caroline Boies Ely. She is survived by 
two sisters, Miss Elizabeth Ely and Mrs. 
Sarah Ely Parsons, and a brother, 


Arthur H. Ely, a lawyer. The funeral 
services ‘will be held privately. 


Louis A. Coolidge Buried. 

BOSTON, June 5 (#).—Prominent pub- 
lic officials, newspaper men, business 
associations and Harvard classmates 
filled the new Old South Church today 
for the funeral services of Louis A. 
Coolidge, former Assistant Secretary of 
the Treasury, Republican leader, Wash- 


ington correspondent and Treasurer of 
the United Shoe Machinery Corporation. 
Dr. George A. Gordon, pastor of the 
church; conducted the services. Dean 
a 2 usmaniere of St. Paul's Cathe- 
dral, a classmate of Mr. Coolidge at 
Harvard, was prevented bv illness fram 
assisting. A choir from the New Eng- 
land Conservatory of Music, of whic 
Mr. Coolidge was Vice President, sang 
in the services. 

Preajdent J. Fred Essary and a dele- 
ation from the Gridiron Club of Wash- 
ngton att@nded. Governor Alvin T. 
Fuller and officers of the State and 
nation were present. The burial, in 
the oolidge family lot in Natick, was 
private. 


Dr. I. Minis Hays. 
PHILADELPHIA, June 5 (#).—Dr. I. 
Minis Hays, widely known physician 
and for many years Secretary of the 
American Philosophical Society, died to- 
day at his home here. Dr, Hays had 


been. Secretary of the American Philo- 
sophical Society since 1897.. He was 
—— Fad re apmerices soarnes of Sci- 
c m 1890 and also was a 
former editor of 90 edica] News, 
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(, W. HALSEY DIES. 
AFTER BREAKDOWN 


Rose to the Presidency of 
Rogers Peet Co., Where He 
Started as a Clerk. 


LEGION OF HONOR MEMBER 


Received the D. S. M. for Service 
In the War—Funeral This 
Afternoon. 


* 
Charles Woodruff Halsey, President 
of the Rogers-Peet Company, died yes- 
terday morning at his home in Bronx- 
ville, He had been ill for a month with 
@ recurrence of a physical breakdown 
suffered soon after the war. 
Mr. Halsey was born in Newark, N. 
J., forty-eight years ago. 


and soon after entered the Weather Bu- 
| reau in New York as an observer. In 
} 1899 he obtained a clerical position with 
Rogers, Peet & Co. and within a short 
time rose to be advertising manager. 

} When Rogers-Peet incorporated, in 
| 1912, Mr. Halsey was elected Secretary- 
| Treasurer and {fn the following year was 
|:made Vice President. In 1913 he mar- 


| ried Miss Margaret Chambers of Bronx- 
| ville. They had no children. £ 
In 1917 Mr. Halsey resigned as Vice 
President of Rogers-Peet and joined’ the 
, colors with the rank of Captain in the 
Quartermaster Corps. He was assigned 
to the fourth section of the General Staff 
lat G. H. Q., Chaumont, and wus soon 
| promoted to a Majority. 

The strain of the work at headquarters 


| 


He was gsrad- | 
uated from Princeton University in 1898 | 


| tery. 


6, 1925. / 
FUNERAL OF J. KENNEDY TOD 


Many Former Business Associates 
Attend Services in Grace Church. 


The funeral of J. Kennedy Tod, re- 
tired banker who died last Tuesday at 
his Summer home at Sound Beach, 
Conn., took place yesterday morning in 
Grace Church, the Rev. Eliot. White, 
assistant to the rector, officiating. 
There was no eulogy, the service con- 
sisting of the reading of the Episcopal 
burial service and singing by the vested 
choir. The casket was \covered with a 
blanket of fris, orchids, and lilies of 
the valley, and the altar was banked 
with flowers which were afterward sent 
to various hospitals in the city. 

About 150 persons, including many 
prdéminent business asSociates of Mr. 
Tod as well as representatives of the 
St. Andrews Society and the Veterans 
Association of the Seventy-first Regi- 
ment, attended the services. Members 
of the family included Mrs. Tod, Mr. 


and Mrs. Robert E. Tod, Miss Katherine 
Kennedy Tod, a daughter, and Miss 
Grace H. Potter, sitter of Mrs. Tod. 
Others present were Robert W. de For- 
est, Stephen Baker, Isaac N. Phelps- 
Stokes, James Speyer, Henry C. 
Hamilton F. Kane, Clarkson E. 
Luis J. Phelps, W. G. Murphy, 
Charles P. Coaney. Interment, 
was private, was in Greenwood Ceme- 
There were no honorary pall- 
bearers. 


Lord, 
and 


Adam Kropf. 
Adam Kropf, a well-known realtor and 


civic leader In Brooklyn, died yester- | HALL—After a brief iliness, Mrs. Mary M. 


day at his home, 9,205 Fifth Avenue, 
Brooklyn, aged 72 years. He was ac- 
tive 


"g,  batowed -Saugh 


GREEN—On June 5, Catherine J. Green (nee 


GREENBERG—Edward E., suddenly, on June 


GREENE—At Plainfield, N. J., on Friday, 


GUMPERT—Frederick E., ith his forty-fifth 


Holt, | 


which | ° 


| 
| 
| 
| 
| 


| 


in the development of the Fort | HALL—Eliza Newcomb, widow of Henry Ben- 


| Hamilton section and as Vice President | 
lof the Fourth Avenue Subway Commit- | 


|} tee of One 


made itself felt and in 1918 Major Hal- | 


se suffered a nervous 
When he recovered sufficiently to_re- 
sume work he returned to Rogers-Peet 
and was again made Vice President. In 
1923 he was elected President of the 
company. 


his farm near Ithaca for a vacation, but 
soon after arriving there was taken ill. 
He returned to his home in Bronxville. 
On Thursday night his condition became 
worse and he died at 3 o'clock yesterday 
morning. He is survived by his widow, 
one brother, Dr. William M. Halsey 


erine T. H 





| Seeveee Medal and the French Govern- 
ment made him a member of the Legion 
| of Honor in recognition of his services. 

|. The funeral will be held from his late 
| home this afternoon at 4:30 o'clock. Bu- 
| rial will be in the family plot in Wood- 
| lawn Cemetery. 


| CHARLES W. FISK DEAD. 


Veteran Journalist Dies at 
Home in East Orange, N. J., at 75. 


Charles William Fisk of 29 Arlington 
Avenue, East Orange, N. J., who was 
night editor of The World for fifteen 
years under Joseph Pulitzer, died sud- 
denly Thursday night in the Orange 
Memorial Hospital after a fortnight’s 
illness. Recently he had worked for the 
Butterick Publishing Company of this 
city. He is survived by his wife and a 
son, Arthur A. Fisk, assistant supervisor 
of publications for the Prudential In- 
surance Company. 

Mr. Fisk was born in New York City 
Sept. 13, 1849, and spent his entire 
career in journalism and publishing. He 
was on the editorial staff of The New 
York Herald under the younger Bennett 
and® was associated for seventeen years 
with George Harvey in the management 
of Harper & Brothers, acting as super- 
intendent of the company. He had also 
been managing editor of The Brooklyn 
Citizen and The Newark Advertiser. 
Services will be held at the funeral par- 
lors at 169 Main Street, 
at 1 o’clock this afternoon. 





Walter R. Bradford, Cartoonist. 


PHILADELPHIA, June 5 (#).—-Walter 
R. Bradford, for twenty years a car- 
toonist on The Philadelphia North Ameri- 
can, died at his home here last night. 
He was 53 years old and was a native 
of Dayton, Ohio. Brad, as he was known 
to newspaper readers, began working in 


a machine shop in South Bend, Ind., and 
| then took up art studies in Chicago. 
| Before coming to Philadelphia he was 
femployed on The Chicago Tribune, 
|Chicago Journal and Baltimore Ameri- 
can. He was the creator of many char- 
acters. 


Mgr. Moore’s Funeral. 
Services for Mgr. John W. Moore, 
President of St. John’s College, were 
held yesterday in St. John’s Roman 


Catholic Church, Lewis Avenue and 
Willoughby Streets, Brooklyn. The Rev. 
James F. Kennedy, acting President of 
St. John’s Seminary of the Diocese of 
New York, was celcbrant at the mass, 
assisted by the Rev. William C. Hoc- 
tor, the Rev. Edward J. Walsh and the 
Rev. Thomas E. Malloy. Burial will 
take place in Germantown, Pa., in a 
plot belonging to St. Vincent’s Seminary 
there, 


Charles Edwin Lewis. 
Charles Edwin Lewis of Rockledge, 
Scarboro-on-Hudson, died yesterday 
morning at the age of 75, after an ill- 
ness of a‘few weeks. He was born in 
Providence, R. I., and lived ‘there until 


1895, when he moved to Burlington, Vt., 
and built up a large business as a build- 
er and contractor. He retired in 1910 
and went to Scarboro to be with his 
sons, Dr. H. Edwin Lewis, 
American Medicine, and Dr, Frank C. 
Lewis, editor of The International Jour- 
nal of Medicine and Surgery. 


W. Irving Clark Dies at 90 Years. 

W. Irving Clark of 127 East Thirtieth 
Street, one of the oldest living alumni 
of Columbia College, died yesterday at 
his residence in his ninety-first year. He 


was graduated from Columbia, sixty-two 
years ago, with the class of 1863. He 
was a member of the Century Associa- 
tion. Dr. W. Irving Clark Jr. an 
authority on occupational diseases, lives 
at 53 West Street, Worcester, Mass. 


Obituary Notes. 


Mrs. SARAH MACLARNAN, wife of Hugh 
MacLarnan of London, Ontario, died Thurs- 
day at the home of her daughter, Miss 
Marian MacLarnan, 209 Wadeworth Avenue, 
New’ York. Besides her husband, she is sur- 
vived by two sons and two daughters. The 
body will be sent today to London, Ontario, 
for burial. 

JAMES J. MURPHY, 75 years old, a hotel 
man in Brook! for thirty-five years, died 
on Tuesday at his home, 85 Division Avenue, 
Brookiyn. 

ABRAHAM NOONBURG of Garfield, N. J., 
§2-year-old veteran of the Civil War, died 
Thursday night in the Christian Sanitarium 
at Passaic, N. J. 

GEORGE A. VIOLANTE, Treasurer of the 
K. V. 5B. Building Corporation and the Long 
Island City Building Company, died yesterday 
morning in Flower Mospital following an 
operation for appendicitis. He had been 
a contractor here since coming from Italy 
in 1900. 

CHARLES HOFFART, 68, an employe of 
the Steinway Piano Company in Long Island 
City for thirty-eight years, is dead at his 
home, 466 Potter Avénue, Astoria. 


WILLIAM L. TAYLOR, managing editor 
of The York (Pa.) Dispatch and a member 
of The Associated Prdss, died in York yes- 
terday, aged 63. He was at one time Presi- 
dent of the Pennsylvania Associated Dailies. 


PATRIOK J. FARRELL, who had been 
connected. with the Calvary Cemetery Cor- 
poration for twenty years, died last evening 
at his residence, 1,488 Bushwick Avenue, 
Brooklyn. He was 40 years old. 

Miss KATHERINE SEATON RICHMOND, 
who died Thursday at her residence, 565 
West 125th Street, at the age of 84, was a 
daughter of the late Rev. James Cook Rich- 
mond, and formerly had charge of the 
Sheltering Arms. 

Dr. ARTHUR KOZMA, 
physician, resident in this cit 
one years, died Thursday at 
Hast Sixty-eighth Street, aged 54. He was 
Secretary of the Hungarian Relief Society. 

CHARLES A. KATZENBERGER, a mem- 
ber of the Hudson cee Grand Jury last 

hone, 60. 


, died yesterday at 1 Petry 
Birect. iloboken, WN. Jo 


a Hungarian 
for twenty- 


is home, 
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Mr. Halsey received the Distinguished | 
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Hundred he was instrumen- 
tal in securing the Fourth Avenue_sub- 
way for the neighborhood. 
member of Fort Hamilton Chamber of 
Commerce. He is survived by his wife, 
Louse Spalt Kropf, with whom he cele- 
brated their golden wedding only 
month ago, and two daughters. 


Morris Welnstein. 


Word of the death in Los Angeles on | 


Thursday night of Morris Weinstein, a 
real estate operator who formerly lived 


About a month ago Mr. Halsey left for | 4+ 45 West 110th Street, was received 


here yesterday by Rabbi 
Med Mr. Weinstein was noted for his 
phila 
ago donated $10,000 to the Hebrew 
Teachers’ College in Jerusalem, 
The Rev. Wililam Part. 
BELFAST, June 5 (.—The Rev. Wil- 
liam Part, a prominent Presbyterian, 
died in Belfast today during the annual 
assembly meeting. He had visited the 


United States several times in connec- 
tion with the work of the Presbyterian 


| World Alliance. 
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Born. 


BRANDT—Mr. and Mrs. N. H. Brandt an- 
nouncg the birth of a son on June 1, 1925, 
at the’ Jewish Hospital. 

COHEN—Mr. and Mrs. Samuel, 
New Lioyd’s Sanitarium, St. 
Place. 

GANS—Mr. and Mrs. Henry Gans (nee Gus- 
sie Leffer) announce the birth of a 
daughter at the Woman’s Hospital, 
June 4. 

GRABSHEED—Mr. and Mrs. Sidney, 
ter. New Liloyd’s Sanitarium, St. 
olas Place. 

LEVY—Mr. and Mrs. Joseph Levy announce 
the birth of two sons at their residence, 
1,713 Popham Av., Bronx, June 4. 

RAPHAEL—Mr. and Mrs. Albert A. Raphael 
(nee Clare Schindler) announce the 
birth of a son at Woman's Hospital 
on June 4. 

STAMPER—Mr. and Mrs. Walter, dau 
New Lloyd's Sanitarium, St. 


Confirmation. 


SILVERSTEIN—Mr. and Mrs. Meyer Silver- 
atein of 622 West l4ist St. announce the 
bar mitzvah of their son, Leonard Her- 
bert, on Saturday morning, June 6, 10 
on at Temple B'nai Israel, 610 West 

th. 


daughter. 
Nicholas 


daugh- 
Nich- 


ter. 


Engaged. 


SEIDMAN—LUWISH—Mr. and Mrs. Herman 
Luwish of 1,330 Eastern Parkway, Brook- 
lyn, announce the engagement of their 
daughter, Miriam, to Mr. Louis B. Seid- 
man. Reception at Brooklyn Jewish 
Centre Sunday, June 7, at 5 o’clock. 


Anniversaries. 


SOBEL—Mr. and Mrs. Henry Sobel, 215 
West 90th St.. are pleased to announce 
the twenty-fifth anniversary of their 
marriage, June 6, 1925. Reception June 
6, between 9:30 and 10:30 M., on 
board the steamship Rotterdam, Holland- 
America Line, Hoboken. 


Bird. 


ALBERTSEN—Walter F., son of Mrs. Walter 
F. Albertsen, at 68 West Fifty-eighth 
St., and of the late Walter F. Albert- 
sen, at Cincinnati, in his twenty-ninth 
year. Services at St, Paul’s M. BE. 
Chapel, Eighty-sixth St., and West End 
Av., at 8 M. June 7. Interment 
@rivate. 

BILLINGS—On June 4, 1925, Ellen F. An- 
drews, wife of the late Henry M. Bill- 
ings’. Funeral services will be held at 
her late home, 28 West 50th St., on 
Sunday, June 7, at 4 o'clock. Interment 
at Hingham, Mass. 

BRAUMAM-—At Summit, N. J., June 4, 1925, 
Mrs. Ida Braumam, age 68 years. Fu- 
neral from her late residefice, 94 Boule- 
vard, Summit, N.'J., Sunday June 7, at 
10 A. M. Interment Lutheran Cemetery, 
Brooklyn, at conclusion of service. 


BROWER—At Montclair, N. J., on Frilay, 
June 5, 1925, Mary Agnes Williams, wife 
of Ogden Brower. Funeral services wiil 
be haid at her late home, 12 Roosevelt 
Place, Montclair, on Sunday afternoon at 
4 o'clock, Daylight Saving Time. Lacka- 
wanna train leaves Hoboken at 3 P. M. 

BURGAUER—At his residence, 318 West 
100th St., New York, on June 4, aged 60 
years, Nathan E. Burgauer, beloved 
brother of Samwel Burgauer. Services 
and interment at Philadelphia, Pa., on 
Sunday, June 7 


CALLAWAY—On Wednesday, June 8, 1925, 
Sarah Esther, beloved wife of Edward 
G. Callaway, mother of George 8S. Calla- 
way and sister of Irene E. ngstreet, 
at her residencé, 199 Theodore St., As- 
torfa. Services at the Church of the 
Redeemer, Crescent and Temple Sts., 
Astoria, L. I., on Saturday afternoon, 
June 6, at 2:30 o'clock. Interment 
Flushing Cemetery. 

CARREAU—Alyn Sinclair, wife of Joseph 9S: 
Carreau and daughter of Mr. and Mrs. 
Edmund BE, Sinclair, at her home, Pel- 
ham Manor, Westchester County, N. Y., 
on Friday night, June $, 1925. Notice of 
funera] hereafter. Buffalo and Chicago 
papers please copy. 

CHAPMAN On June 5, 1925, Harrison Chap- 
man, beloved husband of Barbara Chap- 
man. Montreal papers please copy. 

CHILDS—On June 5, 1925, George Childs. 
Funeral Stephen Merritt's Harlem Chapel, 
304 West 126th St., Sunday, 2 P. 

CLARK—William Irving Clark, at his home, 
127 East 30th + in his ainety-first 
year, Funeral! notice later. 

COHEN—Sarah, of 1,667 Neison Av. 
beloved wife of the late Meyer Cohen and 
devoted mother of Mrs. Isaac Polstein, 
Mrs. J. Harris, Mrs. W. Wolfe, Mrs. B. 
Grossman, J. H. Cohen and Ben Cohen, 
on Friday, June’S. Funeral Friday, June 
5, at 2 P, 

COHEN—Sarah. Children’s Welfare League 
of the east side Jewish Centre sorrowful- 
ly announce the death of the beloved 


dearly 


mother of our Vice President, Mra. y 
Polstein, 168 West 86th St. She was 
or ed laid to rent on Friday, June 
. 25. ' 
Mrs. G. HAMBURGER, President. 
Mrs. L. SILVERMAN, 
Secretary. 
COLEMAN—On June 5, 1925, at her resi- 
dence, 503 \West 149th ‘St., ; 
Coleman (nee Norton), beloved wife of 
Albert Evander Coleman. Funeral pri- 
vate. Kindly omit flowers. 
COOPER—At Cooperstown, early in the 
morning of June 4, Katharine Fuller, 
daughter of the late Fenimore 
Funeral service at Cooperstown, 
day, June 6, at 2 P. M. Friends are 
especially requested not to send flowers. 


ICH—On June 3, 1925, Theckla 
{ttrich, in her seventy-third year. Ser- 
viees at the chapel of the home, Am- 
serena Av. and 104th St., Saturday: at 


ECKS!EBIN—June 4, aged 79 years, Simon, 
‘husband of the late Jane Eckstein and 
devoted father of Albert, Flora Rosern- 
thal and Lillian Mertzel. Funeral from 
his late residence, 3,744 95th St., Elm- 
hurst, L. I, Sunday, June 7, 2 P. M. 


ELY—At her residence, Upper Terrace, Ely 
Court, Greenwich, Conn., on Friday 
June 5, Mary Boles Ely, youngest daugh 
t of the late Colonel George B. and 

aroline Boles Ely. Funeral 

ie requested that no flowers 
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INGRAM--Eupha R. 


SHAPIRO—On Friday, June 5, Saray (nee 
_ Hurwitz), dearly beloved wife of Ben- 
amin, darling mother of Ethel Rosen- 
aum and dear sister of Florence 
Shapiro, David E. Hurwitz, Rosalind 
Finck, Mortimer and [Irving Hurwitz. 
Funeral Sunday, June 7, 10 A. M., from 
her late residence, 221 West 82d St. In- 
terment Cypress Hilis, Saiem Fields. 
SHAPIRO—Sarah. Officers, directors an@ 
members of the New York Ladies 
Auxiliary of the Jewish Consvy-ptives 
Relief appa nm A Denver, a, _ 
earnest! requ to atten %u- 
neral of our organizer, ex-Vice Presideat 
and late director Sarah Shapiro. fu- 
neral from her late residence, 221 Wést 
$2d St., Sunday, 10 A. M. 
Mrs. L. BLOCK, President. 
Mrs. A. J. DAVIDSON, Secretary. 
SHERIDAN—On Friday, June 6, Auntie M., 
beloved wife of Andréw J. Sheridan and 
devoted mother of Catherine, Andrew, 
Anns dnd Margaret Sheridan. Funeral 
from her late residence, 143 East 47th 
St., on Monday at 9:30 A. M.; thence to 
the Church of 8t. es, where a solemn 
mass of requiem will be offered for the 
repose of her soul. Interment Calvary 
Cemetery. Automobil« cortege. 
SIMON—On Friday, June 5, Joseph, in his 
} 70th year, beloved husband of Estelle, 
devoted father of Iselin, brother of Louis, 
Rala, Rebecca Lehman and Helen Stern. 
Funeral services at the West End Fu- 
neral Chapel, 200 West ist St., Sunday, 
June 7, at 10 A. M. Interment private. 
Kindly omit flowers. Salt Lake City 


ag ins of June, 1995. 1m Dale sixty. 
oa of J i 8 - 
eighth year, beloved) husband of Alice 
Dean For . Services at his late resi- 
dence, 8 West Tith St., New York City 
Saturday afternoon, June 6, at 3 P.M 
It is requested that no flowers be sent. 


Interment private. 

L., on Thursday, June 
4, beloved da ter of Eliza Galinger 
Goldstein of 277 Carlton Av., Brooklyn, 
N. Y. Funeral Sunday, June 7, 1:30 P. M. 


Kingston), beloved wife of the late John 
Green and devoted mother of Mary Ellen 
Green. Funeral from, pew fate residence, 
1,462 Rowland Av., estchester, Bronx, 
on Monday at 9:30 A. M.* Mass of re- 
qieum at St. Raymond’s Chu at 10 
A. Interment St. Raymond's Ceme- 
tery. 


M. 


5, 1925, of 611 West 113th St. Funeral 
from chapel of David J. Rothschild, 272 
Lenox Av., on Sunday, June 7, at 3 P. M. 
Columbus (Ohio) papers please copy. 


June 5, 1925, Mary B., wife of the late 
John H. Greene, © TT years, formerly 
of South Amboy. rvices private. In-| 
terment Greenwood. Kindly omit flowers. 


GREENE—At Orazige, N. J., on June 6, 1925, 
in her eighty-seventh year, Mary Greene, 
wisew of Iliam Greene. Funeral pri- 
vate. 


year, dearly beloved husband of Reta K. 
Gumipert, son of Jennie and the late papers please copy. 

Samuel Gumpert and brother of Minnie | SMITH—Arthur W., beloved husband of 
G. Frankel, Jessie G. Kops, Gertrude G. | Juliana Smith and the father of Harold 
Rotholz, Estelie G. Levy and Adolf Gum- | E. Smith and Spencer Smith, on June 
pert. Funeral from his late . residence, | 5, at his residenee, 23 West 98th St. 
345 West 88th St., Sunday, Jume 7, at) Funeral service at the: Campbell Funeral 
9:30 A. M. Kindly omit flowers. | Church, Broadway and 66th St., June 


HAAS—Charlotte (nee Levy), on June 5, be- 6, at 9 A. M. 
Nassau Hospital, 


loved wife of Alfred Haas and daughter | SMITH—Suddenly, at 
Mineola, N. Y., June 3, 1925, Clarence 
B., in his sixty-third year. Survived by 
his wife and two children. Funeral ser- 
vices will be held at his late residence, 
1,446 President St., Brooklyn, Saturday, 
June 6, at 3 P. M. 

SMITH—On Friday, June 5, 1925, Flizabeth 
(Lillie) Smith, beloved wife of Henry L. 
Smith, deceased. Funera! services at her 
late residence, 254 Hancock St., Brooklyn, 
Sunday, at 2 P. M. 

}STILLWELL—On June 
Johnson, widow of 
Funeral services at 
11 Hampton t., Cranford N. J 
day June 7, at 4 P. M. Intermefti 
view Cemetery, Red Bank, N. J., 
day about 10:30 A. M. 

STOUTENBURGH—At Altadena, Cal., on 
May 28, 1925, Guy H., husband of Louise 
H. Stoutenburgh (nee Danado). Relatives 
and friends are invited to this service on 
Monday afternoon, June 8, at 2:30 o’clock 
(Daylight), at home of his father and 
mother-in-law, 108 North Rolling Road, 
Springfield, Delaware County, Pa. Intef« 
ment private. 

SWIFT—At Sound Beach, Conn., June 4, 

* 1925, Olive Moss, beloved mother of ..eina 
Alice and George R. Swift. Funeral pri- 
vate. 


of Joseph B. and the late Frances Levy. | 
Funeral from I. Weil & Sons’ parlor, 239} 
ar Av., cornéf 122d St.. on Sunday, | 

A. M. 


Hall, at Cambridge, Mass., on’ June 5, 
widow of Thomas H. Hall, mother of 
Murray F, Hall and Margaret H. Worms. 


jamin Hall, Friday, June 5, at her rest- | 
dence, 107 East 65th St. Funeral service 
private. 

HALSEY—On Friday morning, June 5, 
Charles Woodruff Halsey, after a brief 
tiiness. Funeral services at his late resi- / 
dence, -Lawrence Park, Bronxville, New 
York, on Saturday, June 6, on arrival of 
train leaving Grand Central at 2:41 P. 
M., Standard Time. 
FFMAN—On June 4, Abraham J., husband 
of Amalla Landman, brother of Amalia 
Weber, Leopold and Dr. E: F. Hoffman. | 
Funeral services Sunday morning at 10 
o'clock at his late residence, Hotel Berk- | 
shire, 1,295 Madison Av. Interment priv- 
ate. It is earnestly requested that no 
flowers be sent. Texarkana papers | 
please copy. 

HUSSEY—On Friday, June 5, 1925, Harriet 
hing ee: in oe os 
year. neral iservices at her late resi- = 
dence, Hotel St. George, Sunday after- | TAAPE E—On June 5, at her’ residence, 107 
noon at 4 o’clock. Please omit flowers. West llth St., Jane E. Fagan, wife of 

the late William Taaffe. Requiem mass 


on. June 4. Funeral > 7 “er oo 
from House of Holy Comforter, Grand | at Church of St. Francis Xavier, A a 


4, 1925, 
Henry Cc. 
her tate 


Cordelia 
Stillwell. 
resid ° 
Sun- 
Fair- 


Mon- 


HO 
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Concourse, at 196th 8t., on Saturday,} 16th St., Monday, June 8, at 10 A. 
June 6, at 10:30 A. M. TOMPKINS—On June 4, 1925, George S. 


‘) 5 ~t-) rice 
JOHNSON—Darius S., of the firm of Tave-| 2nd of Ada Tompkins. Services at lat 
niere & Jotinson, at his home, Closter, N. {. J.. on Saturday evening ut 8 o'clos. 
J., Jane 4, 1925. Funeral services at his | Interment at convenience” of family. 
late residence, Sunday, June 7, at 3 P. M. Train leaves Hoboken, Lackawanna Rail- 
LEEMING—Thomas Lonsdale, of 94 8th Av., road, 7:07 Daylight Saving Time, to 
Brooklyn, and Glen Cove, L. I., suddenly, | Ampere station. 
June 5,/in his fifty-fourth year, Funefal | TOOMEY—Suddenly, at his residence, 230 
notice will follow. East 72d St., WilHam A. Toomey, beloved 
LEV Y—Rosa, cn June 5, at the home of her | husband of Mary F. Ferris Funeral 
daughter, 204 West 89th St., widow of | from St. John Martyr’s Church, East 
the late Bernard Levy and colire, | 





72a St., near 2d Av., Saturday morning 
mother of Gabe Levy, Ciara Dubiirer, 
Rema Sasierstom, Wiorence Milstein, 
Hortense Goodman. Funeral from the} 
West End Funeral Chapel, ®ist and Am- | 
sterdam Av., Sunday, June 7, 2 P. M.} 
Interment Mount Hope Cemetery, West- | 
chester County. Philadelphia papers / 
please copy. 

LUNNEY—Robert, June 4, beloved husband 
of the late Mary Morton, Funera! from 
his late reSidence, 330 East 198th St., 
Monday, 10 A. M. 


LYON—James, brother of Mary A. McGill 
and Susan B. Sutton, is dead at his | 
home, 1 East 80th St., New York. Fu- 
neral services Saturday evening, 8 o'clock. 
Burtal in Greenwood Cemetery Sunday, 
11 A. M. 

MacCALLUM—Jane Jones. Passed away at 
her residence, 10 Reid Av., Port Wash- 
ington, L. 1., on Tuesday, June 2. Fu- 
neral private. 

McKEON—On Thuréday, June 4, Thomas Mc- 
Keon, beloved husband of Catherine Sher- | 
idan. Funeral from his late residence, 358 
East 170th, corner Teller Av., Bronx. | 
on Monday, June 89:30 A. M. Thence 
to Church of Our Lady of Victory. Sol-/ 
emn requiem mass, Interment Gate of 
Heaven Cemetery. Automobile cortege. 

McLARNAN—On Thursday, June 4, at 209 
Wadsworth Avenue, Sarah McLarnan 
(nee Crowe), beloved wife of Hugh and 
mother of John, Joseph and Marton 
McLarnan and. Mrs. William F. Tor- 
rence. Remains will be sent to her for- 
met “home, London, Canada, on Sunday 
afternoon. Detroit and London, Ontario, 
papers please copy. | 

McNAMARA—On June 5, 1925, Robert T., 
beloved son of Mary F. Naughton and 
the late John J. McNamara and brother 
of William, John and Mortimer McNa- 
mara. Funeral on Monday at $:30 A. M. 
_ from his late @esidence, 621 West 169th 
St.; thence to the Church of St. Rose of 
Lima, West 165th St, Solemn requiem | 
mass at 10 A. M. Interment Calvary 
Cemetery. Automobile cortege. 

MAGER—On Thursday, June 4; 1923@at her 
home, Gifford Park, Tuckahoe, N. Y., 
Anna, Louise, daughter of M. Helene 
Reubert Mager and the late Robert) 
Mager. Funeral service at the Reformed | 
Church, Bronxville, N. Y., turday, at} 
1:30. Kindly omit flowers. 

MALLORY—Francis S., late of 200 Claremont 
Av., on June Funeral sé@rvices at 
the Campbell Funeral Church, Broadway 
at 66th St., June 6, at 8 P. M. Services 
private. Please omit” flowefs. Dallas 
(Texas) and Birmingham (Ala.): papers 
please copy. 

MALLORY—Attention, Corifederate Veterans: 
Colonel Francis S, Mallory, 10th Ala- 
bama Infantry, A. N. V., oh June 5, 
1¥25. Funeral services Campbell's’ Fu- 
neral Parlor, 66th St. and Broadway, 8 
P. M., June 6. Burial 12:30 P. M., June 
7. Mount Hope Cemetery, Westchester 
County. 


MERTZEL—On Friday, June 5, Antonie, in 
her eighty-first year, devoted mother of 
Joseph, Emil, Anton, Mrs. Juliug Lar- 
schan and Mrs. Sam Larschan, Funeral 
Sunday, June 7, at 10 A. M., from David 
Rothschild Funeral Parlor, 272 Lenox 
Av., near. 124th St. Interment new Mount 
Carmel Cemetery. # 


NEWNS—On June 5, 1925, at Orange, N. J., 
George Luther of Minneapolis, Minn., only 
son of the late Manning and Sarah 
Nevins of New Brunswick, N. J. Fu- 
_neral services will be held at 64 College 
Av., New Brunswick, N. J., Sunday after- 
noon, June 7, at 3:15 o’clock. 

NIXON—On Thursday, June 4, Annie Lom- 
bard, wife of the late Rev. Allan Nixon, 
mother of Emily, Thomas L., and Wil- 
Mam A. Nixon. Services at her late resi- 
dence, 60 New York Av., Brooklyn, on 
Sunday, June 7, at 2 P. M. 


NORTHRIDGE—On Thursday, June 4, 1925, 
Carrie St. John Northridge (nee Pearce), 
wife of the late William J... Northridge, 
at her home, 1,915 Avenue H, Brooklyn. 
Funeral services at St. Bartholomew P. 
E. Church, Pacific St.. near Bedford Av., 
on Bunday, at 3 o'clock. Please do not 
send flowers. 

REYNOLDS—On Thursday, June 4, 1925, 

ria C. Reynolds. Funeral serv at 
her late home, 253 Jefferson Av., Br 
lyn, on Saturday evening, June 6, 1925, 
at 8 a’clock. 

RICE—On Thursday, June 4, in his seveity- 
third year, Samuel M., beloved husband 
of Leon’ R, Rice. Funeral private. 


ROSE—Edward Justus, beloved husband of 
Naomi Hankins Rose, in his forty-first 
year, at/his residence, 102-17 87th Av., 
Richmond Hill. Funeral Saturday at 3 
P. M. Cremation at Fresh Pond Crema- 
tory Sunday at 10:30 A. M. 

SANDERSON—On Thursday, June 4, Ida) 
Sanderson, beloved wife of Douglas mee, | 


at 10 o'clock, 
TUSTING—At Asbury Park, 
1925, Louisa M. Tusting. 
at the home. of her 
Av., Asbury Park, N. 
noon at 3 o'’clack. 
Prospect Cemetery. 
UTARD—On June 5, 
husband of Odile (nee Richgrd), loving 
father of Madalene, Helen, Frank, Lucile, 
Andre and Mrs. Camille de Hody F 
neral from his late residence, 340 Wes 
88th St.. Monday, June 8, to the Church 
of St. Vincent de Paul, West 23d, "e 
a solemn mass of requiem will be cele- 
brated at 10 A. M.. interment Calvary. 
Auto cortege. 
| WARNER—Hiram David Warner, 
years, at Newburgh, N. Y., June 5, 
Funeral services 3 P. M. Sunday 
Mabbettsville, Dutchess County. 


WEINSTEIN—Morris, beloved husband 
Esther Weinstein and beloved uncle 
Mrs. Isaac Marks, Mrs. Sadie Op! 
Mrs. Lilly Berman, David Weinstein and 
Samuel Weinstein and the late Mrs. 
Sadie W. Dolgenas and Dr. Joseph 
Weinstein, passed to his eternal rest on 
June 4, 1925, at “os Angeles, Cal. Fu- 
neral announcement later. 

WEISEL--Max. Brethren of Mount 
Lodge, No. 27, F.. and A. M., 
quested to attend the funeral services 
of our late brother, Max Weisel, at his 
late residence, 1,560 Montgomery Av., 
Brenx,-en Sunday, June 7. at 11 A. M, 

Take Jerome Av. subway to 176th St., or 

Broadway subway to iIS8ist St.. and 

crosstown car to University Av. 

HERMAN OSHANN, Master 

ALBERT BLOCH, Secretary. 

| WISCHEBRINK—At Glen Cove, L. I., on 
hursday June 4, 1925, Herman J., son of 
John and Caroline T. Wischebrink, in his 
twenty-first year. A solemn high mass 
of requiem will be celebrated for the 
repose of his soul at St. Boniface Church, 
Sea Cliff, L. I., om Monday morning, 
June 8, at 10 o'clock. : 

WORMSER—Chariles, on June 5, husband of 
the late Rosa Wormser, beloved father 
of Ed, Leon Wormser and Reine Chan 
and Jeanne Michals and Lena Markowitz. 
Funeral from his late residence, 1,214 
a » Brooklyn, on Sunday, June 7, at 
op 
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Jy Memoriam. 
GOLDBERG— loving memory of our son 
David, killed In action at Belleau Wood 
June 6, 1918. 
FATHER AND MOTHER. 
HAHN—Rose (nee Prensky). In constant 
and loving memory of our dear daugh- 
ter and sister,- who departed from us 
June 6, 1920. 
FATHER, SISTERS AND BROTHERS. 
PHINNEY—Arthur Sahiquist Phinney, June 
6, 1920, devoted husband, faithful! friend. 
DORA DE PHILIPPE-PHINNEY. 
PRINCE—John J. In sacred, constant and 
everlasting memory of our loved one, a 
cherishéd husband and devoted father, 
who passed away June 6, 1924. 


Anveiling. 


LEVY—Cecilia. The unveiling of the monu- 
ment in memory gf Cecilia Levy will take 
place at Mount Hebron Cemetery Sunday, 
June 7, at 2 P. M. 


LEWIS — Unveiling of monument to Philip 
Lewis takes place Sunday, June 7, 3 
P. M., Rodeph Sholom Cemetery, Union 
Fields. If rain, following Sunday. 


MENDEL — Théresa Rose. Unveiling of 
monument, 2 P. M., Sunday, June 7, at 
Washington, Cemetery, Section 5, Road 
1. Friends and relatives invited. In case 
of rain, following..Sunday. 


K vw 


Gardens 


At the threshold of the 
city, and yet secluded 
frqm its turmoil. Amid 
rolling hillsides, under 
shady trees, houses 
that charm, with the 
value built in. 


Edgeworth Smita | 


216 W.34ch Se. At Station Plaza 

New York City ‘w Gardens, L. I. 

— 1400 Rich. Hill 1713 * 
‘ 


er of Mrs. Clyde H. Burns, residence, 
8,767 112th St., Richmond Hill, Funeral | 
services at home of her daughter, Mrs. | 
Borns, 10,436 924. Av., Richmond Hill, | 
Sunday, June 7, at 2 P. M. 

SCHELLITZER—Frieda, mother of Max 

Schellitzer, member of Hadassah Lodge 

No. 8, U. O. T. S. Funeral services at 

Universal Chepel, 587 Lexington Av., 

corner 52d St., on Sunday, June 7, at 

Newark (N. J.) papers please 
copy. 

SHAFER—At East Orange, N. J., on Friday, 
June 5, 1925, Benjamin Johnson, husband 
of Jennie Harris Shafer, in his eightieth 
year, Fumeral services will be held at 

is laté home, 88 Ashland Av., East Or- 
ange, on Saturday evening, June 6, 
$ o'clock. 


Public Auctiom Sale 
“* VAN BRINK’S 


AUCTION ROOMS 
2236 Broadway (80th St.) 


TO-DAY (Sat.)2 P.M. 
Collection of High Class 


Modern Furnishings 


BY ORDER OF 


Miss Corinne Crillon 


REMOVED FROM PURCHASE, N. Y., 
AND HER PARK AVE. APARTMENT 


with various additions 
This sale surpasses in quality 
any sales held this season. | 


M. VAN BRINK, Auctioneer 


Advertisements of Births and Deaths for 
—— im ~The New -York may be 
phoned until midnight, LACkawanna 1900. 


UNDERTAKERS, 


THE HOME FUNERAL ; 
When Death Occurs 
‘ Call “Trafalgar 8200" 


new 
Broadway at 66th %. 


‘ 


| 
| 
| 


John W. Lyon 


Hariem 1333. 


DLAWN CEMETER 
: fice, 29 Kast 33d Streat. 


Lexington Avenue 
Telephone 


Personal Service 
69 EB. 126th Bt. 
Bt. 


ei ee aahland 1108 





Advertisements received 
until midnight, Tele- 
phone LACkawanna 1000, 


LOST. 


BANK BOOK No. 753015, Drydock 
Institution; corner 3d St. and 


BOX OF TOOLS—Lost, between Bedford 
_Av., Brooklyn and 70th St. and 8d Av., 
New York, my job depends on same; re- 
ward. Rocco Morris, care Buckingham 
Furniture Co., Newark, N. J. 


CASE—Black leather pint bolder. ‘contain- 
ing 4 plate holders, on ng Island Motor 


Parkway, between Flushing and Roslyn 
Lodges. Finder please phone Flushing 2408. 
ENVELOPES, Guaranty Trust Co., ‘contents 
safety box,” of no value except owner, on 
May 26. Telephone 7498 Endicott. Appoint- 
ment to return same; receive reward. 
ENVELOPE bag, brown suede, Schrafft's 
Grille, 43d St., Friday noon; reward. Plaza 


Savings 
‘Av. 


EYE GLASSES,, black case, in taxi Wed. 
night between 35th, Madison Av., and Cro- 
tona Park, East 174th. Room 801, 44 Ce- 
dar Street. John 0360. 


GLASSES, tortoise shell, 
Heffernan, Beekman 0041 


HAND BAG, lady’s, coutaiming gold watch, 
8 rosaries, some money, gold teeth, 
Wednesday morning, waiting room French 

Line, 57 Pier, North River; reward. Y 2441 

Times Annex. 

PASSPORP, British. Lennon, 159 W. 143d. 

Bradhurst 4880. 6th Av. ‘“‘L’’. 

ALLET, Tuesday afternoon, May 26, con- 
taining loose diamond; between Myrtle- 
Norman Sts,, elevated train and Lorimer 
St, station, Brooklyn; reward. W 889 Times 
Downtown, 


a 

“WALLET, containing money and diamond 
ring, Thursday-night, vicinity University 
Av.; finder keep money, reward. Arthur 
ew, 2,064 Creston Av. Phone Raymond 
‘ . 


4 

WALLET, Wednesday night or Thursday; 
about ; reward. EDWARD C,. SMITH, 
Rector 8050, Extension 159. 


Jewelry, ‘ 


BRACELET, pearl, Park-Madison Av., Plaza 
Theatre; liberal reward. Logan, 940 Park 
Av. Butterfield 3888. 
BROOCH, diamond shaped, containing 9 
diamonds set in platinum heey’ eve- 
hing, June 2, at Marigold Inn on Pelham 
Parkway; liberal_reward and no questions 
asked if finder will return immediately. E. 
T. Backus, 7. East. 42d. E 
CHAIN, long Pe flat links. Please return 
cashier Hotel Belmont. Reward offered. 
IAMOND PIN—WIIl party who phone 
Trafalgar 1374 regarding diamond pin 
lost Sunday, rand Central, please phone 
McClelland, ite Plains 4627; liberal re- 
ward. 
PIN, pearl, between 73d and Amsterdam, 
_4ist and Madison Av., or in taxi; reward. 
Endicott 7400, Apt. 510. 
POWDER CASE, biue, containing 2 barpins 
and pendant; Columbia section, Wednesday 
evening; reward. Y 2478 Times Annex. 


WATCH—Open-face, Gruen fob, initials J. 

G. L., in Red taxi between Waldorf and 
780 Riverside Drive, Sunday afternoon, Ma 
17; watch has name on back; $25 reward, 
no questions. J. Gilbert Leigh, W. 863 Times 
Downtown. 


44th St. Phone 


$100 REWARD 
Fo. return of 8-stone diamond ring, lost 
June 2, between 688 Broadway and 119 
Walker St. Toplis & Harding, 522 5th Av. 
PiN, oval-shaped diamond, lost Friday be- 
tween East 49th and 3ist 3ts.; ssibly in 
liberal reward, * Phone Caledonia 6489. 


Wearing Apparel. 


SABLE SCARF, two skins, on Sth Av. bus 
Friday afternoon; suitable reward. C 993 
Times Downtown. 


Cats, Dogs and Birds. 


taxi; 


AIREDALE, male, black back; answérs to 
oatite name of Terry; reward. Phone Regent 


PEKINGESE PUUPY—Lost, liberal reward. 
Dr. Behrman, 305 East 57th. 


FOUND. 


FOUND, 
tax!; owner must, identify. 
in the morning. 


Che Nem York Times 


ROTOGRAVURE SPORTS 
SECTION 


TOMORROW . 


Week’s news in sports, A merican and 
foreign, reproduced in pictures. 


black suede mourning purse in 
Riverside 0790 


-England rises to 

the occasion when 

Mrs. S. C. Eliott 

Lynn wins the 

high-jump event 

in the Women’s 

Track and Field 

Games at Batter- 

sea Park staged by the Mid- 

dlesex Ladies’ Athletic Club. 

Henry Coggeshall of the Uni- 

versity of California clears 

6 feet 414 inches with marked 

consistency. 
“Ss Se. 

Boston’s coming 

heavyweight, 

rm Jimmy Maloney 

\ Jr., who is being 


primed by grad- 

ual degrees for 
a campaign to land him in the 
front rank of contenders for 
jack Dempsey’s crown. 

* * * 

Tiny Grove, seven feet in 
height, who breaks towering 
records for William and Mary 
ig track meets. He also 
slays football and recently 
starred with the javelin, dis- 


cus and shot. 


* * * 


Tennis now has 
a new style—the 
one-piece suit 
designed by P. 
Mundet of Paris 
—a comfortable 
outfit for the 

courts. 

7” me * ° 

The four eights of Syracuse 
staging a-sprint on Lake 
Onondaga on a practice spin, 
to see which will be first at 
the finish line. 
me * 
Over the top in aid of the 
fund for disabled British 
soldiers: Mrs. V. Finney puts 
Kruschen over the timbers 
in the Women’s Event at the 
Denham Fair Horse Show. 


* * . 


* 


PrincetonFreshman track and 
field team, which has just, 
completed its season without 
suffering a defeat. Coach 
Keene Fitzpatrick expects to 
find some excellent material 
for his next year’s varsity 
squad. 


Che Nem York Times 
TOMORROW 


The New York Times accepts 
no returns. Newsdealers can 


supply only the regular de- 
5 as in advance. 


BYAN INSTAL 
“DR. MCONAUGHY 


New President Declares Scho- 
lastic Liberty and Individual 
Growth Chief Aims. 


Nig 


NOTED EDUCATORS PRESENT 


Gifts Exceéding $1,200,000 Insure 
New Library, Laboratory and 
Perhaps College Union. 


Special to The New York Times. 

MIDDLETOWN, Conn., June 5.—The 
presence of noted educators, of Governor 
John H. Trumbull and his staff, and 
the announcement of gifts totaling 
$1,200,000 marked the inauguration of 
Dr. James Lukens McConaughy,: the 
tenth President of Wesleyan University, 
on the steps of North College just before 
noon today. 

James McConaughy of Philadelphia, 
aged father of the new President, of- 
fered prayer after the charter of the 
university had been handed to Presi- 
dent McConaughy by Dr. David Downey 
of New York, President of the Boewrfi of 
Trustees. { 

Nearly 100 institutions were represent- 
ed at .the inauguration, many of them 
by President or Dean. These included 
Benjamin Tinkham Marshall of the Con- 
| necticut College for Women, William 
| Allan Neilson of Smith College, Irq Nel- 
son Hollis of Worcester Polytechnic In- 
stitute? Ralph Earle, President-elect of 
Worcester Polytechnic Institute; William 
Douglas Mackenzie of Hartford Sem- 
inary, Remsen Brinckerhoff Ogilby of 
Trinity College, George Daniel Olds of 
Amherst College, Charles Albert Plumley 
of Norwich Univerbity, Paul Dwight 


Moody of Middlebury College, Kenneth 
Charles Morton Sills of Bowdoin Col- 
lege, Harry Augustus Garfield of Wil 
liams College, James Rowland Angell 
of Yale University and Abbott Lawrence 
Lowell of Haryard University. 

The speakérs were the Rev. Henry 
Hitt Crane of Malden, Mass., for the 
alumni; Professor Andrew C. Arm- 
strong, senior member cf the Faculty, 
for that body; Bishop Luther B. Wilson 
of New York for the Methodist Episco- 
pal Church; President Angell of Yale 
for sister colleges; Dr. Downey for the 
Board of Trustees and President Me~- 
Conaughy. 

In his inaugural the new executive 
sald the New England liberal arts 
college, opposing the tendency toward 
mass production in eat universities, 
must stress individuality. It should be 
a pioneer in tht extending of greater 
scholastic liberty to the abler students, 
thereby stimulating them to the break- 
~~ of menta) records. 

Vesleyan, as the forerunner of the 
type of higher education in America, 
holding its enrolment at about 500 stu- 
dents, content with teaching relatively 
few subjects in a day when its larger 
sister institutions were teaching nearly 
everything, had the opportunity de- 
signedly to strive for exactly the oppo- 
site objectives, to decry uniformity and 
to stress individuality, to insist on the 
unit rather than the group, to be con- 
cerned with the scholarly and character 
attainments of the individual student 
today, insteed of the professional ac- 
complishments of thé group tomorrow. 

| “If college men wish to hear the other 
side of controversial topics presented, 
why oppose,” he continued. ‘After all, 
intellectual sterility, supine thoughtless- 
ness is the great college vice. The offi- 
cial college shouldé¢know its own mind 
and should present its facts and conchu- 
sions fairly. 

“But it should not, I hold, deny en- 
tirely a voice to those who honestly 
differ from us. If a Wesleyan graduate 
believes on social, industrial, litical 
and religious questions as esleyan 
would like to have him,-I hope his con- 
victions will be those of an indfvidual 
who has heard both sides, not one cud- 
dled in the academic monastery of 
childish protectionism. 

“But our concern with the individual 
student must go further. It must per- 
meate the curriculum itself. Unques- 
tionably, our greatest academic progress 
in America in the past lf century has 
been in professional education, applied 
science, vocational study, all leading 
definitely to the world of action. But 
in}pure science and such cultural sub- 
ge ase classics, literature and art vast- 
y less progress has been made. In 
teaching the practical ulitarian subjects 
we lead the world. In cultural studies 
our English friends, in their ten-century- 
old colleges, still surpass us. 

“It behooves us, then, to give our stu- 
dents in these colleges of liberal arts as 
great freedom of choice as we can. In 
the early years choice must be limited to 
make sure that the student acquires the 
tools for later development, notably the 
clear and correct use of his own lan- 
guage and the understanding of one or 
two foreign languages. ‘To accomplish 
the cultural development of our men, lit- 
tle needs to be added to our curriculum 
except two fields of supremely individual 
appeal, the appreciation of music and of 
art. 

The announced gifts will make possible 
the speedy erection of a new library, a 
chemistry laboratory and probably a col- 
lege union. ’ 

The library, which will be erected at 
a cost of $702,000, will be called the Olin 
memorial in honor of Wesleyan’s second 
President,, Stephen Olin, and_ his son, 
Stephen H® Olin, '66, of New York City 
a member of the Board of Trustees and 
Acting President of the university in 
en ‘ 

e chemist 
il 





laboratory will be a me- 

morial to William Henry Hall of Wil- 
| ington, Conn., a prominent Wesleyan 
|! alumnus, class of 1892, his father, Gar- 
diner Hall Jr., and his son, Holman H. 
Hall, who died while a sophomore at 
Wesleyan. 

The college union will be the Shanklin 
memorial,*in honor of William Arnold 
Shanklin,~ninth President of Wesleyan, 
who died last Fall. 

The announcement’ concerning the 
union carried the information that 
friends of Wesleyan and of Dr: Shanklin 
had given $165,000 and the hope is that 
the additional $100,000 needed will be 
raised speedily. 


VASSAR ALUMNAE RETURN. 


Mote Than 800 to Attend Class Re- 
unions Today. 


Special to The New York Times. 
POUGHKEEPSIE, N. Y., June 5.— 
Vassar alumnae are arriving every hour 
to attend the class reunions, of which 
thirteen will be held tomorrow. Seven 


hundred and fift already have re- 
ported and fully 100 more are expected. 
Local hotels are crowded with the 
families of seniors who will conclude 
their college career Tuesday. 

President and Mrs. MacCracken will 


families tomorrow afternoon, and a play 
will be presented in the evening. Sun- 
day morning there will be special chapel 
services in addition to the baccalaureate 
sermon, and in the evening the choir 
will give a concert. 

The annual baseball game between 
fathers and seniors will occur Monday 
morning, class day luncheon will be 
| given at 1 o'clock and at 4 o’clock the 
class day exercises will be held in the 
outdoor theatre. The seniors will wear 
Czechoslovakian costumes and twenty- 
four of the most beautiful sophomores 
will carry the historic daisy chain. The 
annual bonfires and step singing are 
on the program for the evening. 

At the commencement exercises Tues- 
day President MacCracken will speak 
and present the degrees. In the evye- 
ning the class of ’25 will meet for the 
last time at dinner, when the engaged 
seniors will plead ‘‘guilty.” 





Dramatize Adelphi Graduation. 
Graduation exercises.of the elementary 


department of Adelphi Academy, Clifton 
and St. James Places, Brooklyn, were 
held in the academy building yesterday 
afternoon. E. C. Alder, Principal, de- 
livered an address to the graduates and 
awarded the diplomas. The graduatin 

class consisted, of fifty-six boys an 

girls. The exercises were interwoven 
in a play written bythe pupils and 
called ‘‘Memories."’ | After e awards 
of honors and prizes the exercises were 
concluded with the of.‘‘The Star 
Banner’ and.a sale to the flag 
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Y.M.C. A. COLLEGE DIPLOMAS i. VJ. ALUMNI HERE 
FOR ANNUAL FROLIC 


Acceptance of Shamrock IV’s 


International Institution Graduates 
77—Endowment Collections Large. 


, SPRINGFISLD, Mass., June 5 (7).—A 


class of 717 was graduated from the In- 
ternational Y. M. C. A. College here to- 
day, the closing day of commencement 
wee P. Whitwell Wilson, former 
member of the British Parliament, was 
the commencement speaker. 

Chief interest tred in reports on 
the efforts to complete the $2,50 
dowment fund, which must be done by 
July 1 in order that $900,000 pledged 
Rae ge oe may be received. In his 
report, Dr. L. Doggett, President of 
the college, pronounced the situation in 
this respect as serious. 


Ford Stores Bar Public. 
Special to The New York Times. 
DETROIT, Jury.5.—Hereafter only em- 


ag or members of their families will 

permitted to purchase groceries, 
meats, &c., in the Ford stores, accord- 
ing to an announcement made today by 
the Ford Motor Company. These stores 
were established by the automobile com- 
pany in 1919. They comprise a meat 
market, grocery, drug department and 
shoe shop. Their purpose is to protect 
employes from exorbitant prices. 


| From the Founder’s’ Writings 


After much 
‘thought 
and observation, 
to some of us 


it sggms plain that many 
parents do not properly value 
or treat wisely their fast- 
growing children. ‘Quite a 
large percentage of the chil- 
dren are little men and little 
women with good thoughts 
of their own which need en- 
couragement. 

It will not hurt the boys to 
split wood or run errands, 
nor harm the girls to wash 
dishes or sweep a floor. 

But to add to their duty of 
learning their public school 
lessons for the next day, the 
running of errands, the bring- 
ing up of coal from the cel- 
lar, and keeping them con- 
stantly on the go at some- 
thing, with no time to play, 
seems a hardship. It seems 
like what a mother told her 
little daughter, “If you don’t 
look out, I will wipe up the 
floor with you.” 

A horse or a dog likes a 
pat on the back. 


(Signed) 


Women’s New 
White Footwear 
$8 , 


White linen and white kid- 
skin slippers in graceful new 
models—smart simple styles 
that will unquestionably keep 
step with fashion right 
through the Summer. 


“ The Opera Pump 


Regent opera pumps of white 
kidskin. 

D’Orsay opera pumps of white 
kidskin, trimmed with tiny buckles. 


The Strap Pump 


One-strap pumps of white linen 
trimmed with white kidskin. Two- 
button one-strap pumps of white 
kidskin. Three - strap pumps of 
white linen trimmed with white 
kidskin. Buckle-trimmed strap 
pumps of white kidskin. Four- 
strap pumps of white linen. 


First Floor, Old Building 


All-over Silk Stockings 


> Fig 


Mast and Two Cannon 
Features Program. 


COMMENCEMENT SEASON ON 


Tennis Tournament, Graduates’ Pa- 
rade and Baseball Game Among 


Other Activities Planned. 
a 4 ° 


Presentation of the mast of the Sham- 


IV, Sir Thomas Lipton’s chal- 
and the 


y 


rock 


lenger for the America’s Cup, 


THE 


Broadway to Fourth Ave. 
8th to 10th Sts. 


.r SES 


Bp ae 


I t ‘would 


Misses’ 


require many adje 
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and America will be flown with a New 
York University pennant from the mast. 
The howitzer company of the Reserve 
Officers Training Corps will fire a na- 
tional salute of twenty-one guns, and 
then taps will be sounded’ by a bugler 
in the New York Navy Yard Band, 
which will participate in the service. 


Famous stars of Vielet tennis teams 
of other years will play in a tourna- 
ment, featuring the day’s procram. Va- 
rious business meetings of graduate so- 
cleties will take place in e ynorning, 
and at noon the Colleges of Arts and 
Engineering will hold an outdoor lunch- 
eon on the campus. , ? 

The historic alumni parade will start 
at 2 o’clock, and the line of march will 
include the memorial gateway’ which 
will be -presented to the university on 
commencement day next Wednesday b 
the class of 1905. The graduates wilt 
also be takén past Ohio Field, to see 
the improvements made there. 

A baseball ime between New York 
University and the University of Penn- 
sylvania will start at 3:30 M., and 
patriotic organizations taking part in 
the memorial ceremony will be the 
guests of the alumni at the game. They 
will include representatives from the 
Daughters of the American Revolution, 
Veterans of Forel Wars, American 
Legion, Colonial 


gift of memorial guns will mark Alumni 
Day and begin’ the commencement pe- 
riod today at New York University. 
Several thousand graduates are ex- 
pected to gather on the University 
Heights campus for their annual frolic. 

Rear Admiral Charles P. Plunkett, 
Commander of the Third Naval District, 
will present two guns to the university 
in the mame of the Secretary of the 
Navy. One of the guns is a 12-inch 
mortar, used by Farragut’s fleet in the 
capture of Fort Jackson, La. The other 
is a 12,000-pound weapon from the 
cruiser U. S. S. Albany, which con- 
voyed transports during the World War. 
The guns will be placed on Battery Hill, 
a wooded knoll which was the site of 
British Fort 8 during the. Reyolution. 
They will serve as memorials to the 
New York University men who died dur- 
ing the war. : 

The mast of the cup challenger will 
be presented by Sir Harry Armstrong, 
British Consul General, representing 
Sir Thomas, Chancellor *Elmer Ells- 


worth Brown will make the acceptance. 
After the ceremony the flags of Britian 


Formerly A. T. Stewart 


Se ee 


ctives to do justice. to these 


Silk Frocks, $19.50 


There’s a certain dressmaker here in New York who is famous for the 
materials which he puts into his dresses—first of all, the quality must be fine; 
and, secondly, he is an artist in the selection of designs and colors. This will 
give you an idea of the silks in these frocks. 


The superiority of this. dressmaker’s workmanship is evident even when a frock is upon its hanger. 
So you can imagine our delight when he offered to make up his surplus silks into our models which are 
illustrated. Of course, he has used these very silks— 


Printed and Plain Crepe de Chines 


—also striped tub silks {one model only)—in higher priced dresses this season. 
Every color which is now fashionable is included—but ‘we wish to emphasize especially periwinkle 


and navy blue. 


Women’s Silk 
Umbrellas 


Unusual at $2.95 


The short ten rib mod- 
els, of course, in @ wide 
variety of attractive styles 
that ordinarily sell for 
$3.95. me 

d, green, navy blue, 
A sy wrrple and black 
taffeta. Tape borders. 
Wide satin or Ottoman 
silk borders. Gay striped 
borders. 

Carved wooden or am- 
ber colored handles. Am- 
ber colored tips and stub 
come d Build 

in Aisle, Ol uilding 
Street Floor, Old Building 


at $1.65 


FOR THE $2.50 TO $3.50 GRADES 


Sheer all-over silk stockings in not less than forty smart 


new shades—the $2.50 grade. 


Medium-weight all-over silk stockings in exquisite new 
street and evening shades—sixty in all—black, too—the $2.95 


grade. 


Black ‘all-over silk stockings—heavy weight—the $3.50 


grade. 


Flannel Coats—unlined, $19.50—silk-lined, $29.50 


Second Floor, Old Building—Tenth Street 


The BANGKOK HAT 


The Smart Hat for 
warm weather days 


$12 


The small hat—the hat that is indis- 
pensable in every woman’s Summer 
wardrobe, for it can be worn, and worn 
very smartly on almost every occasion. 

Paris undoubtedly inspired these new 
models, for every new type of crown is 
represented, and the brims are ingeni- 

, ously turned to achieve gracious new 
effects. Trimmings are, of course, correctly simple. 
Lovely beiges, cocoa, navy blue, black and white—the 


colors that are most in demand today. 
Second Floor, Old Building 


Printed Rayon 


FOR COOL SUMMER FROCKS 


only $1 yd. 


A very finely knitted rayon (artificial silk) material 
with a crepey finish. Printed in large or small patterns, 
in stripes, flower designs and geometrical designs, and in 
an exquisite array of Summer colorings. - 

Street Floor, Old Building 


NOTE—This ia the last shipment of an extraordinary purchase of 
fine silk stockings of a nationally-known make. When, these are gone 


we do not expect to get any more to sell at this remarkably low price. 
Main Aisle, Old Building—Street Floor, Old Building 


Electric Fireless Cookers 


Down to $9.95 


Come to the Special 
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Demonstration Today 


Women’s Silk Coats 
only $35 


AN UNLINED BLACK SILK COAT IS A 
NECESSITY IN EVERY SMART WOMAN’S 
WARM WEATHER WARDROBE. 


The coat that is correct with every summer frock— 
whether it be of printed or plain color fabric. _ 
Fine quality faille or crepe back satin in chic little 


ames of America; } 


if, STORE NEW 


Telephone Stuyvesant 4700 


Grand Army of the 

Order of Forei Wars 

of the World War, 

Veterans, the Old Guard, 

the Army, Na and Marine Corps. 
The thliey-fi annual dinner of 

class of 1 of the College of Arts and 

the College of Engineering will be held 

tonight in the Faculty Club. The class 

of of the same colle will hold 

their reunion dinner at club at 7 

o'clock, and will wind up the day's 

program with a treasure hunt for Diana, 

the famous SEsecs Square rden 

— which is"soon.to be placed on the 

campus, , 


— 


Christmans Hiking to Yellowstone. 
Special to The New York Times. 

FARMINGDALE, L. L., Jane 5.~Irwin 
Christman, 18 years old, a. Columbia 
sophomore, and his sister, Guinivere, 17 
years old, a student at Adelphi Coljege, 
left here today to hike to Yellowstone 
National Park, where Miss Christman 
will attend the national convention of 
the Phi Delta Society late in July. The 
Christmas are the children of ‘the late 
Irwin: Christman, the sculptor, whose 
work in the restoration of fossils at the 
American Museum of Natural History is 
widely known. . 
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Store hours 9 to 5:30 


tinction to any. costume. 


The Three 


as Ice 


to business. 
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LOWER 


/ 


is the 
answer to comfortable coolness. 
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WOUNDED ON NIGHT 20AT, 


Man and Assailant Said to Have’ 
Argued Over Woman. 


Following an argument, said by the 
police to have started over x. Jersey’ 
City woman, one man was wounded in 
the throat by another while both ware 
passengers on the Citizens Line steamer 
Lancaster, bound for Albany last night. 

The fight occurred shortly after the 
Lancaster left Plier 32 at the foot of 
Canal Street, and the wounded man and 
his alleged assailant were put ashore 
at the foot of West Seventy-ninth Street 
and taken to the West Sixty-eighth 
Street Station. 

Charles Marshall of 293 First Street, 
Jersey City, N. J.. was locked up on] 
a charge of felonious assault, and the 
wounded man, James Ashior, 52 years 
old, of 542 Newark Avenue, Jersey City, | 
was attended by Dr. Goodman of 


Knickerbocker Hospital and then al- 
lowed to go home. It is alleged that 
Marshall cut Ashlor in the neck with 
@ razor, and threw the weapon over- 


' board. 


—— 





tN THE AUDITORIUM 
Today at 2:30 P. M. 


. Dance Matinee 
Dance Recital under the 
direction of the Helen Guest 
Studios. 
Admission Free 


First Gallery, New Building 


FROM OUR LONDON HOUSE 


These Enamel Lighters 
are Delightfully New 


Just in from London, new as they ean be. Dainty little 
cigarette lighters’ that, Rumor has it, will be the smart 
thing for smart men and smart women this Summer. Cer- 
tainly the brightly, colored cases will add a touch of dis- 


Gold or silver plated, with enamel over the plating. 
The colors are green. Lacquer red. Pink. Purple. Small 
enough to fit in the waistcoat pocket or in a tiny handbag. 
Yet reliable in the strongest winds. The price is $60. 


London Shop, Street Floor, New Building 


Wanamaker 


Clothing Shops combine to 
Keep You Cool 


le») ory 
ma), 


Stép in on your way to business 
—just inside the doors—on the largest 
street floor shops for men in the 
world. Quick service. Wide choice. 
In a jiffy you’re again on your way 


DOWNTOWN CLOTHES SHOP 


Tropical Worsted Suits, $45 


(Three-piece) 


* ~ 


BURLINGTON ARCADE SHOP 


Tropical Worsted Suits, $25 to $35 


(Two-piece) 


Palm Beach Suits, $18 
Mohair Suits, $20 up 


(Two-piece) 


* aa 


PRICE SHOP 


Palm Beach or Mohair Suits, $12 


(Two-piece) 
_, Clothing that wilf keep you cool as the proverbial piece of ice—~ 
while = to buying it-as well as while you’re wearing it! 
anamaker answer to the continued spell.of hot weather—the 


Clothing that 


Street Floor, New Building 





combinations. 





signs’ in great variety. 


servative tastes. 


they fit the head. 


Soisette. 





Striped madras. 
Checked nainsook. Striped, or’ in plain colors. Cut full 
and roomy to insure comfortable, long’ wear. 
price, they’re the best lot we’ve seen this season. 


STRAW HATS 


with fancy 


Summer’s here for sure. 
so is the fashion’ of the straw 
hat with a band of gay colors. 
Bands in all sorts of pleasing 


bands, $2.65 


And 


Bands with bold or quiet de- 


Plain 


black bands, too, for more con- 
The hats are 
all of Wanamaker quality woven 
attractively and cushioned where 


PAJAMAS, $1.85 


$2.50 to $3.50 grades 


Broadcloth. Percales. 


At the 


The Everhot, a newly perfected fire- 
less cooker with an electric heating unit, 


sold throughout the country at 


$15. Now at Wanamaker’s at $9.95. 


boils, roasts or steams a meal 


for a family of five or six—with electric- 
ally stored heat. 

Save time and money. A small amount 
of electricity stores up sufficient heat to 


meal, with the current turned 


Freezes Ice Cream, Too 
And it’s light enough to take on motor trips, to the beach 


and to picnics. 


t One gallon 
aluminum pans. 


capacity. Complete with two 
Seventh Gallery, New Building 


straightline coats trimmed with summer furs. 


And—these 


O’Rossen Inspired Coats 


at $19.50} 


were 
$29.50 


Beautifully tailored coats: of twills or tweeds with 


smart velvet collars. 
and country trotteur wear! 


A mode 6f the moment for town 


Individual Model Coats 


trom our own Salon Collection 


$48 | 


were $59.50 to $68 and 
originally much higher 


Second Floor, Old Building 


Men’s SHOES. $6.35 


Tan or black Scotch grain low 
shoes with medium wide toe, | 
Tan high. shoes of Norwegian | 
grain leather. Golden tan or | 
black low shoes of highly fin- | 
ished calfskin with medium wide 
or English round toes. And pat- 
ent leather oxfords for after-six. | 
o’clock wear. 


Street Floor, New Building 
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| ‘there,’’ said Archibald Palmer, counsel | 
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SLICDE'S GENS 


~ INSANDS AT CONEY 


Creditors of the Bankrupts, M. 


Sieger & Son, Dig Up a Bar- 
rel of Treasure. 


BELIEVE MORE ARE HIDDEN 


. Exact Place Is Kept Secret! 


Pending Result of Search for 
Another $50,000. 


CLUE GIVEN BY WIDOW 


| 
| 


Testifies She Sewed the Jewelry in 


Bags and Tells Why Her Hus- | 


band Leaped to Death. 


A barrel of treasure valued at $30,000 | 
Was dug yesterday from the sands of | 
Coney Island by creditors and their | 
counsel searching for assets of the bank- 
Pupt jewelry firm of M. Sieger & Son, | 
99 Nassau Street. The search for as- 
gets has been going on quietly ever since 
Mr. Sieger, pressed by his creditors, 
flung himself to death from a twelfth- 
story window of the Knickerbocker | 
Building, Broadway and Forty-second 
Street, on May 24. | 

The creditors centred their treasure 
hunt on Coney Island as the result of 
testimony given before Referee Oscar 
W. Ehrhorn, 280 Broadway, by Mrs. 
Sarah Sieger, widow of the former head 
of the firm. With the aid of a woman, 
whose identity they declined to. disclose, 
the treasure-seekers dug trench after 
trench in the sands of Coney Island. | 
Finally their spades and shovels struck 
on the barrel buried deep in the earth, 
go deep that there was little danger of | 
its being exposed by erosion of si 





beach. 

The assortment of treasure was as va- 
ried as the legendary cache of Captain 
Kidd. It included diamond-set jewelry 
of many descriptions. There were dia- 
mond lavalieres, diamond rings, unset 
precious stones, beaded necklaces, stick- 
pins, watches for men and women in 
diamond-studded gold cases, , cameos 
mounted with bezels of precious stones 
and many other kinds of high-grade 
trinkets. 


Piace of Find Not Revealed. 


Those who found the treasure cache 
@re keeping secret its exact location. 
They admit it was on a part of the 
Coney Island beach near a house that 
once was under the control of the late 
Mr. Sieger. Further than that they will 
not say. 

“There must be between $50,000 and 
$100,000 worth of jewelry still buried 


| 
j 
| 
| 





for the receiver, ‘‘and we don’t want to | 
start any wild treasure hunt, particular- 
ly when the beaches of Coney Island are | 
crowded with tens of thousands of per- 
sons secking escape from the hot} 
weather. 

“We are continuing our search, and 
Perhaps in a few days, after we have | 
found the rest of the jewelry or elim- 
inated every chance of it being found 
where we think it may have been con- 
cealed, we may be able to give more de- | 
tails of our discovery.” 

The old barrel, frosted from the salt 
water and encrusted with sand, was 
taken to the office of Assistant United | 
States Attorney John M. Slake yester- | 
day afternoon. After he examined the 
container and the jewelry he expressed | 
the belief that the solvticn of the “‘dis- | 
appearance of the Sieger jewels’’ was in | 
sight. A thorough search of safety de- | 
Posit vaults had failed to yield a clue. 

The jewels had been taken from a 
Yault in Brooklyn, according to Mr. 
Palmer, to be secreted at Coney Island. | 

The testimony leading to their recov- | 
ery was given by Mrs. Sieger before! 
Referee Ehrhorn on Thursday. Mrs. | 
Sieger is the widow of Morris Sieger | 
and mother of Simon Sieger, associated | 
with the elder Sieger in the jewelry 
business. Following her testimony the 
Assistant United States Attorney moved | 
for the indictment of Simon Sieger, 
Abraham Ritt and Nathan Shapiro on 
charges of concealing assets from ores | 
itors and conspiracy to conceal assets. 
He hopes to bring the case to trial early 
next week. It was not revealed by Mrs. 
Sieger’s testimony who actually buried 
the jewels found at Coney Island, and 
counsel for the creditors yesterday were 
gilent on this phase of the case. 


Says She Sewed Gems in Bags. 


Mrs. Sieger testified that she had 
gewed the jewels up in bags to be put 
fn the barrel. She said that on the eve 
of the bankruptcy proceedings against 
her husband and son's firm she returned | 
home and smelled gas. Looking through | 
@ glass door, she saw her husband | 
stretched out on a sofa, overcome. She 
threw open the windows and called 
help. Her husband was revived and the | 
case was explained as accidental, to the | 
g@atisfaction of the police. 

On May 24, Mrs. Sieger said, she said | 
ehe went with her husband to the! 
Knickerbocker Building, where he was to | 
‘meet creditors and their counsel. Mrs. | 
Sieger said she and her husband knew 
that their son was before the Grand 
Jury and that they expected him to be 
indicted, along with the father. Sieger 





- ‘was remorseful, according to his widow, 
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| 
| 
because he blamed himself for the 
difficulties into which the son had been 
drawn. She quoted him as having said: 

“Sarah, I can’t go to jail and be in 
the same cell probably facing my own 
gon and know that he is there only for 
doing what I told him to do.” 

Mrs. Sieger became hysterical as she 
continued with her testimony, saying: 

“Then he gave me a kiss, ran to the 
window, and before I knew what he was 
about hurled himself from it.’’ 

Young Sieger, in his testimuny, re- 
Wwealed that he had ‘~mintained three 
‘apartments ct one time and that his | 
meed for cash became great after his 
marriage because several women united 
‘in blackmailing him, 

M. Sieger & Son failed for $114,000, 
and it is alleged that before the failure 
they obtained credit for $145,000 through 


fraudulent statements. 
FIRE TRUCKS CRASH; 4 HURT 


Tender Collides With Steamer Run- 
ning to a Blaze. 


Four firemen were injured last night, 
one of them seriously, when the tender 
of Engine Company. 11 on which they 
were returning from a fire at 134 Suf- 
folk Street was in collision with the 
steamer of Engine Company 28 at Pitt 
and Stanton Streets. 

Fireman Morris McKenna, 33 years 
old, of 307 Fourteenth Avenue, Long 
Island City, received internal injuries. 
He was removed to Gouverneur Hos- 

ital, Firemen John Volpe and Dennis 

aumix received cuts and bruisés, They 
were attended by an ambulance surgeon 
and returned to their quarters in East 
Houston Street. Captain a Foss! of 
' Engine Company 11 also received slight 
hurts, but refused medical attendance. 
Engine Company 28 was on its way to 


} @ special alarm through Stanton Street 


when it crashed into the tender, which 
as going north on Pitt Street, 


| invaders, 


{reaching Fez. 
iis Taounat, 


| Wergha River, 


| counter-attacks some posts 
| French had abandoned on the northern 
| side of the stream were reoccupied. 


j}are going on favorably. 
firmed today that statesmen represent- 


20,000 Pigeons Will Race 
North Today From Virginia 


Special to The New York Times. 

DANVILLE, Va., June 5.—Nearly 
20,000 racing pigeons will be released 
here at 5 o’clack tomorrow morning 
for a flight to New York, New Jer- 
sey and Connecticut. The concourse, 
sald to be the largest ever held in the 
South, is sponsored by the United 
Homing Pigeon Concourse of New 
York, ! 

Two trainloads of pigeons arrived 
here today with official liberators and 
attendants and were pronounced 
ready for the word which will send 
them into the sky. They will circle 
a few minutes and all are expected to 
head for the northeast. 

According to Jack Healy of Brook- 
lyn some of the birds will fly 450 
miles to Bridgeport, but most of them 
will follow an air line under 400 
miles. With a fair wind they are ex- 
pected to make the trip in seven 
hours, the birds being capable of be- 
tween 1,500 to 1,900 yards a minute. 


RIFFIANS CHECKED 
IN FIERCE BATTLE 


Abd-el-Krim Launches’ His 
Heaviest Offensive Against 
French Guarding Fez. 


SUFFERS SEVERE LOSSES 


. 


Communist Propaganda Against the 
War Spread in France—Four 
Powers Confer in Madrid. 


PARIS, June 5 (#).—The Riffian forces 
of the tribal leader Abd-el-Krim took 
the offensive in violent manner on both 
sides of the fighting front in Morocco 
yesterday, 

While Abd-el-Krim’s choice storming 
troops were, according to an official 
communication, assailing in vain points 
along the Wergha River, his sympa- 
thizers in Communist circles in France 
became extremely active in spreading 
literature inciting the soldiers to desert. 
In this connection several arrests have 


| been made, and scores of persons were 


found with such documents in their 
possession. Posters condemning the war- 
fare in Morocco were torn up by the 
police at Nancy. A dispatch from Tunis 
reports the arrest of individuals who 
were caught on trains in the act of dis- 
tributing revolutionary tracts. 

While the news reaching Paris from 
Morocco indicates that the French forces 
had the stiffest fight of the campaign 
to push back the Riffians, confidence is 
expressed in official. circles that the 
punishment inflicted on the tribesmen 
will be a most impressive lesson to the 
who.in yesterday's fighting 
were composed largely of real Riffians. 

The attack of Abd-el-Krim was so de- 


termined as to bring forth the opinion 
by French military authorities that he 
has not given up his original plan of 
His immediate objective 
in the centre of the front 
to the crossing of the 
The tribesmen crossed 
a few points, but the 


and the key 


the river at 


| French after a time succeeded in push- 


ing them back, and after a series of 
which the 


The negotiations between France and 
Spain, as regards events in Morocco, 
It was con- 
meet in the 


ing the two powers will 


‘near future either at Madrid or Paris 


to settle the questions of arms traffic in 
Morocco and a blockade of the Riffian 
zone. . It was said that Great Britain 
probably would be consulted. 


MADRID, June 5 (#).—Much activity 
has been noticeable the last few days in 
the diplomatic centres of Madrid, with 
daily conferences at the Foreign Office 
between the Under Secretary for For- 


|} eign Affairs, members of the Military 


Directorate and the French, British and 
Italian Ambassadors. The conversa- 
tions concern the Tangier statute and 
the Moroccan problem in general. 

From the news that has leaked out of 
the conferences it Appears that favor- 
able progress has been made in the ne- 
gotiations. 


|BOMB PLOT CHAIN 


MENACES ALFONSO 


Explosives Are Discovered at Ca- 
thedral, Host’s House and on 
Railway, Border Reports Say. 


LONDON, June 5. (4).—A dispatch to 
The Evening News from a point on the 


Franco-Spanish border says it is re- 
ported that a bomb was found in the 
Barcelona Cathedral just before King 
Alfonso attended mass there. The dis- 
patch, says four prrests were arrests. 

This dispatch also reported that a 
bomb exploded outside a Barcelona 
hotel the day after a ball given there 
in honor of King Alfonso, 


Fourteen Arrests Reported. 


PERPIGNAN, France, June 5 (#).— 
Fourteen persons have been arrested in 


Barcelona in connection with bomb plots 
against King Alfonso, according to trav- 
elers arttsree over the frontier, who 
say news of the plots is being suppressed 
in the Spanish newspapers. 

Those arrested were young students 
and functionaries, members of an ex- 
tremist Catalan group which had been 
camouflaged as a literary and touring 
association, The prisoners denied any 
connection / with the plots. 

The bomb which‘was intended to blow 
up the royal train between Barcelona 
and Madrid is said to have been a large 
one, weighing 175 pounds, arranged to 
be exploded by an electric mechanism. 
It was found several miles outside the 
city near the tracks of the Madrid 


ne. 

The travelers say the police also 
found a map showing the location of a 
bornib under one of the numerous tun- 
nels on’ the route to Madrid. 


King Delays Return to Madrid. 


BARCELONA, Spain, June 5 (#).—A 


series of bomb plots to kill Alfonso has 
been revealed, and the sovereign’s re- 
turn is being postponed. 

One bomb was discovered on the 
tracks traversed by the royal train on 
the way to this city. Two other plots 
are reported. one to blow up the en- 
trance to the hall where Alfonso pre- 
sided at a mosting last Sunday, and the 
other to kill him during the return jour- 
ney to the capital. 

The boghb found on the rails has been 
placed in a museum here, and the King 
took time from his scheduled program 
to view it. It is of considerable size, 
and had been placed so that, but for 
vigilance of guards, it would have been 
meme by the impact of the royal 
rain, 


Says Plot Was Against Dictator. 


Copyright, 1925, by The New York Times Company. 
Special Cable to Tne New York TIMEs. 


PARIS, June 5.—The Spanish Embassy 
denies any knowledge of an attempt on 
the life of King Alfonso but the Jour- 
nal’s dispatch from Madrid says it is 
true a bomb of large dimengions was 
discovered on Saturday close 
pe tae Canet tunnel not far from Barce- 
ona, 


0 the exit |. 
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PLEA MADE BY EDGE) ©*27#¢ Ownership in $20,000,000 Transaction 


. 


General Andrews Tells Senator 
Pleasure Craft Must Stop on 
Coast Guard Signal. 


NECESSARY IN CAMPAIGN 


Non-Commercial Boats Are Landing 
Liquor, He Charges, in Reply to 
Claim That Rights Are Violated. 


Special to The New York Times, 

WASHINGTON, June 5.—The Treas- 
ury Department made it known today 
that there is to be no change in its 
policy of conducting real warfare 
against the rum fleet and the rum-run- 
ners along the Atlantic Coast, despite 
complaints made by Senator Edge of 
New Jersey and others that owners of 
pleasure craft are being treated dis- 
courteously by crews of the Coast Guard 
boats. 

The Senator sent a telegram to Gen- 


eral Lincoln C. Andrews, Assistant Sec- 
retary in charge of prohibition enforce- 
ment, stating that ‘‘totally unjustified 
practices’’ wevee being pursued by the 
Coast Guard, and that he had received 

many and insistent protests’’ about the 
reckless use of firearms. 

General Andrews immediately «sent a 
letter to the Senator in which he said 
emphatically that it was absolutely nec- 
essary for Coast Guard boats to use 
force on occasions when suspected craft 
failed to obey orders to stop, and that 
the Senator must be aware that a very 
large number of motor launches were 
engaged in running liquor into the inlets 
along the Jersey coast. 

Information concerning the passage- 
at-arms between the New Jersey Sena- 
tor and General Andrews has attracted 
widespread interest here, as it is the 
first clash of the kind which has been 
Staged in the oper in which a promi- 
nent Republican political leader has 
figured. Senator Edge has denied that 
he was attempting to use his political 
influence, contending that he merely 
was acting as the representative of con- 
stituents who felt that their rights had 
been invaded. The advocates of a fight 
for enforcement that knows no politics 
are openly jubilant over the result of 
the encounter. 


Andrews Has Free Hand. 


When General Andrews was placed in 
charge of prohibition enforcement there 
Was much made of the assertions that 
he had been given a free hand and that 
he need give no consideration to pres- 
sure that might be brought to bear by 
political leaders or by the Anti-Saloon 
League of America and kindred dty 
organizations, if their desires did not 
fit in with his convictions concerning 


ways and means to piake enforcement 
most effective. 

While the texts of the communications 
between Senator Edge and Assistant 
Secretary Andrews have not been is- 
sued for publication, the facts set out 


by the Senator and the genera} idea | 


of the reply by General Andrews are 
available. Copies of the letter sent by 
General Andrews to Senator Edge also 
have been sent to the commanders of 
Coast Guard stations on the New Jersey 
coast for their guidance and for dis- 
tribution to the personnel of the Coast 
Guards crews, 

The Coast Guard fleet under the or- 
ders of General Andrews are. doing their 
best to shut off the Hquor supply of 
Atlantic Coast Summer resorts, includ- 
ing Atlantic City. Information has been 
to the effect that efforts to get big sup- 
plies ashore were being made by pri- 
vate pleasure yachts as well as by the 
commercialized rum-runners, Under 
such conditions, the Treasury holds, the 
present tactics must be pursued, re- 
gardiless of the fact that some innocent 
craft may occasionally be subjected to 
the annoyance of being stopped. 


Edge’s Complaint of Discourtesy. 


Senator Edge in his telegram con- 
tended that the Coast Guard crews 
should be compelled to use ordinary 
courtesy and discretion in preventing a 
“reign of terror.” 

The Senator added that thousands of 
these pleasure craft were now in the 
waters of that section, and that thou- 
sands more would be added during the 
next three months. ‘Charges had been 
made to him, Senator Edge added, that 


rum patrol boats had been indiscrimi- 
nately reckless In the use of firearms 
in firing upon these pleasure boats, in 
which innocent citizens were seeking 
legitimate recreation. - 

In his letter to Senator Edge today, 
General Andrews said that the Codst 
Guard crews were required by law to 
stop and inspect any vessel or boat 
about which there was any suspicion, 
and the regulations of the Treasury De- 
partment required them to give signals 
for the boats to stop. If the boats did 
not stop, General .Andrews said, the 
Coast Guard crews were compelled un- 
der the law to fire across their bows. 


Boats Must Stops, Andrews. 


In further explanation, General 
Andrews said in his letter that the rum- 
runners never stop when pursued by a 
patrol boat, but put on more steam in- 
stead in their efforts to escape. Be- 
cause of this, he added, every time a 


boat of any description refuses to obey 
a Coast Guard signal, the assumption 
is that it has a load of contraband 
liquor aboard, 

As regards the identity of the Gov- 
ernment craft, General Andrews pointed 
out that the Coast’ Guard boats were 
easily recognizable, and that no one 
used to the seashore would mistake 
them, Moreover, Government boats now 
particularly active aléng the Jersey 
coastline have found many of the rum- 
runners using fast motor launches that 
are not different in their external ap- 
pearances from innocent pleasure craft. 

In summing up his position General 


Says 


Andrews said bluntly that the steps | 


taken to put a stop to rum-running 
were absolutely necessary and that the 
teal Department cannot modify 
them. 


Lists Washington Among the Wettest. 


WASHINGTON, June 5 (4).—Asserting 
that Washington is one of the wettest 
cities in the United States, the Associa- 
tion Against the Prohibition Amend- 
ment in a statement today charged that 
a great amount of liquor is imported 


for the consumption of the thirsty mem- 
bers of Congress ‘‘who devote consider- 
able time to voting dry and praising 
prohibition.’’ : 

Despite Federal and local police agen- 
cies, the statement said, liquor is ar- 
riving daily from what seems to be 
almost limitless source’ and ‘‘drunken- 
ness is on the jump in Washington.”’ 
The association said that the arrests 
here for drunkenness for 1924 were 9,149, 
as against 3,568 for 1919. 


NO DECISION IN CAB CASE. 


“20 Cents a Mile’ Device Called 
Misleading at Hearing. 
Supreme Court Justice John M. Tier- 
ney yesterday reserved decision after 
hearing argument on the application of 


the Twenty Cents a Mile Taxicab Cor- | 


poration, Inc., and George Marks for an 


injunction to prevent tne police inter- 
fering with the operation of the con- 
cern. Philip S. Hart of 1,674 Broadway, 
attorney for the applicants contended 
that because the cabs carried signs 
giving the rate of operation at 15 cents 
the first quarter mile and 5 cents each 
succeéding quarter, the public could not 


be misled. as to what it would have to | 


pay by the “Twenty Cents a Mile’ in 
the title of the company, which is car- 
ried as a device on each car. 

Assistant Corporation Counsel Russell 
A. Tarbox said the company’s device 
was misleading and was intended to 
mislead. He insisted the police had 
acted under authority of law in stopping 
cabs using the device. : 


BADIO. 
e page 9 for complete Radio Pro- 
—Advt. 


By far the largest real estate transac- 
tion of the year in the Grand Central 
zone was closed yesterday when the 
National City Bank Building and the 
Canadian Pacific Building, valued in the 
aggregate at about $20,000,000, changed 
ownership. 

The properties occupy the two block 
fronts on the west side of Madison 
Avenue from Forty-second to Forty- 
fourth Street, and negotiations for their 
sale have been pending for several 
weeks. 

As a result of the transaction, nego- 
tiated by G. Maurice Heckscher and 


Hughes & Hammond, the National City 
Company, a subsidiary of the National 
City Bank, Charles KE. Mitchell, Presi- 
dert, has become owner of the former 
Hotel Manhattan block, now a fifteen- 
sto. office structure occupying the 
block from Forty-second to Forty*third 
Street. It was conveited into an office 
building a few years ago at a cost of 
$2,000,000. 

The property occupies a plot fronting 
200.10 feet on Madison Avenue, 121 feet 
on Forty-second Street and 155 feet on 
Forty-third Street and was sold by Au- 
gust Heckscher. 

Mr. Heckscher purchased the hotel'in 
May, 1916, from the Belding estate of 
Boston for $4,500,000. Two years later 
he leased the block to “eorge McE. 
Bowman and associates, operating the 
Bowman chain of hotels, at a net an- 
nual rental of $300,000. That lease was 
subsequently sold to the National City 
Company, which has since been paying 
the Bowman interests a net annual 
profit of $200,000. The National City 
Company has acquired the fee, but the 
lease will continue in force. 

The second deal involved the 
by August Heckscher of the Canadian 
Pacific Building, which displaced in 
1921 the old landmark of St. Bartholo- 


urchase 


SHATTUCK ROBBER 
GETS 45-YEAR TERM 


Man Who Locked Ten Persons 
in a Wine Vault Last of Four 
to Go to Prison. 


SCORED BY JUDGE ROSALSKY 


Life Sentence Avoided for Fear 
Parole Board Would Release 
Him in Ten Years. 


Judge Rosalsky in General Sessions 
yesterday imposed a sentence of from 
| forty-five to sixty-five years in Sing 
|Sing on Paul Camillieri, alias ‘‘the 
| Jockey,” for his part in the hold-up of 
|the Washington Square North home of 
Albert R. Shattuck, retired banker, in 
April, 1922, and the theft of $85,000 in 
gems, after Mr. and Mrs. Shattuck and 
| eight servants had been locked in an 
old wine vault in the cellar. Camillieri, 


the last of the four robbers to be im- 
prisoned for the crime, was brought to 
| this country from France, by arrange- 
: with the French Government, to 


face trial. 

Judge Rosalsky said that he had con- 
sidered imposing a life term but that 
would permit the State Parole Board to 
release him at the expiration of ten 
years. It was said that under the.sen- 
tence imposed, Camillieri would have to 
serve at least thirty-three years .and 
nine months of the sentence, allowing | 
for commutation for good behavior. ; 


“Judging from statistics,” the Court | 
said, ‘it appears the Parole Board in- 
variably liberates prisoners at the ex- 


piration of the minimum term. This 
defendant evinced not only a depraved 


mind but a reckless disregard for the 
lives of ten innocent persons. When; 


Mrs. Shattuck, about” to be locked in | 

the vault, pleaded with him for a few 

minutes to pray to her Creator before 

he slammed the door closed, this de- 

fendant said to her: ‘Do not ask God 

to prolong your life, but to forgive your 
s ’ oF 


sins. 

Fixing his eyes on Camillieri, Judge | 
Rosalsky continued: ‘‘You then grabbed 
her, threw her into the vault and 
slammed the door. It seems to me 
that no substantial punishment in my 
power to inflict could be adequate for 
the fiendish and bold course you pur- 
sued in this crime. Mrs. Shattuck, a | 
woman of culture and refinement, wah 
positive as to the identity of the de- 
fendant. who interposed a false alibi. | 
Three witnesses identified him as being! 
in New York at the time of the 
burglary. I think there is no real 
doubt, absolutely no doubt, as to the 
guilt of the defendant. 

“Mrs. Shattuck believes that men of 
your type should be put out of the 
way—not by life we age but by 
losing their lives. he begged on her 
knees to you not to close the vault 
door as it meant certain death, she 
believed, for herself and the other nine 
in the vault. You are the one who 
bolted that door.” 

The Court then praised Assistant Dis- 
trict Attorney Owen . Bohan, who 
represented the State at the trial in 
France of Albert Boilet, leader of the 
gang, through whose efforts Camillier! 
was convicted, and the good work of the 
police in the case. He remarked that 
while he did not know the total cost to 
the city in oe down Boilet and 
Camillieri, he had been informed that 
the work of getting Camillieri to this 
country and trying him had cost the 
French Government and this county 
approximately $50,000. 

Louis B. Reingold, State Parole Cus- 
todian, was in court when Camillieri 
was sentenced. Later he made public 
a statement in which he took issue with 
Judge Rosalsky for his recent criticism 
of the State Parole Board, and Sam- 
uel Untermyer for the attack he made 
on the board last week in connection 
with the case of Robert P. Brindell, for- 
mer labor union boss. 

Reingold said that the Parole Board, 
although not obliged to do so, often 
kept prisoners in jail after the expira- 
tion of their minimum sentences because 
facts produced before the board showed 
judges had been too lenient. 








mew’s Church at the southwest cor- 
ner of Madison Avenue d Forty- 
fourth Street, and acjoining buildings 
on Forty-third Street. 

This property was sold by the Madison 
Avenue Offices, Inc., an outgrowth of 
a cOmpany formed by members of the 
Fifth Church of Christ Scientist, which 
originally purchased St. Bartholomew's | 


in 1920 Ao build a church and office 
building. 

The plan instead was carried out by 
the J. Taylor Company and the 
Madison Avenue Offices, Inc., which 
gave the Scientists a 99-year lease at 
a nominal rental of $1 a year on the 
church which was incorporated in the 
Forty-third Street side of the big office 
building. 

This twenty-one story structure occu- 
pies the west sice of Madison Avenue 
between Forty-third and Forty-fourth 
Streets with the exception of the dwell- 
ing at No. 336, owned since 1871 by Mrs. 
Sarah A. Fay, who still lives in that 
house and No. 340, the headquarters of 
the realty firm of Pease & Elliman 
Two fifteen-story wings of the big 
building jut into Madison Avenue be- 
tween the Fay and Pease & Elliman 
properties, which the Scientists failed to 
panonaee because the owners would not 
sell, 

The Fifth Church of Christ Scientist 
paid $1,525,000 for the St. Bartholo- 
mew’s church: site and the Forty-third 
Street corner lot was bought for $500,- 
000 from the Oceanic Investing Com- 
pany which acquired it a few wecks 
before for $350,000 from the Women’s 
Exchange. 

The building was financed by S. W. 
Straus & Co. with a loan of $5,500,- 
000, anc. subsequent loans of $1,500,000 
and $400,000 were obtained on the prop- 
erty through Hughes & Hammond from 
the Prudential Life Insurance Com- 
pony and William Henry Barnum & 

o. respectively. 


LACKAWANNA GIVES 


TRUESDALE NEW JOB 


President Retires at 74 and Will 
Become Chairman of the 
Board of Directors. 





JOHN M. DAVIS SUCCEEDS) 


New Chief Heads a Railway Supply 
House—Formerly B. & O. 
Vice President. 


W. H. Truesdale, one of the pioneers 
in the railroad industry of America, and 


Delaware, Lackawanna & Western, re- 
signed yesterday as President of that 
organization to take up the position of 
Chairman of the Board of Directors, a 
new post especially created for Mr. 
Truesdale by the Board of Directors. 
John Marcus Davis, for more than four 
years President of the railway supply 
house of Manning, Maxwell & Moore, 
who has also had wide experience in 
the railroad world, was chosen by the 


| clal 


ic. 
for twenty-six years affiliated with the} 


| geants 





directors to succeed Mr. Truesdale as 
President. 

Mr, Truesdale began his career in 1869 | 
as a clerk in the auditing department 
of the Rockford, Rock Island & St. 
Louls. Railway, which is now a part of 


the Burlington system. Mr. Truesdale, 
who is 74 years of age, is the oldest} 


President of any of the larger systems 
in the East. It was dyring his period 
as supervisor of the affairs of the 
Lackawanna that the road unshackled 
itself from the old-time methods of rail- 
roading and was built up to one of the 
strongest organizations in the country. 
Its credit standing today ranks among 
the highest of any system in the 
country. 

Official action on Mr, Truesdale’s 
resignation as President will not take 


place until the regular monthly meeting | 
of the Board of Directors to be held | 
on June 25, but he advised the board | 
of his plans yestérday. In commenting | 





| pen some of his experiences yeasereny | 
I n 


r. Truesdale said: ‘I have know 
most of the railroad pioneers of our 
country, but I have not been actively 
connected with them in building the 
country’s railroads. My position has 
been on the side lines. My twenty-six 
years of segyice with the Lackawanna, 
however, have been very interesting. 
During that period the railroads have 
had to meet many problems in expansion 
and development and I feel that I have 
had my share in solving them.”’ 

After obtaining-his first job as a clerk 
with the old ockford, Rock Island 
road Mr, Truesdale had held virtually 
every minor or important position that 
a railroad can offer. He also at one 
time served as receiver for an Indiana 
line while he~was connected with the 
law firm of Osborn & Curtis at Rock 
Isiand, Ill, He also acted in that 
capacity in 1894 for the Minneapolis & 
St. Louls. His services with the Chi- 
cago, Rock Island & Pacific Railroad 
dated from 1894 to 1899. Since 1899 he 
has served the Lackawanna and directed 
the destiny of that system, 

Mr. Davis entered upon his railroad 
career in 1888 when a boy of 17, and 
began to assume executive positions in 
the following year. From 1900 to 1902 
he was a superintendent of the Erle at 
Scranton. e was general manager of 
the Baltimore & Ohio at Cincinnati from 
1914 to 1916, and in the next two years 
he was a Vice President of the Balti- 
more & Ohio system. From April, 1921, 
to date he has been connected with the 
railway supply house. Mr. Davis, like 
Mr. Truesdale, has served in virtually 
every branch of the railroad industry, 
including the marine departments. 


Bank Closed With $342,000 Deficit. 
JACKSON, Tenn., June 5 (4).—The 
People’s Savings Bank, in which an 
actual shortage of $342,000 was dicov- 
eredl by State bank examiners more 


than a week ago, closed its doors today. 
It is now in the hands of the State 
Bankin Department. Depositors will 
be paid in full, bank directors having 
furnished a bond to cover any deficit. 


Che Nem York Cimes 
TOMORROW ,. SUNDAY 


FOSDICK VISIONS A NEW FAITH—The aims and 
purposes of the Rev. Dr. Harry Emerson Fosdick, re- 
cently installed as minister in charge of the Park Avenue 
Baptist Church in New York. 


MARSHALL’S PART IN WILSON DRAMA—Secret 
history shows how late Vice President steadfastly refused 


to supersede the stricken President. 


accompanies the article. 


Sketch by Cesare 


GOVERNORS’ REPLY TO COOLIDGE’S APPEAL— 


| . Varied comment on question of responsibility of individual 


States in enforcing the law. 


NEW MERCHANT MARINE PLAN—Leonard A. 
Lubbock, editor of the Nautical Gazette, discusses ship- 


ping associations’ request to Congress for legislation 


which they believe will solve 


most of the maritime prob- 


lems now before the country. 


The New York Times accepts no returns. 
the regular demand. Order today. 


News dealers can supply only 


— ee 


6, 1925. 


149 MEN; SHIFTS 14 


Raises Sergeants to Lieuten- 
ancies and Also Names Four 
New Captains. 


AFFECTS MURDER PRECINCT 


Commander of District In Which 
Miss Kane Was Slain is Trans- 
ferred to Canarsie. 


Police Commissioner Enright yester- 
day announced fourteen transfers -qf 
policemen with the rank of Lieutenant 
or higher, 144 promotions to the rank 
of Lieutenant or higher and five promo- 
tions from second to first grade detec- 
tive. : 

Captain Thomas F. Wynne, command- 


| 
| 


Woman Asks-Cheerful Funeral, 
With Hymns in Nataral Voices 


LITTLE ROCK, Ark., June 5 (@).— 
Mrs. Margaret T. Rosé, widow of U. 
M. Rose, who died yesterday, left in- 
structions that the singers at her 
funeral sing in their natural voices. 

“I do not want my funeral to be 
gloomy,’ said a letter written just 
before her death. The letter, giving 
many details for the ceremony, asked 
that there be no eulogy. ‘The world 
thinks me much better than I am,” 
she wrote. 

Pews on one side of the pulpit are 
to be reserved for negroes, the letter 
directed. “The negroes,’’ it said, 
‘have done much for me; have 
waited on me and kept me from 
drudgery all of my life, and I have 
never received an act of unkindness 
from one of them.’’ : 

She closed by urging her children 
who were at her bedside not to 
‘“‘mope and stay at home,’’ but to “‘go 
out and brighten the world.’’ 


ing the Brownsville precinct, where the} WIEGARD, WILLIAM J,, Special Service | 


murder of Miss Florence Kane occurred, | WILLIAMSON, WARREN N., Flushing Sta- 


was transferred to Canarsie. Insuffi- 


mon. 


Many of the transfers were caused by | 
and Wednes- | 
day's dismissal of elderly Lieutenants | 
The | 


yesterday's promotions 
and Captains from the department. 
complete lst of transfers follows: 

Deputy Inspector James H. Post, 


the 7th (Vernon Avenue, Brooklyn), as act- 
ing inspector in command. 


Deputy Inspector Joseph A Howard, from | 
Brookiyn) to the! 


the 6th (Liberty Avenue, 
3d District. 
Captain John J. Seery to Traffic 
Captain Harry Eason from 
Street Station to Traffic *‘D 


“B.’ 


oe Cornelius O' Leary from Traffic | 
oRe 
| Captain Richard O'Connor from the Marine | 


to the West 152d. 
Division to Traffic *’C. 
Lieutenant Hugo Wunche, 
Inspection District to 


jas acting captain. | 
Lieutenant Patrick Dinan, from the Fifth 


Street Station to New Dorp, 8S. 1., as acting 
captain 
Captain Joseph Bannon, from 


Street Station to Parkville, Brooklyn. 


Captain Thomas F. Wynne, from Browns- | 


ville to Canarsie. 
Lieutenant Joseph L. 
Service Division 
Station as acting captain. 
LAeutenant Charlies B. Burns, from Stagg 
Street to Brownsville as 


Station, Brooklyn, 


| acting captain, | 
Captain Thomas P,. Cummings from Cly- | 


mer Street 
Island, . 

Captain James V. Gillen, from Coney Is- 
land to Clymer Street. 


Station, Brooklyn, to Coney 


Pearne Is Promoted. 


One Acting Deputy Inspector, Camille | 
Pearne, of the Special Service “Divi- | 


sion, was made a Deputy Inspector. Four 
Lieutenants were made Captains, 51 Ser- 


patrolmen were made Sergeants. 


The Lieutenants made Captains were | 
Traffic | 


the following: John J. Seery, 


fic A; Edward Meade, West Sixt 
Street Station, Manhattan, 


The following Sergeants were made | 


Lieutenants: 


RUDDY, JOHN H., 
Brooklyn. 


Gates Av. Station, 


| CAHILL, THOMAS, West 68th St. Station, 


Manhattan. 


LAWLOR, JAMES, Bushwick Av. Station, | 


Brooklyn, 
McGRATH, JOHN, 86th St. Station, Brook- 


lyn. 

CROWLEY, JOHN P., Newtown Station, 
Queens. 

PVFIEFFER, CHARLES, Poplar St. Station 
Brooklyn. 

LANG, JOHN J., Headquarters Division. 

LUDWIG, GEORGE, Bedford Av. Station, 
Brooklyn. 

HEALY, THOMAS C., Harbor A, Marine 
Division. 

COLLINS, JOHN T., 
Division. 


Harbor 


Division. 


LEIBER, CHARLES A., St. George Station, | 


Staten Island. 
KEMMER, CHARLES J., Harbor A, Marine 


Division. 
LOVETT, WILLIAM F., Harbor A, Marine | 


Division 


PHELAN, DANIEL J., Headquarters Di- | 


vision. 
McCLUNN, DAVID F., Detective Division. 
McQUUADE, BERNARD J., Grand Av. Sta- 
tion, Brooklyn. 
DIETRICH, FREDERICK F., Harber A, 
PO ry Division. 


COHEN, ABRAHAM, 
Brooklyn. 

O'HARE, 
tion, Queens. 

WwoonDs, 


Avenue G Station, 


vision. 

hn ae PETER J., Special Service Di- 
vision, 

LYNCH, JAMES, West 135th St. Station. 
Manhattan. 

SAROSY., ANDREW J., Bedford Av. Sta- 
tion, Brooklyn. 

MALLON, JOHN, Central Park Arsenal Sta- 
tion, Manhattan, 

MURRAY. JOHN M., Harbor A, Marine 


Division. 
STROH, ALBERT J., Special Service Dt- 
A, Marine Di- 


vision. 
Harbor 


LACKEY, LOvuIS, 
vision. 

MAHER, JOHN T. J., Bathgate Av. Sta- 
tion, Bronx. 

MILLER, FRANK W., Harbor A, Marine 
Division. 

JONES, WILLIAM O., Bedford Av. Station, 
Brooklyn. 

OWENDOFF, MARTIN, Harbor A, Marine 
Division. 

WALSH. MICHAEL F., Old Slip B8tation, 
Manhattan. 

aa oO JACOB, East 104th St. Station, Man- 
attan. 

SLATTERY, THOMAS O., Traffic B. 

MARTIN, JOHN J., Special Service Division. 

STAPF, HERMAN C., Special Service Di- 


vision. 

*. JOHN J., Special Service Division. 
MAYER, AUGUST. Detective Division. 
ROSSNER, ARTHUR, Traffic. B. 
McELROY, THOMAS L., Liberty Av. Sta- 

tion, Brooklyn. 
BREEN, SIMON P., Williamsbridge Road 
Station, Bronx. 
BRODY, ABRAHAM A., West 20th St. Sta- 
tion, Manhattan. 
DWAN, JAMES H., Butler 8st. Station, 
Prooklyn. 

ROOS, GEORGE W., 
vision. 

MARONEY, ANDREW J., Butler St? Sta- 
tion, Brooklyn. 

MEEHAM™, JAMES P., Kingsbridge Terrace 
Station, Bronx. 

THOMSON, GEORGE. Detective Division. 

QUINLAN, JAMES JR,, Simpson St. Station. 
Bronx. - 

GILLEN, WILLIAM J., East Sist St. Sta- 
tion, Manhattan. 


The following patrolmen were made 
sergeants: 

McKEE, RUSSEL, Headquarters Division. 
O'SHEA, JEREMIAH F., Traffic A. 
LAUSTER, AUGUST, Glendale Station, 


Queens, 
COGAN, MICHAEL J., Headquarters Divi- 


sion. 

NEARY, MARTIN J., East Gist St. Sta- 
tion, Manhattan. 

FLEMING, JOHN, West 47th St. Station, 
Manhattan, 

KENNY, PATRICK, Detective Division. 

LOWERY, JOHN J., Jamaica Station, 
Queens. 

CROTTY, PATRICK, Traffic B. 

BRADY, JOHN J., Snyder Av. 
Brooklyn. 

O'NEILL, DANIEL; Traffic A. 

REINIG, JOHN, Newtown Station, Queens. 

HAGAN, FRANK, Clinton St. Station, Man- 
attan. 

HUTTON, JOHN J., Headquarters Division. 

HESS, JOHN P., Jamaica Station, Queens. 

MORRIS, EDWARD G,, Detective Division. 

O'KEEFE, WILLIAM B., Webster Av. Sta- 
tion, Bronx. 

DOLAN, FRANK P., Sedgwick Av. Sta- 
tion, Bronx, 

MULCAHY, THOMAS F., Traffic C. 

RANDOLPH, WILLIAM H., Special Service 


Division. s 
REIF, HENRY J., Detective Division. 
Detective Di- 


er ~~ RE JOSEPH M., 

sion. 

BEHAN, HENRY O., Traffic D. 

SMITH, JAMES J., Bay 224 St. Station, 
Brooklyn. 

RICE, WILLIAMS A., Detective Division. 

McDONALD, JOHN F., Detective Division. 


STONE, CHARLES P., Detective Division. 
NAGEL, WILLIAM, Far Rockaway Statio# 


Queens. 4 

PAONE, FREDERICK, Rapelyea St. Sta- 
tion, Brooklyn. 

PURCELL, ROBERT &., Prospect Park Sta- 


tion, Brooklyn. 
WILSON, FRANCIS J., Amsterdam Av. 
Traffic -A. 


* Station, Manhattan. 

STANTON, JOSEPH A. 

WEBER, THOMAS J., Headquarters Dtvi- 
sion. 

CLARKE, PATRICK, Brooklyn and Man- 
hattan Bridge Squad. 

SELIMANN, © S F., Jamaica Sta- 
tion, Queens. 

McGRAW, JOHN F., Simpson 8t. Station, 


Bronx. 
GORDON, JAMES M. JR., East 67th 8t. 
Station. Manhattan. 


Special Service Di- 


Station, 


from the| 
3d Inspection District (West 123d Street), to! 


the West 152d | 


from the 6th| 
the Marine Division | 


the Beach | 


McGrath from Spe-| 
to the Beach Street; 


were made Lieutenants and 88} 


|B; Thomas Leahy, Charles Street Sta- | 
tion, Manhattan; Arthur J. Dodd, Traf- | 
y-eighth | 


A, Marine} 
TRABERT, EDWARD H., Harbor“A, Marine | 


LLMAN, LOUIS, Special Service Division. | 


EDWARD, Long Island City Sta- | 
FRANK  J., . Special Service Di- 


Division. 
tion, Queens. 


race Station, Bronx. 

O’SULLIVAN, DENIS, Lawrence Ay. 
tion, Brooklyn. 

MILLER, WILLIAM, Liberty Av. 
Brooklyn. 

LEFFLER, BENJAMIN E., Traffic E. 

RALEIGH, WALTER M., Headquarters Di- 
vision. 

McMAHON, JEREMIAH J., Poplar St. Sta- 
tion, Brooklyn. 

BAYER, FREDERICK P., 
Division. 

RECTOR, WILLIAM R., Harbor A, 
Division. i 

LYONS, JOHN J., Kingsbridge Terrace Sta- | 

| tion, Bronx. 

| WALSH, PATRICK J., 


sion. 
MOSES, LOUIS, Richmond Hill 
Queens. 
MOENCH, LOUIS F., Glendale Station. 
BROWN, GROVER C., Detective Division. 
GALLO, RAFFAELO, Oak St. Station, Man- 
hattan. 
O'DAY, THOMAS, 
HARRY L., 


Sta- 


Station, | 


Special Service | 


Marine | 


Headquarters Di- | 


Station, | 


Bathgate Av. Station, | 
Bronx. | 
| DUNWOODIE, 
q Station, Manhattan. 

| BROWN, JOHN, Liberty Av. Station, Brook- 


East Sist St. | 


lyn, 
PINNELL, SAMUEL A., Motorcycle Squad | 
No. 2 


No. 2. 
BARTH, HENRY L., Detective Division. | 
CURRAN, JAMES, Sedgwick Av. Station, | 

Brooklyn. | 
MORAN, JAMES M., Traffic C. 
| MORAN, EDWARD C., Headquarters Divi- 

sion. 

HANNAN, FRANKLIN L., Wilson Av. Sta- | 
tion, Brookiyn. 

BURKE, WILLIAM T., Headquarters Divi- | 
sion. | 

| GAINE, JAMES, Headquarters Division, 

| McCORMACK, HENRY J., Clinton St. Sta- | 


LEVY, DAVID, Richmond Hill Station, 
Queens. 

PATTISON, GEORGE A., Headquarters Di- | 
vision. | 

debate = sg JOSEPH J., JR.,:Headquarters Di- 

| vision. 

| GRILL, NICHOLAS A., 
vision. 

MAHONEY, WILLIAM E., Lee Av. Station, | 
Brooklyn, | 

| BATTO, MICHAEL A.,, East 64th St. Station, 

| Manhattan. 

| DOWD, MICHAEL J., Meserole Av. Station, 

Brooklyn. 

| RYAN, JOHN J., Traffic E. 

| ROELSEN, OTTO J., Long Island City Sta- 
tion, Queens; . 

WARD, JOHN F., Headquarters Division. 

| DELANEY, THOMAS F., Special Service Di- | 
vision. 

| MADDEN, THOMAS, Fifth St. 
Manhattan. 

BOETIG, ULYSSES E.,;-Rapelyea St. 
tion, Brooklyn, 

AUSTING, ARTHUR A., Fifth Av. Station, | 
Brooklyn. 

| BOLAND, THOMAS F., Traffic B. 

| McKENNA, MICHAEL, Brooklyn and Man- 
hattan Bridge Squad. 

| RILEY, JAMES F., Detective Division. 

FEELEY, JOHN H., Headquarters Division. 

GERAGHTY, DAVID, East 35th St. Station, | 
Manhattan. 

SPELMAN, JAMES, Sedgwick Av. Station, 


Bronx, 
Station, 


Headquarters Di- 


Station, | 
Sta- 


WILL 0 


| pletely 


} gines, 
| other 
| dered non-usable for other than scrap. 


| total tonnage of 817,130. 


tion, Manhattan. f 


} caused 
| freighter service between the North At- 
|} lantic Coast and Northern Continental 


| was submitted by 





ZIEGLER, ROBERT, Willson Av. 
Brooklyn, 
ROMANO, SALVATORE G., Flushing Av. 


Station, Queens. 
DONOVAN, WILLIAM J., Gates Av. 
tion, Brooklyn. 


The Detectives Promoted. 


One of the detectives promoted to first | 
grade rank was William Boyden, a | 
negro, of the gangster squad, who has | 
been employed in confidential work by 
| Commissioner Enright. The others ~ re 
Joseph P. Sheldrich of the Charles | 
Street Station, Manhattan; Charies 
Armstrong of the Alexander Avenue 
Station, Bronx; Thomas EB. Enright of 
the East 104th Street Station, Manhat- 
tan, and John Flynn of the Classon 
Avenue Station, Brooklyn. 

Boyden is the first negro to become a | 
first-grade detective in the Police De- 
partment. 

Commissioner Enright passed over | 
seven patrolmen who were on the eligi- | 
| ble list for promotion to sergeants, and 
| seven sergeants who were on the list 
for promotion to lieutenants. 


36 POLICE CITED FOR VALOR. | 
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Recipients of Departmental Medals 
Also Are Announced. 


Commendaticns for meritorious con- 
duct performed in line of duty for two 





and twenty-seven patrolmen are con- 
tained in General Orders No. 25 issued 
yesterday at Police Headquarters. 
Twenty-four of these commendations are 


for arrests of men who had committed 
holdups or murder; two are for rescu- 
ing persons from drowning; four for re- 
fusing bribes; four for intercepting run- 
away horses, and two for rescuing per- 
sons from a burning building. 

The same General Orders announce 
the names of recipients of gold, silver 
and bronze departmental, medals 
awarded by the Society for Instruction | 
in First Ala to the Injured for emerg- 
ency service. One gold, nine silver and 
— bronze medals were awarded in 
all. 

(A complete list of the awards and | 
the acts for which they were made will 
be found on page 28 of today’s TImzs.) 


RUNNER MAY LOSE PAPERS. 


Revocation of Kolehmainen’s Citl- 
zenship Seught. 


Assistant United States Attorney Jo- 
seph M. Crooks will makd an applica- 
tion in the Federal Court in Seinen | 


today for the revocation of citizenship 
papers granted in June, 1921, to Hannes | 
Kolehmainen, the Finnish runner and 
winner of the Olympic marathon in 1920. 
Mr. Crooks is acting at the request of| 
the Department of State on information | 
athered ey Frank P. S. Glassey, United | 
Rtates Vice Consul at Helsingfors, Fin- 
land. 

Under the terms of the Expatriation 
act a naturalized citizen who takes.up 
his residence in a foreign country with- 
in five years of the time of securing ‘his 
papers loses his rights as a citizen. Ac- 
cording to the information in the hands 
of Mr. Crooks, Kolehmainen left this 
country for Finland in Octoher, 1921. 
In March, 1924, he opened a sportin 

oods store in Helsingfors and from al 
ndications seems to: have settled down 
me rest of his Hfe in his native 
and. 

If no answer is made by Kolehmainen 
to the application of Mr. Crooks the or- 
der of expatriation will be signed and 
will become final after sixty days. 


SIGNALS TO COST $436,000. 


Estimates on Express Service on 
Three |. R. T. Lines. 


The total cost of new signals that 
would be required to take care of the 
proposed extension of express service 
on the Broadway, Pelham Bay and Je- 
rome Avenue lines of the Interborough 
Rapid Transit Company west side sub- 
way was estimated yesterday at $436,- 
000 by J. M. Waldron, the company’s 
chief signal engineer, in testimony be- 
fore the Transit Commission. 4 

The change on the Broadway branch 
contemplates the operation of trains 
from 137th to Seventy-second Street 
without stop at Ninety-sixth Street. 
The company is opposed to any of the 

roposed extensions of service. The 
Bearing will be continued to June 19, 





| Board 


Sta- | J 
| and 


| American-French 


| to Rotterdam and other 


| year, 


SHIP BOARD T0 SELL 
200 GRAFT AS JUNK 


Specifies Every Steamer Must 
Be Scrapped Within Conti- 
nental United States. 


PEN BIDS JUNE 30 


First Offers for Purchase of 
Vessels Plying Atlantic Are 
Found Unsatisfactory. 


EUROPEAN LINES TO BE KEPT 


| Board Explains Rejection of Black 


| GORMAN, JEREMIAH J., Kingsb -| 
cient police protection was held respon- | FORMAN, A S-. Bgeeey Te 


sible for the murder by the Rev. Father | 
William J. Costello in his funeral ser-| 


a| 


Diamond, Cosmopolitan and Trans- 


marine Proposals. 


Special to The New York Times. 
WASHINGTON, June 5.— The Ship- 
ping Board will open bids on June 30 for 
the disposal for scrap of 200 vessels. 
The specifications govering the sale 
provide that the vessels s.:all be com- 
dismantled and scrapped as 


| steamships within the continental limits 


of the United States, inclusive of en- 
boilers, auxiliary machinery and 
equipment, which shall be ren- 


Purchasers are at liberty to make such 
disposal or sale of engines, boilers, aux- 


| iliary machinery and all other equipment 
a . 
| as they may desire. 


The board announced that all bids 


|} must be on a lump sum’ basis and will 


be received on any or all of the ships. 
The vessels to ‘be scrapped have @ 
Included in the 
group are 150 coal and 50 oil burners. 
Sixty-seven lake type vessels are among 
those listed for scrap. The oil burners 


| are ships of from 5,070 to 5,340 tens, and 


all the coal burners exceed 3,000 tons, 
running to a maximum of 4,165 tons. 
The Shipping Board today rejected 
two propositions which would have 
important modifications of 


ports. 

One of the proposals 
the 
Steamship Corporation of New 


rejected today 
Black Diamond 
York 


| which operates the American Diamond 


| Line 
| Rotterdam and Antwerp. It proposed to 


of freighters from New York to 


buy. fourteen freighters. of about 8,000 


| tons each from the Government. 


The corporation offered to buy these 


| steamers on a guaranteed operation plan 


and cover the entire range of North 


| Atlantic ports from Norfolk north, send- 


ing the freighters across the Atlantic 
in a manner that would cover the North 
Continental range from Antwerp to 
Hamburg, guaranteeing fifty voyages a 
year for three years and paying 35 a 
deadweight ton ‘for the ships it pro- 
posed to buy. 

It was stated at the Shipping Board 


j} that if this proposal hdd been accepted 


it would have the effect of doing away 
with the allocation contract of the 
with Rogers & Wells of the 
Yankee Line which has been operating 
for the Board from Boston, Philadelphia 
Baltimore to North Continental 
It was also explained that the 

Was conditional upon the 
line of ten _ ships, 
which is now operated for the Board by 
the Cosmopolitan Shipping Company, 
being turned over to the Black Diamond 
Corporation under an operating contract. 

The second proposal rejected by the 
board today was one in which the Trans- 
marine. Corporation and the Cosmo- 
politam Shipping Company offered to 
take over with their seven privately 
owned. ships the service from New York 
ports now op- 
erated by the Black Diamond Corpora- 
tion. It was explained by members of 
the board that this proposal was con- 
ditioned upon the Yankee Line Service 
of Rogers & Wells being allocated to the 
Transmarine Corporation and the Cos- 
mopolitan Shipping Company for one 
they to guarantee all the service 
for one year, 

These proposals were the first sub- 
mitted to the board involving the sale 
of lines, passenger or freight, operating 
in Atlantic routes, and both were un- 
satisfactory. 


3 DIE IN MOTOR ACCIDENTS. 


Killed 12 Hours After His 
Son’s Funeral. 
_John P. Powers, 35 years old, of 309 


ports. 
proposal 


Man Is 


East 127th Street was fatally injured 
lieutenants, one sergeant, six datectiven | 7 i ree ee ee 


early yesterday when he was thrown 
from the milk wagon he was driving at 
Courtlandt Avenue and 15l1st, the Bronx, 
by the impact of an automobile which 
struck it in the rear. Powers, who was 
émployed by the Morrisania Dairy Com- 
pany, 883 Tinton Avenue, the Bronx, 
had returned twelve hours before from 
the funeral of his 13-year-old son, who 
had been killed in a fall from a window 
of his home on the fifth floor. 

The driver of the automobile, Joseph 
Cassidy, 26 years old, a former milk 
wagon driver, of 125 Kingsbridge Road, 


was held in the Bronx Homicide Court 
in %9,000 bail in connection with the 
death of Powers and $1,000 on a charge 
of operating an automobile while intoxi- 
cated. 

Motorcycle Policeman John C. Reid 
of the St. George Station died yester- 
day in Staten Island Hospital of in- 
juries received several hours before 


| when his motorcyele and a motor truck 


collided in Victory Boulevard, Tomp- 
kinsville. Reid, who lived with his wife 
and child at 65 Todt Hill Road, New 
Dorp, had been discharged from a hos- 
pital only a few weeks before, after 
having been a patient for nine months 
for injuries received in a similar acci- 


nt. ‘ 

John Vechi, 70 years old, of 301 East 
Forty-second Street died in Bellevue 
Hospital of injuries received yesterday 
when he-was knocked down by a motor- 
truck in front of 350 East Forty-second 
Street. Tony Ingenito, of 768 Third 
Avenue, the driver, was arrested, 


STAYS PANTANO EXECUTION. 


Appeal Filed for Convicted Slayer . 
Alleges Errors In Trial. 


The execution of Anthony J. Pantano, 
set for the week of June 8, was auto- 
matically, stayed yesterday by the filing 
of an appeal with the Court of Appeals 
at Albany, notices of which were served 
on District Attorney Charles J. Dodd In 
Brooklyn and Warden Lawes at Sing 
Sing Prison. John E. Ruston, who de- 
fended Pantano at two of his thre 
trials for complicity in the Wet 
Bank robbery and mufder of its two 
messengers, said the grounds of the gyp- 
peal would include alleged technical 
errors in the trial, similar to those on 
which the higher court reversed the first 
conviction and ordered a new trial. 

The appeal probably will not. reach 
argument before October. 


Lions Clubs’ Convention Opens. 
Special to The New York Times. 
PLAINFIELD, N. J., June 5.—The 
annual meeting of the Lions Clubs of 
the State convened here this afternoon 
for a two days’ session. During the af- 
ternoon the visitors were entertained at 


the Plainfield Club and this even 
there was a dinner at the Park Hote 
covers being laid for 400 guests. Later 
at Watchung there was an outdoor por- 
trayal of ‘‘The Indian Legend,’”’ * 
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FINANCIAL MARKETS) ats NEW YORK STOCK EXCHANGE TRANSACTIONS >| TOPICS IN WALL STREET. 


FRIDAY, JUNE 65, 1925. Pool Operations Check Early Decline in $200,000 


j Same Period Stecks; Trading Smaller. 
Decline and Recover y in Stocks| Day’s Sales. | Thursday. Wednesday. A Year Ago. Two Years Ago Year to Date. 1924 1923. 1922. 1921. Following irregularity in the forenoon 
—Further Decline in the 1,138,923 1,298, 110 1,462,782 644,875 611,917 
ready suffered, prices turned upward in 


e 
180,696,021 101,257,790 116,200,406 122,653,164 80,403,534 | yesterday, when many stocks added de- Province of 
© 
Franc. High) Low. | Sales. | Divi md ie | Parse. at | Lew. | Lae el pid | ask, os I} Sales. { pitas fate ‘in| | nee. $f ask, the afternoon, under leadership of the New Brunswick 


clines of a point or more to those al- 
Ame rican Exchange 75%4| 62 200|Abitibi Power & Paper (4)| 72 | 72 [72 72 57 \Kan. City Southern pf. (4) 60% oil shares, and net gains were in the 
184) 18 i a may vcoonte! BB 1 28 1 28 At Be (Kansas kG an majority at the close of the day. Total 


7. 
s , 
1 200) Ahumada #1) 22255] ay) 19%) 1 13% 1,400/Kayser Sulluey a = ler scale, 3 
National Bank The market which more than any other| 1? ane pene pa Al Sg MN eeralae a 102% ror saat liaoe pad yee S: ‘a ved ory oral | ad 3 | Sales, however, were on a smaller a ° 10 Year 4%4% 
arrested attention yesterday was the} °14/) 19 "|| 1,100|Ajax Rubber .............| 18 | 13 13 1,200[Kelly-Springfleld Tire .... 1% 17%| 17% | although still slightly above the million Gold Bonds 
market for French exchange. The franc $s a0 2100 100) Allied Chem, & Dye $4 Yeas 92 | 90% : 4 rr} 2,200 Kennecott, Cop. a. d.. (3). ). | 48%, a share mark. The market as a, whole 
1915 1925 declined nearly % cent further, its low|1 ul ied Chem , § eystone tire ubber. 96"| 97° | Showed no great change in character 
.++ $6,000,000 $5,000,000 | | price of 4% cents comparing with 5 last eee ne 3, Rg ae io” Oe) See ce eee S 33 : 100| roses {3 a) & Co. . i. (8) 44 A from that of earlier in the week. Scat- 
Surplus and Un- week and 5% a month ago. This reflects} 58 | 36 300|Am. Ag. Chemical pf.. 52%4| 53 | 52i4| 53 53 100/Kresge Dept. sts. ‘Br. (8). ; : eae | 95 |tered profit taking was again in evi- Due March 2, 1935 
divided Profits 5,104,900 8,383,400 ||, situation which is difficult to read, 7 - 1 itolam: ae signe (8) eeeeee Ae rt gi 175 %9 Ooes tabeen & (8). seve 7S Bec % dence in the Ferencots out ea time 
++ee++329,742,806- 658, . CtO ..seee zee Rubber ! y 3 was ther ressure to sell stocks. 
Deposits 129,742,800- 187,658,300 || 5. the reason that the basis of the 100” 100}Am B Shoe @ Bay. (5 (5). 10341103 103 10,600|Lehigh Valley é 5%), Me) This absence of pressure made it pos- 
movement is psychological rather than | 104 {1 26,000] Am. Gan Ci ar ers RT 1887611 88% 1 7 2,100)Liggett & M., (ya). é 61 | 8l%2| sible for the pool interests to bid up : 4 
gGepied te be Seapeased from tangible. Whatever’ program of relief | 121%4/115 1 0/Am. Ca + my an Pree 14 it ian 131 8,000 on s,, Incoiporated (2).. : 50% + 5 thet caverees oe comparative ee Price 99% and Interest 
o 0,000. 10,0 % A u ont ore re. ”%| and accounte or many gains. reporte . 
shares to be exchanged for and reform was in the mind of Caillaux, 221 wie S Chain, Class aie 24 oA 200) Long-Bell Lumber, Cl.A(4) are 814) 48 in various sections of the list. To Yield 4 60% 
Pacific’ Bank stock, the re- he has withheld: the particulars of it, "| 37 700{|Am. Chicle 50% 64 | 55 77 1,300| Loose- Wiles Biscuit 2 93%4| 91 y *,° 


maining 15,000 shares to be £6 st 7), eae lot.... ee *. . 
offered’ stockholders at $200 except so far as to say that he proposes $08 rey Drug. Byndicate (600) ps 6 - 5Y ed | 20 300 Bs Fei Ag en , KOs én ns 193 i. 3 iy Firmer Tone to Oil Stocks. 
to extent of 30% of holdings. a balanced budget. ‘This is as much as 2700\Am. & Foreign Power... 2,600) Louisiana O1 Retining.. ; 


TY Salt |} 28 Durin 
x ’ “ g the forenoon the petroleum 
Stockholders’ have propor- to say that the French business com-| 94 | 87 500/Am. & F. Pwr. pt. (7).. 91 500/Louisville & Nashville (8). 111 i 


eon . 200/Am, Hide & Leather a... me , 800 Ludlum Steel (2) 34% 34%) 34% | stocks sold off with the balance of the 
Bochenee ecurttioe Coro || worked out. ‘Such an attitude le. wel * MOLAR dee. Gt ut 34, jt14 15,500/Mack ‘Rrucke (Oh... | 1To%lLrs | lig 105% | list, despite the publication of favorable 
M 5 . ‘ 3) 
Price at Market. Jenouge in moments of popular calmness, 100(Am. R Sp 100 Mack Trucks Ist & (7). 3° ae 11046 ae me | ere pi | a + Dillon ie & Co 
, 200|\Am. L F. Fire En i ; - ackay os. p , ex d. ‘ e on in asoiine stocks or pr 
but it serves very indifferently at a time ‘ - go0lAtn Re e Eng. (i) 500|Macy (R. H.) &C 88 83 | 884 | Under normal conditions gasoline stocks 7 


Gilbert Eliott & Co j of acute misgiving. 7 53 700}Am. Linseed pf. yi 69% 6914 ar 3 pat _— copes (750) 35% bo i] ; an | are. not usually drawn upon until May, | Canadian Department 
; es eee he et ; a | 


| no inson 
| Loucheur’s declaration that he will not Hd 1,200;|Am. Locomotive (tl 100/Manhattan Elec. angio) 524 5244 | but due to the increased number of mo- | 


-| 53%) 45 900}Am. Metal (3) ........+4: ‘ Zn) S2 ahl+ i) 
Members New York Stock Exchange | support Cailleuz until he knows the Min 100/Am. Plano. pf. (i. on oi & 800|Manhat. El. mod | 45° | 45 a 5 | ee | 4 ltors and the favorable weather, the|} Nassau and Cedar Sts, 


: ister’s full financial program is the ac- | 70; i - uh wet + 94 200'Manhattan Shirt (13 pid 2644) 26%! el] os 20% 2 e 
26 Exchange Place §_ Telephone ton of a.very practical financter, Sven | Soul 5 sesh mene) ey | 0544 “ 100/Manila Electric core. (Hi) | io%| 4014| 4044)... || 40%| withdrawal period developed earlier New York City 
y ( 49% : 40%! 
New York Bowling Green 0290 |) mneiand | ea what happen to|4 11,100/Am. Smelt. & Ref. (6). oy 3” 103441414 103 P+ 1,400/Maracaibo Ol Exploration. 27 27 + i)! 27% | this year. Around noon, however, the | 
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. ad 40 1,200|Am. Steel Foundries (8)..| 88%| 89 ol eg, crue ad7l' 40% eal 3 | lite, and this was declared to be be- | 
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the currency under such circumstances $00/Am. Sugar Refining phen ay ty ot '200/Marlin- te anand eee 15%) Me 8 ig: Dan sae | lated recognition of the importance of | 
when the vague rumors of ‘inflation, 2 zea Am. sawet, Mt wf (Toe. 96 | 96: 96 | 9T% 1 ,200/Mathieson Alkali 76%| 78%4| 76% | 7814 80 the Government report. Reports were | 
at the end of 1923, were not set at rest! 477) 29 100|Am, Tel, & Cable (5)... 3 % 2,900|Maxwell Motors, Cl.A ctfs. Lt (117. |114 +», ||224, 1225. | cireulated that sal ¢| 
by any clean-cut outline of the Govern- . ra 800) Am. Tel. & Tel 4 { , ( 6, ,100| Maxwell piokore, CB ests. jas6)114%5| as hast FES el thd cast 2 anger sec moe Re 


\ Si aieen ; ‘ 3) Exempt from all Federal and 
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° ‘foo dee meng pf. (6) 107 106% |108 Mid-Continent Petroleum..| 3444] 3° 3 5 i+ 1% ]| 5 [advances in crude oil and gasoline | 
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blank check for his policies; the Finance , 400|Am. Woolen — 37 : 300/Minn., St veel 33 | eet 
. 37% 37%) 38 00 >. & S. 8. M. 1 5 me m, t Y 
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200/Am. "Writing Paper pf...-} 3 3 3 MG 2 é ‘ Bee, the independents on the big board,! 
pers pom for political pay stocer iy Pa 4,500|Anaconda Copper (3) 37 “4 1 1 #5001 Missouri ecto be 78 34% asa] 73 g | i 34) a gained 2% points net. Other strong in; | 
cards will now have to be placed, face 100|Archer, Daniels Midiand,. 3244 | a3 , 3,500|Montana Power (4) 30541 7914) 8054!- dependent included Marland, General | 4%4% B d 
up, on the table—probably to the ad- 90% 600|Armour & Co. Del. pf (7)| 94° | 45 | 04 41 3.700|Montgomery Ward Pity “ A oT 4 * 4 onas 
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4 100} Asso, Dry Good: ‘ < 7 a a 8| 2075 +, <= 7 4 |stantial gains. Among the Standard | 
able that very many holders of dollars 1,100 ‘Abebaintad On in pf. (6) : oot 8 200|Murray Body ({2.40) St sya) | 354) «+ || 35% “7h | issues dealt in in the outside markets | 


or sterling should refuse to convert them A f f 1,600|National Acme, stamped... | 8 7 } e > 
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inviting terms. Yesterday's weakness of | _.7%4| 3 1,600/Atlanta, Birm. & Atlantic. 4h, SP hextlies x a 4th 2° MOINS. Dairy Products (3). 314 5614| 55% | ane ae: | nolia ePtroleum, Ohio Oil and Humble. | Yielding from 


300/Atlantic Coast Line (+8 163 5 , aie : *,° } 
Price and Description the franc was accompanied by a fall in| “4; (18). 141163 16244|163% : 500|Nat. ‘Dept. Stores........ 43%) 431 : : 
ss ro a the Belgian and Itallan rate, the lira +) 8 4 1,300) Atl., aut . weet indies, . 45% 46% iby 464, 45 4 40% f geet Nat. Dept, Stor. lst, pf.(7)| 971 ari] 94 i+ 34) Woather Affects Stock Operations. | 3.50% to 4.05% 
going under the lowest rate touched on —_ Atlantic Refining ......... 1094 111%9(109 ? a 1091 Lint 36%l 2: 700| Pet Fagg Gtasscine:. 2746 brite 335 20% el) 2: 26 Possibly because of the hot weather, | 
\Tuesday before the announcement of — 45 45 45 45 46 1,200)National Lead (8) 14814) 14814) 146% 5 commission house brokers had little to | Details en request 
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/ dustrial shares declined further on the aie) 35 . 5, 900 eee & Ohio ©) F he, 2% 300)N. Y. Air Brake (4) 4534 4514) 4534)— 45%4) 46 | about the tickers in the board rooms, } 
Stock Exchange in yesterday's early| 30 | 21 1,600|Barnsdall Clann a (3).. a : 50% 46 Sti 1, et IN. Y. Canners (2) { Fe 4314 43%| — 3 Tee) 44 | but there was no rush for either the buy | 
an}! ey $ 0. | panna That downward movement Was : q 200 ayuk Cigars 40 ‘ reava\ er 2, 1OO\N. z. eres NY SS TSS neg pee 8 44) (11 116% or sell pads. This left nearly everything 
followed by what Wall Street calls aj 52; 8.500 bsorrs praplets | 8 oor a (2.40). sm 7 ti. _— 6814 88 100)N. Y.; Chi. & St. L. pt.(6)} 9 ia 91°71 - to the professional floor traders and, ° ° 
Langley “aiversion,” meaning that a bidding-up A Saal 15°F00l Belews Mire Gin) [Sf 30% er Y.,,N. H. & Hartford.. 52% 2% 52%! $256! Batt inasmuch as the Stock Exchange is sup- ssel, Kinnicutt 

5 BROADWAY, NEWYORK. | process began in a separate group, this % 100|British Emptre Steel 9 ny § 40OIN x" Shipbuilding (2) si = FS te 2 5577| ‘a plied with an automatic cooling system, | 
RS NEWYORK STOCK EXCHANGE |time the “ofl shares." The result of * alee Bklyn Fdtson Blectric (8). 1398 sgl 2 \\134 135 29 : 1,500|Niag. F. Pw. Co. i Yai) 2304 2884) 28t4| 2954) | Sai | the professionals had things very mucn | 
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5,200|North American (3.40) x d.| 47%| 48%] 47%| 47%i—  %| 
irregular. As a whole, the day's move- d 200) Brunewick & Ry: Sect, ce ot igs Se adi 1044 se | | gig carsecahersi agen mgt or morg ig 
344, | Ne, hot-weather stock and added 3% 
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| - 300 Burns Brothers (10 pt gt Nl py 
| cance. Nobody asked what was the nat gt 2,100|Burns Bros. oe A a3" 200/Otis Blevator (6)..+ses+e. 113% | Phat the standard dividend paying | 
| ural trend of the market, but what this 21 100|Burroughs Add. Mach. (3) 739 5,700;/Otis Steel | 4) 13% | stocks were neglected, however, was | 
| or that ‘‘pool’”’ was likely to do next with 200/Bush Terminal 5 | 15 1 sovlowe Sees pf eat | proved = the narrow range in which | 
|} its stock, The day’s transactions fell to 400/Bush Terminal deb; (7).... % 844% 200] Owens Bottle Gi 7), “1113 | 1113/4 3 ig | Atchinson moved in the range ot 5% | 
| ciasiterehiy tb seeee aniak ‘Ot the 200|Butte Copper & Zinc (s0c).| Bid ie 00! Pact i211 er gage ge ho ls nd 
| considerably the smalles rs) y 800/Butte & Superior (50c).. 971 10 9 selects Gas & Elec. (8). 5 — Yilit point, and Southern Pacific move 
| full business day since April; a fact| 2% 10,000/Caddo Cent, Oil & Refining| %| 1% 1% 17,400! Pacific Oil (3) o's 57s) 58% 6) || 5854) ip | Doin a range of %. 
E extend the which suggests that even the speculating 4, ber California Packing (6) 3 114 1118) 4|113% = "Tool Packard Me ak” (905.1 rd Beets d Pe-+; ae 4S T K 
facilities of our | public was not strongly attracted to the] 493”) rod ": ogee Ss aie a (1%). 1214 S , nie gs 4,600|Paige-Det. Mot. Ca Pat 30) | ‘ (| 2988 | 2182! 2082 |4.° j bee April Rallway Expenses. 
organization to those | market and that professional experts|/ 0%) (2%4|) 100/Callahan Zinc & Lead 2% 2%) 2h! 3 il Gax|| atio0\Pancacy Bo ‘a'r., Cl. B)| 7546) 7%] 75. | T7i4i+ Iy|| 77%4| 77) Railroad men found the most inter- i 
desieliie tal : were responsible for most of the orders.| > : 600/Calumet & Ariz. (42%) x i} 4 8 | 49 +h 48 | 49% f 300/Panhandle Prod. & Ref. ) on ea . yy) “<4 | ting item in the reports of Class 1 
esiring infurmation or Except for some weakness in French : | oop ase td. J.) thresh. Mach. ‘pf! 80 80 rn 80 ‘Let: }. 100\Panhandle Prod. & R. pf.| | sot go) aa? | 9’ ea a carriers for April in the operating aq 
— e Appa ag |and Belgian bonds, which seemed to be 2,000\Gentral Leather pf. 21.2... 60%! 59 ae en eee: FEAL ‘ 2614 29 | Penses, which showed a decrease off Bank of Manhattan Co. 
w c we are | sentimentally affected by the movemen Lb entury on Mills (2)..| : a6 | 36 3¢ oA nag! ‘ +) 2fe) S314! 2206) 2516 2254; 23% | $7,203,500, or nearly 2 per cent. from 
lies i 55%) 4214 1,100/C a 1,500!Penn. Rallroad (3). 4 r 3 ot, P BE ERS Sa SOLE AS 
identified. | in exchange rates, the bond market was Bis, vy, 3, [Woicerro de Pasco. Coppe ff iy an 4 a 2,100j)Penn. Seaboard Steel 1 4 Pa 8, 44 April of last year, although the car- 
jagain extremely firm. Even the Chi-| 3754} 25 500|Chandler Motor °) a 74 364 ‘r Al+- ol or lladelphia, Co. (4). rt 3 57 f "Hil ‘ riers hauled approximately 5 per cent. Brooklyn Trust Co. 
| cago, Milwaukee & St. Paul bonds mani- t 1,2 seelepesepenke & Ohio (4)....| 9414] 9514) 941; teat TOOPLAe a ant ae ‘ Tron) 4-4 | 394 more freight traffic than in the same 
| fested more steadinees than mg fol-} “yo | 38 100 Chicane a: Sie pf. (614). ier = ~ el "6 pe s00| Phi Morris & Co:....... | 2 54] 15%) 15% 15%).16- | month of 1926. Carriers in the Western First National Bank 
|lows a reorganization plan. s par- am 1,200\Chicago & Alton pf ¥ > ps Petroleum (2) .... | 434 (7 A3tal+ i%| 38 , | district, as has been expected, continued 
‘tleular plan has not been received with| 36% 200/Chicago & Eastern iinois| 347) 24°) 91°) 34 1p 16 Bele pocnlx “Hosiery | 2605} 26%! 26 ,|—_1%|| 25..| 27% | to show a falling off from the previous ——$—$—$____ 
unqualified enthusiasm by any group of| }s M0IChicane Great Wesre | sae tate aeael sade 7,400) Pierce-Arrow pf. 4) 744g) 72° 7485 He ‘$i 74ut| 732 | year. For the first four months of 1925 Guaranty Trust Co 
security holders, but none of the ob-/ 32%! 1914|| 3,700/Chicago Great Western pf.| 24%4| | 24%) 2304] 2408) — 1900 \Plerce Olt | 92%] 2%) 2% 2+ %| p) Caste: 08S Wher aeae CAEN See ner ne : 
Jections made to it ts based on allega-| 30% i¥4|/ 12,100/Chi., Muw. & St. Paul 9 9 5,300| Pierce, Petroteun, | of the corresponding perlod of 1924, 
tion of unfairness to holders of one kind . , Ww. t. Paul pf.. 16% 138 18 1654 . | : t 
: 3,500!Chi. & Northwn. (4) x. d..} 5 55% 








t act de | | 73%] } 74) 4| | , % | which strengthens the belief in some | 
1,000|Pittsburgh Coal 145 | 454) 44m) ast 2 si | quarters that the Interstate Commerce | I'ving Bank-Columbia Trust Co. 
1 300 Pitta, & West vi ‘ ‘ 73} 14%) Ye|| 1414) Commission will give fair consideration 
ss : ‘Tealeern, ea rg oes: | He am 28 { ii 25 to their application for an increase in 
44 ‘ : 400|Postum Cereal (4) Ar ind 1472361 ladaxgl— wisi 1152 rates, so ag to bring the earning oe National Bank of Commerce 


95 69 | 51 700|Pressed Steel Car | 51%) 51%! 51 51 j— }) 5 51% pao line with the rest of 


| 56 5414 

of security for the benefit of holders of 1 100/Chi. & Northwn. pf.(7)x. ai laos 103% wats 10: Mele 
|another. It may be said on the whole| 98%| 8014) soo ichieago Pneum. Tool (5). rd 83 

ito have gained the necessary approval—| ¥?) ’ 5,100/Chi., I. & Pacific oy 


. re 
914] 9: 100/C 
Electric Bond and } except, no doubt, among believers in the ou 1eoiChhs Bd & P. Peo | & = | 95, | 95° Ht 57 B7iz 800|P oe 
mysterious “conspiracy to wreck the} 37%) 30%4|| 1,400/Chile Copper -(2%) 314 39m] 837] 3984 33%! 277 |) 74° 300) IPS. N. J. (3) xd & x rte, ag 94] 80 | a | a9} aor ve 
F 944) G i} — ‘ i} 8014 


Share Company | road.” ( 4) pan bag ee 16) 144) 145 a | at = "his hae 0244) 90 100/P-S.N.J. pf. (7) x d & x rts./102|102""|102_|102 re c a4 Higher Rates for Call Money. Peoples Trust Co. 


No fresh light on the business situation 400/01 — 1,000}Pullman Company (8)... ..|138%4|13816|1373, 137% Ls & 
: thn. ‘ %| 584 uett, Peabody (5) 61 | 60 | 60 | 200|Punta Alegre Sugar (5)...| 39%| 39% Pi 2g 94, |— The advance in call money rates to 4% 
(Incorporated in 1905) was expected from the week-end mer 1308 8 6,500!Coca-Cola (7) 120% 117 |120%4) 4,300/Pure Oil Gis) gar (6). 2st 20 3249| 07 | per cent. was attributed to general call- 


At ~ , 
, . ~antile reviews, and they give none. 4344) 32% 800|Colorado Fuel & Iron 2814| 3714) 3814) BR1/ 8/300] =~ em 4 
Paid-up Capital and Surplus, ey : 69% 5%]! 2,400\Columbia Gas & El. (2. 60) Bid) 65 ‘| 6414) 8434! ~f4) BAT Radio Corp. of America. BH | 54 | 54% 5 ing of loans by the interior, and in Ti 
| When one of the agencies tells us that) 5); 100/Columbian Carbon (4)....| 48%4| feu, | , 1,000|Ray ‘Consol, ‘Copper (8). 125% re: + |225 | o| 4/127 | the opinion of exchange specialists the ORRISON & OWNSEND 
11,800j)Reading (4) § R556! > ve ll ao} ig | withdrawals were made, in large meas- Members New York Steck Exchange 


$70,000,000 . | ‘trade as a whole has lately expanded 90 300\Com’l Solvent A (4) 90°} 907] an? 4a 

cade aaa 43%| 25 200 “um- UL 26m) 26%! 26%). 26%! i ar 23850 

{ Benmemsaped gsr “nally. fume ond abot oxeal 49. fea f Sim0lConsoltdated Cigar» 0%) 4084) & “om 300|Reading a Bs Pf. SIA) 3o | 300 394% .. : 40 | ure, for the purpose of transferring 120 Broadway Tel. Rect. 
minet pa i eos 42 | funds to London, where a return as high 


a 5 4414! 26%4|| 3,100!Consolidated Cigar 39 | 40% 4086! 
| “fully fair and about equal to last 89% 7983 500|Consolidated Clear pf. ame Al - 17 os Reading 3 

300|/Replogle Steel as 4% is possible on short-term paper 
{and time deposits of three months or so. 


= _year,”’ these expert observers will at aig 500/Consolidated Distributers . 
least not be accused of Indulging in su- sii) i 74% 4,700|Consolidated Gas (5) smi | sat sry 300'/Republic Iron & Steel...” 
3 ° ) j ~ 
Sestperncsse Spring (i> Bankers declare that the movement of 
| funds to London has assumed large pro- We have 


| perlatives. Yet somehow, the parallel- 2% 1,900|Consolidated Textile 4 
1, 300/Reynolds Tobacco B || Tete 764, 
portions of Iate and is an appreciable actual markets 


, ts g a0 | 6044) 1,000/Continental Can (4) | 65% a” 651 
BLYTH. WITTER & CO, || ing 0f the distribution of goods with that) 114) 814) 6500/Continental Motors (80c).. _ 10%! 10%4| 2'100|/Robert Rels & Co 20 "| 2046] 
3,300 Royal D. Ny Y. Sh.. (4.42%)] 51%} 514/! 
4 | factor in maintaining sterling exchange. 
In some cases the banks purchasing in all issues of 


lof a year ago not only excites some in- 13h sie as: -700!Corn Prod. Ref. \ 33 | 33% 
- . ro | 12 18% 100/|Corn Prod. Ref. @ (7). 3 > 123 {123 s 
INVESTMENT SECURITIES || credulity in view of the altered eco aa  64i4i| 5,400/Cructble Steel (4) 85 -| 67 2 OOOISt. joneph Lees, (3) (5°. :| Sond} A871 
sterling, incidental to making invest- GENERAL RAILWAY 
| 61% | 62 | ments in London, have been “evening anne —+aceneme 


4 
61 BROADWAY | nomic position of the West and South, 600\Cuba Cane Sugar i 11% 11%! 115¢\2 000) , 4 
NEW YORK | but leaves the puzzle unanswered, how/ 625¢| Al 600/Cuba Cane Sugar pf “| ha” By 53% 4434) ROOISt. oon Southwestern. es ‘5, $3 
~ 61%) 
= 700|Schulte Retail Stores (§8) ./10%/11044/108%!110 » | 
1,800/Seaboard Air Line 32 | gai aaip| ag || 110% up” their operations by selling the SIGNAL COMPANY 
1,800|Seaboard Air Line ‘pf....| 42%] 4216) 42 | 42 pound tor forward ceuveries, with she 


Telephone 2/40 Whitehall [what we call “trade” could have failed| 3:i4/ 21" | S00|Guban American Sugar (35| 29 20% 29 | 29 10845] 5534||  800)Savage Arms 6154 
elephone 4 
300|Seagrave (1,20) 14 | 14 | 14 | 14 idea that a drop might be likely in the Ctrowlar wpon request. 
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| to be influenced by the increase of 300,-| 92:7} 200/Gudahy Packing (7) ‘ 08 


1000 cars, or nearly 9 per cent., in the; g:; 1,000|Cushman’s Sons (3) aul § ee 
i il loadings reported for the firat 400/\Cuyamel Fruit (4) 3 it] 53 
| cour weeks of ¢ May. si 1,300[Davison Chemical -n--- sin bid] s4%] nil 
- +e avison €mice ‘ « 
{Paul Plunkett & Company oe 155 133% 800| Delaware & Hudson (9)... *)149341146 14784 
Incorporated MONEY. 2 2,400|Del., Lack. & Wn, (#7). 143 
Fi ial Co i 125% 200/Detroit Edison Co. i... 
tnancaa unse, | 26 31 8,300| Dodge Brothers Class A.. 
N t | FRIDAY, JUNE 5, 1925. Ln L ba + tc Reng J pr 
ational C.ty Building | Stock Exchange call money rose to| 16% ome nes 
17 East 42nd Street | 4% per cent. in an advance from 3% and | 177'4\y; 3,000|Du Pont de Nem. (10)x.a.|170“l170%| 108031170 * 
New York City |then 4, and matching the week’s high, | 111 300\Duquesne Light Ist pf. (7)/110% }111 1104, /110% 


uched on Monday. . The rise came in § s | si ga ors, 4 
the afternoon, almost in the ast hour, ON, 100/Bastman: Kodek (78) di 610844108951 


100/Cuban Dominican Sugar..| 4 
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late Summer, when dollars will be in 
| coooeee for British purchases. As this 


operation cute the banks, ponte ty| (° JESTER, HORNS Cos 


ever, th forward sales are being omitted 
in tnany instances. 60 Broadway Hanover 6793 
e,° 


. Coolldge Economy and the St. Paal. —- 
sa Pease economy,” it was remarked OFFERINGS WANTED 


1! 9 railway circles yesterday, is ap- : 
} 0% 
‘ joo cae influencing the Government in New York & Queens 
44 95 determining whether the terms offered 
“ . | 
;| 88% | by the reorganization managers of the Elec. t. & Power 


7) 971 
Z| aig | St. Paul are the best that could be ob- Common 


BO 
214) 53° ltained. Of the three notes held by the 2 
S| 589% | Yovernment, the two taken by the Sec- J.K.Rice,Jr.& Co. 
4) 2079 - 
1 retary of the Treasury are fully secured, Ph Rector 9080. 120 B 
68% | but the one held by the Director General Zane Bester ean ee 
16% of Railroads lacks a Uttle security un- 
34 der present market prices. The St. Paul 


151 bankers have therefore offered $17,000,- 


| 10 4 10% 000 cash and $3,000,000 preferred stock SOUTHERN BONDS 


1} 481, 1 4236 
al e or $32,000,000 in 
{10734 |108 on the $20,000,000 du ° . | * e 6.° 

‘al 50% 50% | the new adjustment mortgage bonds. | Hibernia Securities Co., Ine. 
1514 Washington dispatches yesterday indi-| 
Bi cated that Dixestor General Davis and | 

Secretary ellon were ebating on 
40%) 4 whether to accept it or demand payment 150 Broadway, New York 
834| 7 in full. Meanwhile local stockholders 
} 10038 100% |are regarding the Government in the Dallas 

47% light of a preferred creditor, who is not 

required by the terms of the reorganiza- 


tion to bear the brunt of the receiver- 
ship. 
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1,200|Sears, Roebuck & Co. (6)./16 
R "00| Shattuck ae ve es Hi ae ra is 
attuck (Frank G.) (2). " 6: 4 
146 , 3,700|Shell Union Oi) (1.40). ate oat aig atm 
22 (122%. 1,800!Simms Petroleum CBisivee &| 2436) 2354) 241 
3%] 23% 3 4,200|Simmons Company ® 41s| 408 40 
‘ 19,600|Sinclair Consol. 20%%| 2 sn : 
14 500|Sinciair Consol. Oil pf. (3) 9014) 90°) ¢ 
14) 19 : 4 7,000|/Skelly Oil 27%4| 28 26% | 2 
170 |170% 300/Sloss-Sh. Stl. I. Co. (6) sg} S544! 85 8 

Vaaauelyaae 41 233 4,100|Sloss-Sh. 8. & I. Co.pt.(7)| 92 | 92 "| 92 

, 5 southern Pacific (6) 110096) 100% 100 

. 400)Haton Axle & Spring (2 1814) 18 1814 12 13 . 100|So. Porto Rico Sugar 

at which time it has been noticed quite| ; 24, cyst peg Power & Light ctfs a2 328 3s 32% ‘ 32% 9.600! {Southern Railway () wa i534) 98 2534 % 

(5)| 8 


recently that out-of-town. balances are OlElec. P. & t. ctfs 90 . 
’ t ee 5) : 000}S h il § 
W. S. Barstow & Co, || drawn aown. “Dealers believe that the| 90. 500| Elec. P. © Liph ctts 40% D4. (105% {1058 aa 514/106 41 4: 0001 Southern Railway » aa 87% 
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uarket’s tension is que to the shifting 204 
Incorporated lot funds abroad where investment in |100% 500/Elec. & L.pf.ctfs.full pd.|106%! - {10 3,900|/Standard Gas & (3) 5144 508 . 


M Baty recaen otlar Bane ini | ah] Wall Reta, gitaes beta | TY Grul| G0) Gomtl g soaleeand. Gen, Sees. Pt (0) So) oo | Som BS 
ing] | than here me money continued du : indico evens . } 700\Standard Oil of Cal. (2 8t4| 5 58é 
Financial and Operating she atl jand on Hight demand quotations were fy, Dol Erie re : 29 | 2 15, toolSten tara Oil of N. J. i.) rae TH) 88141 9 rts 384] 
of Public Utilities | unchanged at 3%@4 per cent. Now and SY)! . ogre Ist pf. iA 3 : Y 100|Standard Plate Glass b| 10% +4 
i then a little money comes In that can be 900|Eirie 24 pf 364 ; b. 55 1,500|Stewart War. Speed. | er” 68 
H Pine Street New York {| Placed at 3%, w hile renewals go at 4. — 32% \Falrbanks Morse (2.60). 367% g|| 37 | 37% 8,700|Studebaker Co. (4) F 3) 46 
| Call Loans. 8th) y 4, 100|Famous Players-Lasky (8)|103 1035 10284 3% 8 100/Submarine Boat .......... ssi id BS 
Thurs. Year 411037 100/Famous Players-L. pf. (8){111%4/111 pa é : 1} 4,500!/Superior Oil r 4%,| 4 
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President Truesdale. HIGH GRADE 
President W. H. Truesdale of the Del- INVESTMENTS 


aware, Lackawanna & Western, who wy 
announced yesterday that he would re- E. . Clucas & Co. 


i from his office on June 25 
a 7 x mae. 74 Broadway New York 


sss # 


Renewals. High. Low. Last. Last. Ago. 317 | 3 1, 100; Fed. Light & Trac. (*1. 40)} 30 31% 0%} : 200/S i i) /, 6% 
8% 4% «3% 4% 4 pra eats 100)Fidelity-Phx. Fire Ins. “(6)|166 180" rr A ee i Steen’? Sol 1ox4| ish ie 
Friday. Thursday. \| 9,500 2,700}/Texas Gulf Sulphur (t744)|106%/10 106% hora 
| Sixty-ninety days 8%@4 3%@4 5 700|Fleischmann Co, (4)...... 83% | ans, S71) 58% ll 1,400/Texas & Pacific "= 10 710 
Four, five and yt months. -8%@4 8%O4 BOY 00'Foundation Co. ceccese ‘ 3,400|\Texas & Pac. Coal & OIL 14! 7 
8,900) lation Co. (8). 1143411 shogun 116 1 
| \  "So0lGardner Motor ..-.++.ce..{ 10% : 700\Tide Water Oti (4) 145% (143 
| Agcgeh Thuretay. 28 2,700)General Gtr jg 534 BE 53%) 54 Bane } Y4| 373 500/Timken Roll. Bearing (+4) 40%) 40%) 403 40% wri 
NE 8T ‘i , ae yenera gar (8)....+- - , 
$4 PINE STREET NEW YORK Other names, 4 to 6 monthas.... 4% |? 2 8,400 General Electric (8) 2 {287% 280%, + 48 289141290 700\Tobacco Prod. CL A. (7). A 5100 omy 
Rete on all classes of eee General Motors (6) 764 1144 774| 772 , aR :% 100\Tind i Ty 2) 
paper, 3% per cent. Rate fixed. Feb. |General Motors pf. (7).--. et 107% ‘at 4 10814) L084 500 at mig i yee. va a2 *| 52 524 Eth agli 1 
y | which had been in effect sincgy Aug. 8, 800|\Gimbel Brothers ee ? 3%| : a 40010 nion Ol of Calif. (1.80) 37% = 
| Highest Grade Bonds || 33 ba yl} _ 300/Ginter Company (114)..... 34 | 34%4|— BalissG|| “"gooltnion Pacttie (10). \.F aan 
vA 6 , 
| 5514 2,600|\Goodrich (B. F.) Co.. 51% Sit 5 51 ; 100/United Alloy Steel 
Co ) Call loans against acceptances A : IG { a8 y Ste 2 2 
e fl! 200)Goodrich (B. F.) pt. (7)..) 97%) 9744) 9 4 9 9 oolU $ *31) 
Robjent, Wiaynar | Prime bankers’ acceptances, eligible for 361 | 800|Goodyear & R. pf. (1D: ot i Piao coeer acres Tr Lee 


Time Loans. 75 | 60% sane Fisher Body (5) ' 15,400|Texas C $) 4814| 4854! 477% 
EQUIPMENT TRUST j i ee Rubber Tony x ? ui é exas Gulf Suiph if ob 4 
FE t-T 18%) f oa | 2 
FREEMAN & COMPANY Commercial Paper. 8a 5.700 reepor exas eece GE ‘ 400/Third Avenue 10 1034 10 BS oi 
| : Vg 
Best names, 4 to 6 months R5 5 4,800/Tobacco Products (6) TR 79% 79 
Rediscount Rate, Reserve Bank. 1 L Gen. Elec. Special (60c).. 11% 11%4| 1194) 11% [ : 2 9,500|Transcontinengal oll 456 38) Rs 
. E+ 
2,200 
‘when it was advanced from 3 per tf b} 42 9,800 General Petroleum (2).... 51 51 1 Pt 4 2 12,300/Uniton Oil 
cok 
Bankers’ Acceptances, 38%) 1: 2,100\Glidden Co. 2084! 20% ie 100|)Union Pacific pf. (4) tte 74, 25) 5 27 
26 26 
1,200/United Drug (6) 121% |122 
211 Broadway New York ' purchase or rediscount by Federal Re- 60 2, 1o0lGreat Northern pf. (5).. 3 





ks. Rat ted are for d 4,000\Gt. N. etfs. for ore pr. (1) ae 2 aio lti OI SLR er ee. 100 104 150" 
TT 2368 } serve Banks. es quoted are for dis- ; A  f ¥F » (100 {100 
eae oe or staal | count at purchase: age a. 2 /200|Great Western Sugar (8). 10614 197105 4 Lo United Bates Distr uting. aa 34%) 34 
[ . Asked, uan b : offman Mach. (2).. 244 BA%) 3416 34 
: —— \ 2 ; . ai B%| 34 | 2: 400\Gulf, Mobile & Northern.. 4 20%! 29%4/ 20%/+° % 2 204 76 5,300(U. S. Industrial Alcohol. ..( 8744 87 "| 838% th - 
[he Curtis Publishing | % dey a 14||  3001Gulf, Mob. & Nor. pt. (6).) 26 | 96) 90 «+ |} 95%) 96% 30010, B. Ind Alcohol pl. (7)., (115 7)113 "las. {113 ee ee ee 
: } 8 OF 700\Gulf States ~~ é §i4| 8 82%| S3%\— %!) 83%) 83% 700\U. S.. Realty & Imp. (8)x 4|127%|130 112714130 structive figures that period of rail- 
Company | Pour months. ..c22.c2ceceees cee ee 1,700}/Havana E. R., L. 14034) 147 (14444/146'%4/-+ %[/14649/147 io|! 2,700/United States Rubber 46%) 4614) 45%) 46% , | roading which marked the development 


° Six months Ver 7-15 Ml 1144 146% 144 na ha we LA 400)U. S. R y, 
lem = gree pen ast tes 3,400) Do se c 3 “ \w ubber 1st pf. (8). ; {101% 101% 101 4 Ci and expansion of the lines laid by the STOBI FORLONG 
Preferred Stock at : ’ 300/Hartnian Corp. | (2%) 20%) 2 29 39°. | 30 100/U. S. Smelt., Ref. & M. (3) w+ || 35 | 35% . 
60-90 days 3% 8% 0 300\Hayes Wheel (3 35% ast . ? 2 2% 13,100/Wnited States Stcel’ (#7)... A state 11355 KJ fs, hus ploneers. Mr. Truesdale entered the 


es Lendon Market. gt 100} Hoa (R.) & Co. 47%| 47% 600/United States Steel pf. v 1235¢ 123% railroad field, it was remarked, when it &C mpa 
bie A, Sisto & Co. Money in London off at 8% per| 50 ‘ 100) Homestake Moning Gaye. a4 H+ 44 | 44 . 300/United States Tobacco { 54 AE: 50% offered as much opportunity to a young e ny 
cent.; short bills unchanged at 4%@4 90 | Household Products. (3) a) 8 4,4001¢ Iniversal Pipe & itadiator tis F 36%| 361, | Man as some of the industries do today. Branch Offices located 
.68 Wall Street New York | per cent.; three months’ bills unchange 2,500;Houston Oil ‘ 500! Universal P. & R. pf. (7). oat In his term of service he has seen much ro give beet markets im 
a =, | HP HTS Per COME. cod at Ste 11Kd. Sutil] o,{eoirTuason eset oor Fmt Ba) 8 Milven kale tS 226) tI Bl Greased by Government reguiation* ee see 
u a § ee 2 on. 
Bg Oo my ig BS — jos 19% | 14% 2'300| Hupp Motor Car © 100lVa.-Carelina Chemical. ad r: ie ud *,* 5 ; @ead Office: Bay & Wellington Streete 
of England, sek export to Italy, 600\Illinois Central (7).. 300/Va.-Caro, Chemical pf.. % "| 16% TORONTO, CANADA 


Investment Securities | | amounted to £40,000. . 24 10,500\Ind. Ol! & Gas (1)... 30% 1,100)V. Vivaudou Shanghai Troubles and the Exchanges. 
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1344) 
6 eu 3 Virginie Ry. & Power 118551110 ” Reports of rioting and political trou- 


4)} 28%] 28% 
3,200)Wabash pf. rite byte tp: gait 66%, | bles in China appear to have had little 
350)|Wabash pf. R ‘ 4 8 eo 43 | effect on the Far Hastern exchanges. 
200 Waldorf System (134) 1 16° rd 1644] 16%] On the contrary, the Hongkong and 


200|\Ward Baking, Class B.. G 50%, 
300| Ward Baking pt.) lion lio | SHanghal rates have been relatively FRANK KIERNAN & Co. 


' 
' 
| | 
500('West Penn Co, (4) d 5 “4 ,||133% 134% | strong the last few days, except for a ADVERTIAING 
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Clearing House Exchanges, 13 200/Indian Motorcycle ........ 


Exchange of checks at the New York 0%) ,..5 1,300 fae Rand’ ena tok (8): 


F 3 
HAYDEN, STONE &CO,, | | ciearing House, $919,000,000; balances, |“ so0| Inspiration Copper (50c). 
$04, 000, 000; Federal Reserve credit bal- R 300! Interborough pid Tran. 
NEW YORK lance, $84,000,000; exchanges this day a i 700jInt. Agricultural 
year ago, $807, 000,000. 68 | 52° 500lInt. Cement ; 
—_—_-— % 15,400|Int. Comb. Eng. 
‘ SILVER BULLION. if 1300! Fat Harvester i), 
; neeeee ; : nt. Harvester 7) 
W.A. Harriman & Co. Bar silver in London %d off at 31%a| 52%) 32 2100! Int. Mer. Marine pf 
INCORPORATED per ounce; New York price %c off at| 20%) 2 - Sie 


68l4c 
839 Broadway, New York 


Sa RRSF 


500|Western Maryland 
200/Western Maryland 2d pf.. 
400;Western Pacific (52) 
200|Western Pacific pf. (6a).. LS 
500} Westinghouse A. B. (8). ‘ot ant 10144|— 


7144) 724%4\+ 


100} West Penn er pf. (7).. i 3% ian, lint of % point in the former and % 1325 BROADWAY 
18/4] 19 in the Shanghal tael yesterday, which NEW YORK 

Bi 434% | was About the first noficeable reflec- 

or, 92 | tion 6f the situation in Shanghai. Deal- 

01 j102 | ore in Far Eastern bills have come to 

71%) 72. | attach very little importance, so far as A COMPLETE AND COMPETENT AD 


VELEPHONE RECTOR i864 


$1 | 
j10 
1 ” 11%, | their market is concerned, to the news 


300|Weston El. Inst., Cl. A (2)| 22561 22%) 2254! 0%, ‘Mi 224 $| 23” | that comes from that part of the world VERTISING ORGANIZATION WiTH 
600| Wheeling & Lake Erie 1541-35 15% 1% 1B) 15% | 144 “with every new moon. The en, TWO GENERATIONS OF EXPERIENCE 


5 lll for 1925: 


Philadelphia Chicago s2Aae cm “7 siyd oo, 24 
Butiale Pitteberth Syracuse || \Hange for isdd: SO AOE 138 42 800|Jordan. | (8). .) 4Bigh 43 | "sgl baoue) as. fi-3 2,200| Wheeling & Lake Erie pf. which is still at a level benefici 
London -38iy4 Oct 9 a14¢ Deo. rod 100}Kan. C. P. & L, Ist pf. (7) = ap | i : the Chinese currencies, Likewise was 
New York.,...... Ost. @ Jan. 23% 400/Kan. City Southerp....... E 3244 |— _ eR OER _ . . Continued om Page Twenty. weaker yesterday. 


1,200)Westinghouse B, & M. (4). 714) 7 
300) Weston Elect. Instrument.} 10%) 





FINANCIAL: 


” $134,086,000 BONDS 
“MARKETED IN WEEK 


Yotal the Largest of Any Week 
Since the Offering of the 
Dodge Securities. 


FOREIGN ISSUES $77,250,000 


Public Utilities Aggregate $33,400,- 
000—State and Municipal Se- 
curities $12,911,000. 


Foreign and public utility issues domi- 
nated the new bond offerings this week, 
resulting in a total of $134,086,000, or 

_More than twice the figures of last 
week. This week's total was the largest 
since the week ended April 17, when the 

, total was swelled by the Dodge deben- 
tures issue, and was the fourth largest 

) Week of the year. The offerings of this 

d last week, by groups, follows: 
This Week Last Week 
Foreign 7 ,000 


Public Utility $36,152,000 
State and Municipal .. 12,238,000 
Industrial 5,800,000 
10,491,000 
: 1,500,000 
j $65,681,000 
. The foreign issues of the week were 
: Fepresented peeaty by Argentine 
end Necwegmen issues, both of which 
were largely oversubscribed. These 
two issues totaled $75,000,000 and are 
believed to be the forerunners of other 
—_se foreign issues soon to be placed 
ere. 
_ .The public utility issues came from 
many parts of the courttry and reflected 
recent broad activity in the shares of 
these corporations and talk of mergers. 
State and municipal offerings were 
plentiful, but were maeatty for small 
amounts, while an American Linseed 
Company note issue represented the 
only industrial on the week's list. 
Several good-sized issues are schec- 
tiled to be offered next week. Among 
these is an issue of $10,000,000 6 per 
cent. notes by the Schulte Real Estate 
Company’ .Inc., the newly organized 
holding company for the Schulte Retail 
Stores Corporation, which plans exten- 
at) operations in New York City prop- 
es. 


| TO VOTE ON BOND ISSUE. 


%, ihaaaiinivess 
' Morris & Essex Considering a $35,- 
| 000,000 Financing Pian. 


| The stockholders of the Morris & Es- 
sex Railroad Company, which is leased 
by the Delaware, Lackawanna & West- 
ern, will meet June 24 to vote on a res- 
olution to issue $35,000,000 mortgage 
bonds, $11,582,000 of which are to be 
presented to the Lackawanna in reim- 
bursement of capital expenditures. The 


TEXTILE PRICES 
LOWER IN ENGLAND 


Some Minor Foodstuffs Also 
Cheaper and the Commodity 
Index Number Drops. 


By Wireless to Tus Naw Yoru Times. 

LONDON, June 5.—The Economist’s 
wholesale commodity prices index num- 
ber dropped on June 1, 92 points below 
the May figure. It is now 4,458, com- 
pared with 4,550 in April and 4,855 at 
the end of December, 

The chief slump was of 100 in textiles, 
with a decline also in some subsidiary 
foodstuffs. , 

There were increases in other sections, 
however. The figures are: 

Cavenla, MOR 5.62.00 cvs avers cue eppaces 
Other food products (tea, sugar, &c).. 
Textiles ee 


Minerals 
Miscellaneous (rubber, timber, oils, &c} 


MAY 


7 
780.5 


The figures by groups of articles are 

as follows: 
May 1, 

1925. 

O44 

724.5 
1,261.5 1,362 
Minerals 745 743 753 
Miscellaneous 789.5 776.5 74 

Other food products Include tea, sugar, 
&c., and miscellaneous include rubber, 
timber and oils, . 


June 1, 
1924. 
912 
730.5 

1,357.5 


June 1, 

25. 
Cereals and meats.. 
Other food products. 
Textiles cee 


The following table shows The London 
Economist’s index number of average 
prices for other recent months and for 
June 1 in the previous years: 

June 1, 1925.....4,458, June 1, 1924..... 4, 
May 1, 1925..... 4,550] June 1, 1923..... 4,389 
April 1, 1925....4,680/ June 7 
March 1, 1925...4,772 | June 

Feb. 1925.....4,768 | June 

| Jan. 4,855 | June 

Dec. 4,835 | June 

Nov, June 

Oct. June 

Sept. . ++ -4,626 | June 

Aug: 1, 1924....4,657 | June 

July 1, 1924.....4,531 | June 


The highest point reached 
monthly averages during or since the 
war was 8,352 on April 1, 1920. 


REICHSBANK NOTE ISSUE 
IS LARGELY INCREASED 


Week’s Addition of 405,985,000 
Marks Brings Highest Gold- 
Value Total on Record. 


BERLIN, June 5.—The Reichsbank re- 
port as of May 30, shows the following 
changes in reichsmarks: 


Gold coin and bullion. .Increased 
Deposits abroad Decreased 
Reserve in foreign cur- 

rencies Increased 
Bilis of exchange and 

cheques Increased 
Silver and other coins.. Decreased 
Notes on other banks. . Decreased 
Advances . . Increased 
Investments .. Increased 


369,000 
9,048,000 


123,000 


297,135,000 
2,652,000 
20,739,000 
11,393,000 
182,000 


ae” 


a’ 
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LOST SECURITIES 
CAMPAIGN GROWING 


Plan to Give Publicity to Theft 
or Loss to Be Made Nation- 
Wide. 


MORE HELP FROM BROKERS 


Transfer Association Asks That 
Less Rellance Be Placed on 
“Stop Orders.” 


Steady progress is reported by mem- 
bers of the New York Stock Transfer 
Association in their campaign of pub- 
licity to reduce the losses, now running 
into millions of dollars yearly, from the 
theft or loss of securities. General co- 
operation is being given in the cam- 
paign, which includes advertising imme- 
diately on the report of a security rob- 
bery or loss, and the publication of a 
weekly list of missing securities, which 
will keep bankers, brokers and othera 
on the look-out for dishonestly acquired 
securities. 

The plan is aimed primarily at the 
education of the public to report prompt- 
ly the| loss of securities, but it is in- 
tended also to impress upon brokers the 
necessity of greater care in the matter 
of lost securities. The transfer agents 
intend to implant a better genera] un- 
derstanding of the workings of the New 
York State uniform stock transfer law, 
which they say, while facilitating trade, 
bas in scme ‘cases resulted in losses 
that might have been prevented. 

B. S. Mantz, Treasurer of the Cor- 
poration Trust Company, said yester- 
day that a broker, after notifying the 
transfer agent of a loss of securities 
and requesting that a ‘‘stop’’ be entered 


against transfer, is likely to feel that 
his troubles are ended and to forget the 
incident. Actually, however, In many 
cases losses, trouble and litigation 
accrue. Under the workings of the 
State law, which is designed to protect 
innocent purchasers, an affidavit show- 
ing the circumstances of the loss ‘is 
made, a bond is furnished in twice the 
par or market value, whichever is 
higher, of the lost securities, following 
which duplicate securities are issued. 
Trouble «frequently comes later if the 
lost stock or bonds show ~~ in the 
hands of a person ers e is an 
innocent purchaser. Claim {s made for 
the stock, the surety company makes 
good the claim by purchasing the num- 
ber of shares required in the open mar- 
ket, and then looks for settlement to the 
broker or pores who lost’ the stock in 
the original instance. 

Thus, Mr. Mantz said, the loser of 
| the securities must bear the loss: and the 
immediate remedies of “stop orders,’ 


Deposits Drop and Borrowings. Increase 


“ 


In Member Reserves’ Report of May 27 


WASHINGTON, Juhe 5.—The prin-; St. Louls and $4,000,000 in the Cleve- 


cipal changes in the condition of T36 
reporting member banks in leading cities 
during the ‘week ended May 27, as 
shown in the statement Issued by the 
Federal Reserve Board, comprise a de- 
cline of $49,000,000 in net demand de- 
posits, and increases of $65,000,000 in 
borrowings from Federal Reserve banks, 
of $17,000,000 in reserve balances, and 
of $11,000,000 in loans and discounts. 
The New York City banks reported 2 
reduction of $11,000,000 in net demand 
deposits, and increases of $48,000,000 in 
borrowings from the Federal Reserve 
banks, of $19,000,000 in reserve balances 
and of $18,000,000 In loans and discounts. 
Loans on stocks and bonds went up 
$35,000,000, of which $23,000,000 and 
$11,000,000, respectively were reported 


by banks in the New York and Cleve- 
land districts. ‘All other’’ loans and 
discounts, largely commercial, fell off 
19,000,000 in the Chicago district, 

000 each in the Philadelphia and 


000, 


Loans and discounts, total.......-.+-s+++ orsee 
8. Govt.. obligations........+- 


Becured by stocks and bonds............+++ 


Secured by U 


All other 
Investments, total 
U. 8. bonds 
U. 8. Treasury notes 
U. 8. Treasury certificates. . 


Other bonds, stocks and securities.......-. 


Reserve balances with F. R.. Banks 
Cash In vault 

Net demand deposits 

Time deposits 

Government deposits 

Tota] accommodations at F, R. Banks 


+ Increase. 
— Decrease. 


Principal resources and liabilities of reporting member banks in leading cities as of 


et, 


ad a reporting member banks 
May 27, 1925. May 28, 1924. 


T8386 74 
Loans and dis- 
counts, gross: 
Becured by 
U. 8, Govern- 
ment obliga- 
tions 
Secured by 
stks. & bds. 
All other loans %oo 
and disc’nts. 8,047,903, 


Total loans 
& discounts.$13,107,932,000 $11,951,171,000 


Investments: 


pre-war 

$218,674,000 

. 1,352,943,000 

U. 8. Tr. bds,.. 449,741,000 7, 

U. 8S. Tr. notes. 426,327,000 662,513,000 

U, 8S. Tr. ctfs.. 106,162,000 86,975,000 
Other bonds, 

stks. and sec. 2,931,498,000 2,421,074,000 

—_ 4 


Total invest. $5,485,345,000 $4,659,009,000 


$178,163,000 $215,064,000 
4,881,806,000, 3,859,890,000 
7,876,217,000 


$271,867,000 
1,149,371, 


Total loans and 
invest. 
Res. bal. with 
F, R, banks.. 
Cash in vault.. 


$18,593,277,000 $16,610,180,000 


Time deposits... 
Govt, deposits. . 
Bills payable and 

redis. with F, 


4,322,630,000 
89,055,000 


* $5,990,143,000 


land, these reductions being offset in 
part by an increase of $16,000,000 in 
the Boston district, 

Investments of reporting members 
changed but slightly during the week, 
small declines in the New York, Rich- 
mond and Atlantic districts being near- 
ly offset by increases in other districts. 

Net demand deposits declined in all 
districts except Atlanta, Minneapolis 
and Kansas City, the principal reduc- 
tions being: Chicago, $23,000,000; Phila- 
delphia, $10,000,000, and New York, 
$9,000,000. Time deposits of reporting 
members went up $11,000,000, small in- 
creases belng shown for most of the 
districts. 

Of the aggregate increase of $65,000,- 
000 in borrowings from the Federal Re- 
serve banks, $46,000,000 was reported by 
banks in the New York district and 
$11,000,000 by banks in the Cleveland 
district. 

A summary of changes in the principal 
assets and liabilities of reporting mem- 
bers during the week and the year end- 
ed May 27, 1925, follows: 


Week. 
+ $11,000,000 
=~ ,000,000 
35,000,000 
19,000,000 
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member banks In New York City. 
1925. May 20,1925. May 28, 1924. 


' 65 65 67 


$80,396,000 
1,420,376,000 
2,225,917,000 


$61,896,000 
1,934,277 ,000 
2,205,848,000 


$60,890,000 * 
1,955,583,000 
2,203,185,000 


4,219,658,000 4,201,521,000 3,726,689,000 


$20,127,000 
503,564,000 
163,201,000 
178,927,000 

54,851,000 


847,459,000 
$1,778, 129,000 


$39,957,000 
501,929,000 | 
19,411,000 
313,755,000 
21,532,000 


685,085,000 
$1,581,669,000 


83,992,000 
54,091,000 
846,361,000 
$1,770,485,000 


$5,979,650,000 $5,308,358,000 
698,306,000 
66,097,000 
4,986,571,000 
846,184,000 


24/114,000 21,797,000 





MARKET AVERAGES. 


American Locomotive was substituted 
yesterday for International Harvester in 
the list of stocks from which Tus Nrw 
Yorx Timps Stock Market Averages are 
computed. This change was made to 
overcome the difference in the price of 
United States Realty and Improvement, 
from which a stock dividend was de- 


ducted, 
STOCKS. 
YESTERDAY'S RANGE. 


High. Low. 
25 railroads... 80.04 70.04 
25 industrialg.144.22 142.63 143.78 ese 
8 stocks 112.13 110.83 111.78 + .02 
DAILY RANGE OF 50 STOCKS, 
Net 


June , 4 
June 8 
June 
June 


MONTHLY RANGE OF 50 STOCKS. 
June -~—High.-—. --—Low.——,_ Last. 
*1925.113.17 June 3 111.20 June 1 111.78 

1924. 89.52 June 80 83.85 June 7 © 89.27 
1923. $7.18 June ll 738.47 June 30 

1922. 81.23 June 2 175.82 June 16 

- 68.24 June 2 58.35 June 21 
- $8.30 June12 80.86 June 2 
- 889.50 June 6 85.25 June 16 
YEARLY RANGE OF STOCKS. 


*1925.113.17 June 3 101.16 Mar. 30 111.78 
71924. 83.56 Feb. 4 82.26 Apr.22 84.02 
Full Years. 

1924.107.23 Dec.*81 82.26 Apr. 22 
1923. 95.52 Mar. 6 77.15 Oct. 29 
1922. 92.06 Oct. 18 66.21 Jan>10 
1921. 73.13 May 6 58.35 June 21 
1920. 94.07 Apr. 8 62.70 Oct. 22 
1919. 99.50 Nov. 5 69.78 Jan. 31 


DOMESTIC BONDS. 
YESTERDAY'S CLOSE, 
r——Net Change.——. 
Day. Month. Year. 
40 issues 84.95 —.03 +.74 +6.04 
DAILY RANGE OF 40 DOMESTIC 
BONDS. 
4...84.98 —.08 ; May 
2...35.00 +.08 | May 
May 
May 
May 
May 


.. -84.93 —.07 

.» -85.00 —.10 
3.. .85.10 +.17 
22. -84.93 +.18 
2]... ° 


20... 


June 
June 
June 
June 1... 
30... Holiday. 
29.. .84.95 +.09 
28.. .84.86 .. | May 19... 
y 27...84.86—.07'May 18... 
YEARLY RANGE OF FORT 
May --—High.-—. 
*1925. 85.10 May 23 
71924. 78.93 May 26 
Full 


1924. 82.46 Dec. 4 
1923. 7 3 
1922. 
1921 
1920. 
1919. 





Last. 
84.95 
78.91 


-~—Low.-—, 
81.99 Jan. 5 
76.95 Jan. 2 


Years. 


76.05 Jan. 
75.58 Oct, 
75,01 Jan. 
67.56 June 2 
65.57 May 21 
71.05 Dec. 18 


BONDS. 


2 
2 
2 
‘0 


FOREIGN 


Yesterday's close. 

r—Net Change. 

Day. Month. Year. 

10 Govt. {ssues. 102.87 —18 + .90 +4.54 
YEARLY RANGE 10 FOREIGN BONDS. 
June 4,.103.05 +.19); May -. 102.67 —.05 
June 3..102.86 —.04]| May 25..102.72 —.10 
June 2,.102.90—.01 | May 23..102.82 —.03 
June 1..102.91 +.07 22.. 102.85 —.06 
May 30..Holiday. .- 102.91 +.09 
20, .102.84 —.19 .. 102.82 —.03 

28. .103.03 4+-.06 9..102.85 +.09 
27..102.97 +.30 -- 102.76 —.11 
YEARLY RANGE 10 FOREIGN BONDS. 
May -—-—High.-—, --—Low.—. Last. 
*1925.103.05 June 4 101.04 Jan. 2 102.87 
71924. 98.72 Feb. 2 97.40 Mar. 2 98.43 

Full Years. 
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BANKING 
As You Like I 


The atmosphere of a 
banking home and the 
efficiency of a trained 
organization. Find 
them at our Midtown 
Office, Madison Ave- 
nue and 4ist Street. 


American Trust 
Company 


A visit will convince you 


AMERICAN TRUST COMPANY 


BROADWAY at CEDAR ST., NEW YORK 
297 Madison Ave., N. Y. 161-19 Jamaies Ave. 
209 Montague Sz., Brooklyn Jamazics 


Bridge Plesn 
Leng Ieland City 


7 | Simply Selling Service 


ALL your securities should be carefully 
examined at regular intervals and changes 
made where advisable. 


We haveno securities for sale and are, there- 
fore, in a position to give disinterested 
advice. 


As custodian of securities we give this im- 
portant service. 


Our Officers will be glad to explain 


details to you. Aas as 


Trustes 


AAs as 
Executer 

and 
Administrator 


Under 


48s as Transfer Agent or Registrar att 


CENTRALUNION TRUST COMPANY 
OF NEW YORK 


80 BROADWAY, NEW YORK 
PLAZA OFFICE 
Fifth Ave. & 60th St. 


Capital, Surpius and Undivided Profits dver 38¢Million Dollars 


42xnvo ST. OFFICE 
Madison Ave. & 42nd St. 


Member Froerat Reszrve System 


48,325,000 


_ 16,575,000 
22,903,000 


81,351,000 
1,918,000 


197,097,000 
100,110,000 


405,985,000 
254,893,000 
693,000 


Other assets Decreased 
Notes in circulation ..Increased 
Other maturing obliga- 
tions 
Loans 
bank 


remainder, according to the plan, will 
be sold to finance electrification of the 
line which handles the Lackawanna’s 
commutation traffic in and out of Ho- 


affidavits, and surety bonds are merely 
|}temporary expedients and never cure 
the situation unless the missing securi- 
ties should fail to turn up in the hands 
of an innocent purchaser. In _ actual 


1924.102.65 Nov. 26 97.40 Mar. 8 
1923.101.14 June 7 96.92 Jan. 30 
1922.103.10 Apr. 17 97.41 Nov. 14 
*To date. 
tTo corresponding date last year. 


101.19 
97.85 


Total 99.91 


ings from F. 
banks 


borrow- 
R. 


Decreased 


Decreased $218,059,000 $181,461,000 $71,228,000 $23,005,000 $18,493,000 


boken.! The new issue is expected: to 
pay 5 per cent. 

y the terms of the lease to the Lack- 
awanna the lessee was required to com- 
plete double tracking and undertake ad- 
ditions and betterments, and in return 
the Morris & Essex agreed to iss® 
bonds to cover the advances of the 
Lackawanna. 

W. H. Truesdale, in addressing stock- 
holders on the proposed issue, said: 


“Further large expenditures will have to| ? 


be made within the next ten years on 
Morris & Hssex property in order to 
properly provide for the handling of in- 
creasing business and to meet changing 
conditions. These requirements, exclu- 
sive of those which may soon be neces- 
sary for electrification, are estimated at 
upward of $19,000,000.’’ 


ANOTHER NORWEGIAN ISSUE. 


Bonds of the Nitrogen Company 
Are Being Placed Here. 


Reports have been received by the 
Foreign Department of Moody’s Invest- 
ors Service that American bankers are 


placing privately in behalf of the Nor- | 


wegian Nitrogen Company (Det Norske 
'Aktieselskap) a ten-year 6 per cent. 
loan of $1,800,000. According to the ad- 
vices, the bonds are a direct obligation 
of the company, which was incorporated 
in Norway in 1912 to smelt aluminum, 
and are further guaranteed as to prin- 
cipal and interest by the Aluminum 
Company of America. The latter owns 
@ third of the 15,000,000 kronor capital 
stock of the Norwegian company. 

The reports to Moody’s follow what 
was described as “a rather appreciable 
investment by the Westinghouse Com- 
pany in a Norwegian corporation en- 
gaged in the manufacture of telephone 


sgzt ment and the flotation. of a $30,- 
000,000 loan in behalf of Norway.” 


{ $25,000,000 for Electrification. 
The Illinois Central Railroad Company 
‘fas spent more than $25,000,000 on 
. suburban electrification to date, it was 
announced yesterday, and more than 
’ $87,000,000 will be needed to complete the 


. project. Operation of the trains, it is 
said, will begin July 1, 1926, six months 
ahead of the ordinance requirement of 

the City of Chicago. 


Texas Pacific Extra Dividend. 
The Cincinnati, New Orleans & Texas 
Pacific Railway Company declared an 
extra dividend yesterday of 3% per cent. 
on the common stock and the regular 


semi-annual dividend of 3 per cent., 
gezeris June 26 to stock of record 
une 15. 


FINANCIAL NOTICES. 


61,685,000 
1,015,661,000 


Other Ilabilities Decreased 
Total gold holdings 


are now 


Following is the Reichsbank’s gold re- 
serve for a series of recent weeks, com- 
pared with the two preceding years, in 
thousands of marks: 

1925. 1924. 

441,913 

441,872 

441,851 

le 441,830 

April 30 441,827 919,909 

1923. 1922. 

*April 30 919,908 1,000,867 
*Lowest point since the war. 

The addition to the bank’s gold reserve 
since last year’s low point of April has 
now amounted to 573,784,000 gold marks, 
or $136,560,592. When the war began 
the bank's gold holdings were 1,253,199,- 
000 gold marks. They were increased 
to 2,537,780,000 on Dec. 30, 1916, which 
was the high point in its history. 

Following is the Reichsbank’s out- 
standing note circulation in Yreichsmark 
denominations: 


1923. 

757,000 
832,915 
841,911 


Ma 813,909 


1924. 
926,875,545 
749,339,802 
763,927, 205 
786,859,439 
776,950,639 


This week’s note circulation, reckoned 
in gold value, is at the highest point 
reached since the war. It stood at 
2,4086,580,000 marks on July 31, 1914, 
when the war began, and reached 5,045,- 
899,000 at the end of 1914, when the 
mark was still quoted above 22 ceats. 


FOREIGN STOCK MARKETS. 


Unsettled, Sterling Higher 
Yet—London Irregular. 
LONDON, Jurre 5.—Gilt-edged securi- 
ties were dull on the Stock Exchange 
today. Oil shares moved irregularly and 
British industrials were steady. Old 2% 
per cent. consols % higher, at 55%; Brit- 





Paris 


ish 5 per cent. war loan, 99%; 4%4 per 


cent. war loan, 95%4; both unchanged. 
De Beers Mining, 11%; Rand Mines, 
3%; both unchanged. 


PARIS, June 5.—Prices were unsettled 
on the Bourse today. Three per cent. 
rentes unchanged at 44 francs 40 cen- 
times; 5 per cent. war loan, 15 centimes 
lower at 53 francs 40 centimes. 

Exchange on London, 80 centimes high- 
er at 99 francs 70 centimes. The Amer- 
ican dollar was quoted at 20 francs 51% 
centimes, against 20 francs 3344 cen- 
times yesterday. 


Pennsylvania Employes’ Stock. 
The employes of the Pennsylvania 
Railroad Sytem purchased 1,454 shares 


of the company’s stock in May, bring- 
-ing their holdings on June 1 to 81,02 
shares. 





| FINANCIAL NOTICE. 


LOST OR STOLEN SECURITIES 


Advertising rate $1.80 per double column line. 


Numbers 


Security Reported By 


STOCKS 


93447 

TWN Y 3226 
16178 
35263, 39560-1 
4257 

6303 

33463 

34893 
012101 

106 
2001-2020 
8011 
9994-10000 


Chino Copper 


Dodge Bros. Inc. Pf 
Electric Bond & Share Com..Amelia 8. D, Howard-Smith 
Endicott Johnson Corp. Com.......... J. H. Brooks & Co. 
Kelly Springfield Com 

Kelly Springfield Com 

Kelly Springfield Com.... 
Kelly Springfield Com.... 
Mapogie Heel 0; «5's saasssvsescises Globe Indemnity Co. 
Rosenbaum Grain Corp, Pf........... J. H. Brooks & Co. 
Stand. Cap & Seal Corpn.V.Tr.Ctfs.Corporation Trust Co. 
Stand. Cap & Seal Corpn.V.Tr.Ctfs.Corporation Trust Co. 
Stand. Cap & Seal Corpn.V.Tr.Ctfs.Corporation Trust Co. 


Globe Indemnity Co. | 


Aetna Casualty & Surety Co. 


Globe Indemnity Co. 
Globe Indemnity Co. 
seeeveeeee+»Globe Indemnity Co. 
-+--Globe Indemnity Co. 


BONDS 


D-716 
D-5 


Empire Gas & F.. Ser. B, Ist Ref 
Peoples Gas (NJ) ist Mtg. 7s, 1042...Glohe Indemnity Co. 


Globe Indemnity Co. 


COUPONS 


M28169-70 11/1/24 Am. G. & E, 5s 


An Investment Trust 


Financial Investing Co. 
of New York, Ltd. 
150 Broadway, New York 


G. D., 2014.....,...,Globe Indemnity Co. 


Handy Record Book 


Free To Investors 


Much money has been lost by in- 
vestors who failed to keep track of 
interest coupons, maturity dates, etc. 
This book simplifies the keeping of 
complete records of all your securi- 
ties. A few copies are available 
gratis. 
Please request T-237 


Clarence Hodson > 


sume ESTABLISHED 


Se ee 


135 Broadway New York 


experience it is found that it is not dif- 
ficult for stolen or lost securities to be 
negotiated. Even the largest banking 
institutions are able to show that they 
are innocent holders of stock pledged 
| with them. 

|} Mr. Mantz declared tHat losers of se- 
curities, and especially brokers, should 
rely less on ‘‘stop orders” and should 
make immediate and thorough efforts to 
|recover the securities. Immediate ad- 
vertising of such losses, Mr. Mantz 
}said, should place purchasers on notice 
|and especially banks, and thus reduce 
| the ak of an innocent purchaser, or 
'@ criminal, establishing claim to the 
| securities. 





or being robbed of se- 
curities are advised to telephone or 
ltelegrapn immediately to the_ transfer 
|agent of the institution handling the 
jissue. A newspaper advertisement list- 
ling all details of the lost securities is 
immediately inserted, and bankers and 
others to whom the securities might be 
offered for sale or for a loan are put on 
their guard. The weekly lists will pro- 
vide a means of checking up which will 
reduce the risk of dishonest persons 
realizing on the securities. 

The New York transfer agents, who 
have connections in many parts of the 
country, pronees to extend the plan 
until its application is nation-wide. 


500 AT BOND CLUB OUTING. 


Local Bankers and Chicago Guests 
Frolic at Sleepy Hollow. 


Approximately five hundred bankers, 
investment bankers and bond dealers of 
the Wall Street district spent yester- 
day at the annual frolic of the New 
York Bond Club at the Sleepy Hollow 
Country Club. The guests for the day 
also included a delegation from the 
Bond Club of Chicago. Favored with 
ideal weather the day was one of jubila- 
tion for the Wall Street bankers, who 
during the past year have experienced 
the most prosperous season in their 
history. 

The chief event of the day was the 
golf match between the New York and 
Chicago clubs, which was won by the 
local team. It was composed of a 
let Van Vechten, Mason Starring, ;. 
L. Oakley, Caryl ‘Sayre, C. E. acon 
and Clayton du Bosque. An exhibition 
tennis match was given by Dean Mathey 
and Jarl H. Behr aes 3 Dr. George 
King and Hugh G. . Kelleher. An- 
other feature of the program was the 
annual appearance of the Bawl Street 
Journal, a publication playing on the 
foibles of Wall Street. 

About 450 men teed up for the an- 
nual golf tournament. The _ eighteen- 
hvle medal play, Class A handicap, was 
won by John Linen with a gross score 
of 83 and a net of 71. The Class B 
handicap was won by R. C. Bortle, with 
a gross of 101 and a net of 71. The 
best gross score was turned in by Ma- 
| son Starring who won possession of the 
golf cup for one year. A special prize 
for the best score of the Chicago play- 
ers was won by H. B. Eldred. 


U. G. |. INCREASES STOCK. 


Directors Approve Addition of 133,- 
406 Shares Common. 


Stockholders of the United Gas Im- 
provement Company at a special meeting 
held yesterday in Philadelphia approved 
the proposed increase in the capital stock 
from 1,521,456 shares of $50 par value to 
1,654,862 shares. All of the increase will 
be in common stock. 

Holders of both common and preferred 
stock have the: right to subscribe be- 
tween July 1 and July 28 at par, plus an 
amount equivalent to the dividend ac- 
crued at the rate of 8 per cent., or a 
total of $50.30 a share in cash to the ex- 
tent of 10 per cent. of their holdings on 


June 12, Subscription warrants will be 
mailed June 27 and subscriptions for full 
shares are payable in full between July 
1 and 28, inclusive. 


BUILDS LARGE POWER LINE. 


North American Company to Link 
Wisconsin and Upper Michigan. 


Construction of Wisconsin’s largest 
power transmission line has been started 
by the Wisconsin Gas and Electric Com- 
pany, a subsidiary of the North Ameri- 
can Company,, it was announced here 
yesterday. Two hundred miles of high- 
voltage line will connect the Lakeside 
steam-electric station at Milwaukee 


with the plants of the Peninsular Power 
Company in Northern Michigan. 

The North American system will be 
able to bring surplus ene from its 
Northern Michigan hydroelectric sta- 
tions into Greater Milwaukee and Fox 
River Valley, according to President 
Frank L. Dame. Power from Lakeside 
can be called upon to serve upper Mich- 
igan during periods of low water. Water 
power and coal will be saved, and East- 
ern Wisconsin will have a er power 
reserve, os ie 


Persons losin 














| merce, 


TO STUDY INSURANCE COSTS 


Automobile Chamber of Commerce 
‘Believes Methods Can Be Improved. 


Charles Clifton, President of the Na- 
tional Automobile Chamber of Com- 
has been authorized to name 
a committee to sttidy insurance costs 
and report on the advisability of the 
Chamber actively entering the insur- 
ance business, in order to reduce 
the cost of policies, called at present ‘‘an 
unnecessary burden on the automobil- 
ist.” A company representative of the 
industry is to assist in carrying on the 
insurance business for the Chamber. 

The announcement means that auto- 
mobile makers of the country, if the 
plan goes into effect, will handle the 
major part of motor car insurance. The 


New Bond Offerings of the Week 


‘ 


Interest. 


Bond or Note. Amount. Price. 
Kingdom of Norway 
external loan gold 


$30,000,000 86% 


Argentine Govt. 
ext. s. f. gold bds 45,000,000 


Province of Alberta, 
Canada, gold bds 2,250,000 


Gt. Western Power 
of California ist 
' & ref. mtg. bds. 
(additional offer- 
ings) ... 
Detroit Edison gen. 
' & rfdg. mortgage 
gold bonds ...... 


800,000 


8,000,000 


Baffale & Fort Erie 
Public Bridge ist 
mtg. s.f. gold bds 8,000,000 

Con. Gas, Electric 
Lt. & Power. of 
Baltimore mtg.bds 9,000,000 


Houston Electric 
ist mortgage gold 
bonds 


Kansas Light & 


City of Port Ar- 
thur, Texas, impt. 
452, 
Washington Subur- 
ban Sanitary Dis- 
trict, Maryland, 
bonds .....+..-+- . 
City and County of 
San Francisco, 
Cal., water bonds 1,235,000 
Nassau Co., N. Y¥., 
gold bonds 872,000 
Town of Irondequolt, 
N. Y., gold bonds 625,000 
1,000,000 
357,000 


Baltimore Co., Md., 
bond. 
225,000 


70,000 


500,000 


Town of Irvington, 
N. J., hospi bds 
City of Mobile, Ala., 
street impt, bds. 
City of Mt. Vernon, 

N. ¥., bonds 
Town of Hempstead, 
N. ¥., school dis- 
trict bonds 50,000 
City of Atiantea,Ga. 
bonds *. 58,000 
Duval Co., Fis. 
school dist. bds.. 2,500,000 


Dade Co., Fia., 
_ school dist. bds.. 3,800,000 


City of Perth Amboy, 
N. J., bonds 
City of Miami! Beach, 
a., gold bonds... 


228,000 
939,000 


American Linseed 


coupon notes..... 6,000,000 


Nerthern Pac. Ry. 


equip. tr. ctfs..... 525,000 


Atlantis Joint Stk. 


Land Bank ma 
leigh, N. ©.) - 1,000,000 108.50 5 


96.17 4% 


industry thinks that insurance methods 
can also be improved. 

Colonel Clifton was re-elected Presi- 
dent for the tweaty-first time at the 
members’ meeting. uring his adminis- 
tration the output of the association has 
grown from a few thousand cars a year 
to nearly 4,000,000 annually. 


210 FILMS FOR UNIVERSAL. 


Company Will Spend $9,000,000 
During Coming Year. 


The Universal Pictures Company, Inc., | 
will spend $9,000,000 on new productions 
during the coming year, according to 2 
statement issued yesterday, including | 
48 feature pictures, 6 serials and 15 
one and two reel films. 

The motion picture industry {s report- 
ed to be the most prosperous in i he anh 

ears, all of the larger companies show- 
ng good earnings. 


Week Ended June 5, 1925. 


FOREIGN 


Yield. Term 


Rate. PerCent. Yrs. Payable. 


Due. 


5.70 40 1965 « J.&D. 


5% 


34 1958 J.&D. 


20 


6 6.25 


4.80 1945 J.&D. 


PUBLIC UTILITY 


F.&A. 


sap 
| 
{ 


J.&aD 


6.80 10 19385 


eeeee 


6 1955 


30 M.&N. 


STATE AND MUNICIPAL 


4.50 5-39 1930-64 A.&0. 


4.15-.50 50 1975 M.&N. 


4.10 1930-64 


3.85-.80 1985-50 J.&D. 


4.05 1930-54 J.&D. 


1936-65 J.&D, 
1927-63 M.&N. 
1926-35 


1926-45 


1926-50 eoees 
1928-34 cece 
A.&0. 


8-30 1928-55 


415-50 8-27 1928-52 


1926-49 
1926-45 


410-15 1-24 
4-4.60 
INDUSTRIAL 
2 1930-35 
RAILROAD 
! 1926-40 


1-20 


. 5-10 J.&D. 


4.7% 1-15 M.&S. 


FARM LOAN 


% 


456-5 86 


Interest 


sas 


Man. { 


1955 eS 


| 
BIDS ON NEW JERSEY BONDS. | 


State Controller Will Receive Offers | 
on $10,000,000 Issue June 23. | 


TRENTON, N. J., June 5.—State Con- | 


troller Bugbee will receive bids on June 
23 on a $10,000,000 issue of State bonds. 
The Issue Is divided into three pours. 

The first group comprises $. 000 
worth of highway extension bonds bear- 
in~ interest of 4%4 per cent. July 1, 1955, 
is the stated date of maturity, though 
the bonds may be redeemed at option 
any time after fifteen years, upon six 
months’ notice. 

A $3,000,000 issue of road bonds and a 
$2,000,000 issue of bridge bonds comprise 
the second and third groups to be of- 
fered. As in the case of the highway 
extension bonds, the interest rate is 414 
per cent. The maturity date is July 1, 
1940. 





Syndicate or Firm. 

Blair & Co., Inc., Brown Bros. & 
Co., White, Weld & Co., Blyth, 
Witter & Co., Bankers Trust Co., 
Equitable Trust Co. 


paar Morgan & Co., National City 


ior oe City Co., Harris, Forbes 
& Co. 


E. H. Rollins & Sons, Lee, Higgin- 
son & Co., Bonbright & Co., Inc., 
Peirce, Fair & Co. 


Coffin & Burr, Inc., Spencer Trask 
& Co., Security Trust Co., Detroit; . 





Harris, Forbes & Co., Bankers 
Trust Co., First National Co., 
Detroit. 

Fidelity Trust Co., Buffalo; Schoell- 
kopf, Hutton & Pomeroy, Inc., 
Kissel, Kinnicutt & Co., O'Brian, 
Potter & Co. 


Alex. Brown & Sons, Brown Bros. 
& Co., Lee, Higginson & Co., 
coqueen & Curtis, Spencer Trask 

Oo. 

Lee, Higginson & Co., Estabrook & 
Co., Parkinson & ‘Burr, Stone & 
Webster, Inc. 


E. H. Rollins & Sons, Harris, 
Forbes & Co., Spencer Trask & 
Co., Halsey, Stuart & Co., Inc., 
Marshall Field, Glore, Ward & Co, 


? 
B. J. Van Ingen & Co., George H. 
Burr & Co. 


J Kean, Taylor & Co., W. A. Harri- 


man & Co., Ine. 


l 


B. J. Van 


Ingen & Co., Geor ; 
Burr & hg na ™ 


Byguiatte Trust Co., Ames, Emerich 
‘0. 


he ag R. Compton Co., 
Bros. & Co., Inc. 


Guaranty Co. of New York, Har- 
ris, Forbes & Co. 


{z. J. Van Ingen & Co. 


Barr 


{ Hoffman, O’Brien & Co. 
{ Batchelder, Wack & Co. 


{ Batehelder, Wack & Co. 


{ Westcott & Parrott. 


William R. Compton Co., Eldredge 
{ & Co., aay & Stuart & Co., Inc., 
Detroit Co., Inc. 


First National Bank, William R. 
Compton Co., Halsey, Stuart & 
Co., Inc., Eldredge & Co. 


{ Mt. M. Freeman & Co. 
| Brandon, Gordon & Waddell, 


Equitable Trust Co., 
Dominick. 


Dominick & 


J. P. Morgan & Co., First National 
Bank, National City Co. 


Willlam R. Compton Co., Halsey, 
overt & Co., Inc., Harris, Forbes 
O. 


_ Real Estate Mortgage Bonds are not included in this table. 


A Mistake and Its Consequences 


Mr. X., an estimable gentleman, was for many years 
Trustee of an estate. At length, because of failing health, at 
the suggestion of his attorney he consented to the substitution 
of this Company in his place, as Trustee. It was shortly dis- 
covered that Mr. X. had allowed the title to some of the 
securities in the estate to be incorrectly registered, and by the 
time a careful investigation had disclosed the nature and 
extent of the error, Mr. X. was no longer competent to correct 
it. He finally died, leaving a tangled trusteeship, which 
required a court action, involving much time, trouble and 
expense to set right. 

Thus Mr. X.,; honest and well intentioned as he was, 
because of his bad health and subsequent death, inflicted a 
wrong that lived after him and was the cause of inconvenience 
and expense to those his trusteeship was designed to protect. 

A Trust Company: is not subject to bad health or death; 
it is permanent, experienced, faithful to its trusts, and to it 
often falls the task of correcting the errors made by individuals 
as Executor or Trustee. 


Bank of New Pork & Gust Ce. 


Capital, Surplus and Undivided Profits 
over $16,000,000 
Foreign Department 
48 Wall Street 
Madison Avenue Office 
at 63rd Street 


100 Years of Commercial Banking 


CHATHAM PHENIX 
NATIONAL BANK anp 
TRUST COMPANY 
Resources ever $250,000,000 


149 Broadway, Singer Bidg. 
Branches from Battery to Bron. 


NATIONAL 


BANK 


Personal Service Headquarters 


The Talk of the Town 
anufactured 


Weather 


As Used at The Rivoli Theatre 
and The Astor Grill 


Perfect for Use in 


BANKS | 
THEATRES .- 
GRILLS 
DEPT.STORES 
HOSPITALS 


CHURCHES 
Public Assemblage 


| Better Try It 
| It's Wonderful 


‘Cool 
Dry 
Comfortable 


| 
: 
| 





Systems Designed and Installed by 


Grrier Engineering @rporation 


39 Cortlandt St., N. Y. City 


Telephone, Rector 3941 


Circus bareback rider, 68 and a grandmother, returns 
to the sawdust ring! The call of the “Big Top” too strong ° 
to be resisted by Rose Maretta. Full-page rotogravure 
hotograph in MID-WEEK PICTORIAL, now on sale at 

ding news stands, 10c—Advt, — __ 2 


| at ne 





FINANCIAL. 


“TEAL ESTATE mnt 7 


| Stores Interests atl New 
Company as Adjunct to Reg- 
ular Activities. 


| TO OFFER BONDS TO PUBLIC | & 


$10,000,000 Flotation of 6 Per Cent. 
|. Securities Anticipated—wiil 
i". issue Common: Stock. 


eS 


Schulte Retail Stores interests have 
{ organized a new company, to be known 
es the Schulte Real Estate Company, 
j Inc., to deal in real estate... The new 
; company, though séparate and distinct 
} from the other Schulte companies, ’ will 
) be under the same management and 
, control. It will handle ‘all the real es- 
tate transactions of the Schulte organi- 
| wation, this line of business having 
| Srown to be an important adjunct of 


the stores company’s activities. 
| A $10,000,000 issue of 6 per cént, bonds 

of the new-company is expected to be 
| offered to the public next week by Dil- 

lon, Read & Co. It is understood that 
| an offering of common stock of the new 
og ge will be made simultaneously 

with the bond flotation. The new com- 

Bou it is understood, will have $3,000,- 

6 per cent. preferred stock and 500,- 
i shares of no par common stock. 

The bonds, which will have a ten-year 
maturity, will earry a bonus of common 
etock, though the majority of both com- 
mion and preferred will be. held by D. A. 
Schulte, Inc., the principal operating 
company of Schulte Retail Stores. Cor- 
poration. 

The Schulte’ interests already own 
néarly $15,000,000 worth of high-grade 
New York City property. ‘The new capi- 
tal is designed to permit the prompt ex- 
tension of their operations. The new 
company will buy propérties in fee, 
while the other Schulte organizations 
will discontinue this practice and will 
déal exclusively in leaséhdlds. 

David A. Schulte, President of ‘the 
Schulte companies, said yesterday that 
real estate transactions utilizing only 
$3,000,000 of Schulte capital -had con- 
tributed practically $1,000,000 annually 
toward Schulte net earnings for the last 
three years. He said that Schulte sales 
now were running, about 11 per cent. 
ahead of last year, when sales were 15 

er cent. larger than in 1923, The 

chulte Retail Stores Corporation is the 
second largest distributer of cigars, 
Cigarettes afid tobaeco in the United 
— having 260 stores in nearly 100 
cities. 


Anglo-American Oil Chnesholtess. 
Approve Directors’ Plans. 


Stockholders of the Anglo-American Oll 
Company, Ltd., at a special meeting 
fin London yesterday, approved plans to 
enable the directors to detlafe a 33% 
per cent. stock dividend. They also ap- 


proved the plan under which employes 
of the company may suvscribe for the 
corporation's securities and the issuance 
of trust certificates in the United States 
against share warrants, so that divi- 
dends may be paid by check in this 
country instead of through collections of 
} numbered coupons, which is in conform- 
= © with British law. 
} irectors of the Silver Coalition Mines 
| Company have declaréd a quarterly divi- 
) dend of 25 cents a share on the capital 
| stock, payable July 1 to stockholders of 
} record Jtine 21. he previous dividend 
| was 20 cents a share. 
The Salt Creek Consolidated Oil Com- 
| pany declared the regular quarterly divi- 
dend of 15 cents a share on the. capita 


inicelllenncaais nS Ee ae 


stock, payable July 1 to stockholders of pay 


record June 15. 

According to ory received in the 
financial district from the West _yester- 
day, diréctors of the New Bradford Oil 
Company declared an extra dividend ‘of | 
1 per cent. on the capital stock, in -addi- 
tion to the usual quarterly dividend of 
1% per cent. Declaration of this divi- 
dend, however, could not be confirmed 
locally. 


| MIDDLE STATE STOCK UP. 


Developments. 


| The capital stock of the Middle States 
} Oil Corporation, 
, to $3 @ share on the Stock Exchange yes- 
! terday: This price represents an ad- 
/ vance of $2 a share, or 200 per cent., 
| Compared with the price of $1 a 
! quoted earlier in the wéék. Trading was 
unusually active, 

In responsible quarters yesterday It 
| Was stated that the receivers were pre- 
| paring a statement on the operations 
j during the past year, which will be sub- 

mitted to the court by July 1. This re- 
| port, it was intimated, would be favor- 
able from the standpoint of the opera- 


j tions of the various subsidiary organi- } Allis-Ch 


zations. 
In regard to the outlook for the 


| poration, 
‘was still very uncertain. The chief factor | 

| Standing in the way of an eafly settle- 
ment of the compafiy’s affairs is the 

| Government s claim for $11,000,000 in 
back taxes. Until a ruling is made on the 

, Government's position in this matter, it 
is believed, the stockholders of the par- 

i = teamed will not know whére they 
stand. 


RAILROAD REPORTS GAIN. 


Assets at $10,166,448. 


The Denver & Rio Grande Western | 
Railroad Company reports current ass | Am Rep.. 


} 

| 

Pitino 

| Denver & Rio Grande Western Liste 
} 

| 


gets of $10,166,448 and currént liabili-| 
ties of $4,001,675 at the close of 1924, 


compared with $11,312,718 and $11,678,318 | 
respectively at the close of 1923. The| 


} income account already published shows 
e@ deficit of $3,604,719 after takes, inter- 
est, rentals, &c., against a deficit of 
$2, 854, 909 in 1923. 


The report comprises eleven months} 


and nineteen days’ operation by T. H. 
Beacom, receiver, fram Jan. 
59, 1924, and twelve aye operation by 
the corporation. Following a receiver- 
ship in 1922 the rogd ‘was auctioned on 
Oct. 29, 1924, ang. urchased by the 
Western Pacific, later disposed 
of a half interest to wthe fissour! Pacific. 
The sale was confirmed by the Court on 


Nov. 20, 1924. 
FINANCAL NOTES. 


J. Walter Steel hag beeonie associated 
with Pynchon & Co. and will represent them 
in Pennsylvania and Maryland, 

On and aftér Juné § thé permanent notes 
of the Standard Platé Glass Company five- | 
mer 6 per cént. gold notés, due March 1, 

930, will be ready fof-delivéty upon sur- 
render of the outstanding interim receipts at | 
the Bank of Pittsburgh N. A:, 226 urth 
Avenus, Pittsburgh, Pa. 

Hambleton & Co. anfidbunce that the entire 
issue of 50,000 shares of Cumulative wrnwwl A 
stock of Southern Gas and Power Co 
tion had been subscribed and the 
closed. : 

Walter Ecklund pi oined the fetal! sales 
@epartment of iiams & Co. 

Outwater & wenn, 15 Exthanhge Place, Jer- 
ey, i have issued their June quotation 

‘etin, 


The Bankers Trust y has been ap- 
pointed régistrar of voting trust oértificates 
Tepresenting first prefer: . second preferred 

, and common stock of the White Rock Min- 
éral Springs Company. : 

\ Frank B. Cahn & Go. announce that Hen 
6. apap has become associated wi 

| 
On and after June 10, 1985, the Bankers 

| Trust Company Will be p ared to pay & 

rs and final dividend on 7 per cent. notes 

the Liberty Oi] Company, Inc., Series A, 

, C, D and £ 

Noyes 


pn Kelvinator Corporation 
> a report issued by 

Wen Ras prépared a 

and Syrooge ot. the proposed plan 

igation 6f _ 6, Milwaukes 


“Witter 
ul porursc A 
macmets fs 


ee 
the American 
SO tahd 6 


ge in 
& Jack- 


record, 


es eet ap. 


TO PAY A STOCK DIVIDEND. - 


seanpsenerenepmennsfiemstiaptinens [<c -annnnTTeR aS ee 


1 | Dom. of Canada 5% “8 


\ 
Rises to $3 on Reports of Favorable 


in receivership, seld up 


| Alaska J.. 


| 
| 


pf. 
arent Am 
' organization, the Middle States Oil Cor- | sess & 
it was stated that the outlook | ix B Sug 39 


pf. 
| Am R pf..128% 


jAm Snuff.140% 


j 


} 





| 


| 
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FOREIGN EXCHANGE. 


ench Franc Drops 1/4 Cent to 
4.65, Cents—Continentals 
Weak, Sterling Firm. 


In a movement which paralleled the 
stampede in March, 1924, when the 


French france broke to the lowest point 
in history at 3.42 cents, heavy and un- 
remitting offerings of ‘that bill yester- 
Gay drove it to 4.65% cents, an over- 

it decline of one-quarter of a cent. 

ng. was chiefly speculative with 

Now fork just a little more aggressive 
than the Continent. Bankers and 
brokers placed the cause of the break to 
the receipt of news from abroad that the 
French capital was shaky, and that the 
Finance Minister intended to convert 
short-term bonds into currency whic 
would bring inflation, higher prices an 
depreciated paper. Another force be- 
hind the débAcle was the heavy se¢lling 
by a prominent tInternational banking 
house, particularly in thé afternoon after 
a morning of buying. 

The market opened at a decline of 3 
points, at 4.87% cents, tapered almost 
immediately to 4.78, whence thére was a 
sheer decline to 4.70 before any busi- 
ness Was reported. In the interval every 
one was a seller and the franc could be 
bought at any figure. There was a 
rally then to 4.71, following which it 
Sipped to 4,654, ‘with a recovery to 

cents at the close. Big blocks were 
turned over, a curious incident of the 
movement being that as little as a quar- 
ter-million francs, on the decline, re- 
sulted in a wide-open break, while an 
amount several times greater was 
quickly snapped up on the rebound. 

With the exception of sterling, which 
held firm at $4.855;, other Continentals 
were weak. Itallan dropped 3% points 
to 3.95 cents; Belgian franc was at a 
new low at 4.6334 cents, with Spanish, 
Swiss and Scandinavians nervous and 
irregular. The Chinese currencies. ré- 
acted, but South Americans were firm. 

FRIDAY, JUNw 5, 1925. 

Range of Rates, Sight Exchange. 
Thurs- 
dny’s 
Final. 
$4. 85% | 

4.90% 

3 Dg 
40.17% | 
23,81 
14.57) 
26.76 


Final. 
$4.855% 
4.70 
8.95 
40.17% 
23.81 
14.56 


26.75 


Low. 
$4.85%; 
4.6544 
3.95 
40.14 
23.81 


LONDON 
PARIS 
ROME 
AMSTERDAM 40.17% 
BERLIN «23.81 
MADRID ..14.57 14.56 
STOCKHOLM 26.75 26.75 
Clesing Rates. 
In the subjoined table the quotation on 
sterling represents dollars and decimals 
of a dollar; all others represent cents 
and decimals of a cent. Quotations pre- 
céded by the decimal mark indicate a 
price measured in fractions of a cent. 
Europe. 
Fri- Thurs- Week 
day day. Ago. 
STERLING—Par $4. 865% per sovereign, 
Demand 85% 4.85% 4.85% 
Cables ° 4.8646 4.861% 
Com., 60 days 4. 81% 4.81% 4.81% 
Com., 90 days 4.79% 4.79% 4.79% 
FRANCE—Par 19.5 ¢éfits per franc. 
Demand . 4.70 4.90% 5.01% 
Cables ..+... 4.70% 4.91 5.02% 
{TALY—Par 19.3 3 Sette per lira. 
Demand 3 3.98%  3,98% 
Cabiés ‘ 30 3% 3 98% 3.99 
BELGIUM—Par 19.3 cents pef france. 
Demand - 4.63% 4.791% 4.98% 
Cables -. 4.64 4.80 4.90% 
GERMANY=Par 23.8 cents per mark. 
Demand ....23.81 23. 81 23.81 
Cables we 23,81 23.81 23. 81 
Kg oi oe pteebad 20.3 cents per érown. 
Demand 14.125 14.125 
Cables 14.125 14.125 


High, 
ear 


Year 
Ago. 


4 31 
4.31% 

4. 28i4 

4,28% 


aoe 


00141 
OO 41 





FOREIGN ISSUES. 


Closing quotations for Goverment, mu- 
nicipal and miscellaneous, bonds issue@ in 
this country and in American currency 
Values in which there were no transactions: 


Bid. Asked. 
1945.0 oo M. & 8. 82 86% 


Argentine 65s, 
1942..M. 99 


Can. Steamship 7s, 
City of Bergen Ss, 1945...M 
City of P, Alegre a 1961... 
U. 8S. of Brasil 7% "52,.A. 
1929. F. 
'S7..A. 


96 
106% 
103 
100% 
108% 
101 
102% 


~ rt 


108% 
of Colom, 6%8 6100 
of Chile 8s, 
of Peru 8s, 
of Trondhjem 6%s, ‘44. 
Cuba ext. 5s, 1904. M. 
Cuba ext. Ss, 1914...F. 
|} Rep. Cuba ext, 4s, 1949.F. 
| Dan. Mun, 8s, Ser. A, '40.F. 
Kl Salvador 8s, 1948,.... d. 
U. 8. Of México 6s, 1913..J. 
Swiss Confed. 8s, 1940...J. 
Rep, of Uruguay &s, 1946..F. 
U. 8. S. Copén, 68, 1937. .J. 


ep. 
“yy 
city 
Rep, 
Rep. 


100% 
101% 

3.100% 
- 98% 
&7% 
109 

104% 
40% 
& J.103 

& A.108% 
& J, 94% 


884 
100% 
105 

41% 
103% 
110 

94% 


U. S. GOVERNMENT PRE-WAR LOANS. 
Closing quotations for Government bonds: 
Bid.Asked. Bld. Asked. 

28, r, 1930.102% 103%| Pan 3s, r, 
2a, c, 1930.102% 105% 196 
Bs, Tr, 1946. 96 OTs 
3s, c, 1948. 96 97% 


Pan 2s, r, 
1936 ....100% 101% 


an 28, f, 
1938 ....200% 101% 


eidigten ante > Re 
Serr 


1061 .... 96% 
P I 4s, "34. 92 
P I 4s, '35. 92 
P I 4s, °36. 92 


$3 


95 


Closing quotations for stocks in Which there 
were no transactions: 
Bid. Aske od. Bid. Asked, 
SS 18t pf... 95% 96% 
{ Do 2d pf 87 ay 
C & O pf.110 a 
|\C &A etfs 2 10 
Do pfcfs .. 
C, RI«& 


6% pf. 85% 
chi, st P, 
M & Om! 40 
Do J a0 
Chi ¥ . 47 
Cc, Cc, é & 
Bt L pf. 1 
CL &@ P... 
Do spec. $9 
Clu- P pf..106 


Alb & Sus.202 
All Am C,131 
Alle & W.106 
Alli Rity..122% 
M 


pf. 

0 pt. . 84% 

Rn B 8 ‘& 
ray, pt * oe 





pt. 
ans Chicle 
etfa .... 58% 
De pf..:105 
Do pf cfs105 
Am é&FP 
25% pd..123 
Am H &€ L 10% 
os La Fr 
E pf.. 97% 
Lo pfi2i 
Meth 


Com Inv T 62 
Do pf...108% 
Com 8, B. 80 
Conley T F 
err 
Cont C pf.117 
Cont Ins..112 
Crex Carp 48 
Crue 8 pt. 94 


sae 

Am 
pf. 

Am 


% 


42 
77 


Am R Ex. 
Am 8S & C. 


Do pf...100% 
Am 8&tl Fd 

ve Te 
Am §8S Tob 


pf. 
Cuban DS 
pf. 
Cushman's 
S 7% pf.101 
Do 8% 
De 1 
5% D & Co pf. 95 
ane Whi pt 108 





ee Wr Pa 
1 to Dec. | af 


j ab “Zine... 


Do pf. 
Ann / rbor 
Do pf.. 
Areh D M 


pf. 
art Metal 
Artloom. 


291% 
52% 


96 
15% 
39% 
207 
Do new. 2% 
Do 2d pil06 


| Atl R pf..417% 


Auto Sales 3%, 
Do pf... 13 
Bald L pf, 
ex div. "109% 
B & O pf. 64 
B & A pf. 90 
Bar Leath 32% 
Do pf... 94 
Barnsdall, 
Class B,, 18 
. 95 


Darst Cig 
be 90 


B'ch Creek 38% 
B-Nut ah 114% 


D6 pf... 6% 
End-J pf..112% 
Erie & P.. 61% 
Exeh B'fet 17 
Essex C M 

s.- OT 
. 15% 


me's 


pt. 85 
Fitth AVB {3% 
Fisk R....1 

Do Fire rf oye 
Frk 


ot. 163% 
G PA T Car 48% 
Do pf... 97 
Gen A pt. 94% 
Gen Bakg.133% 
Do pf...116 
Gen _ Cigar 

1 


pf. ® 90 

De 8% pf110 
Blumenthal 

pf. . 
Booth Fish “4% 

Do Ist pt 23 
Brit EB 

lst pf... 25% 

Do 2d pf 7% 
Brown Bhoe 


gold —. 38% 


ay a * 106 


i vious 
tate of 


BID AND ASKED QUOTATIONS Jon's’ sate loy er 
109% 


1. - 5% 96% | Ke lly Sp T 
6, ¢, pf. bn 
96% 


‘THE NEW YORK TIMES, SATURDAY. JUNE 6,_102%. 


FRIDAY, JUNE 6, 1925. 


Day’s Sales. Thursday. Year Ago. 2 Years Ago. 1926. 1924, 
$908,900 $1,118,000 $4,251,950 $4,070,450 $169,837,260 $438,377,630 

5,200,000 1,199,614,275 855,749,800 

2,843,000 820,940,900 198,148,700 


U. 8. Gov't bonds. .... 
a 2.50% Other domestic bonds. 7,356,500 8,193,000 8,188,500 
Foreign bonds........ 3,399,000 4,781,000 1,664,500 


ee 1 
pov « 1. 


CRCHOSLOVAKIANPar 20.8 cents per 
Demand bese 2. 
resample eeeee Ye Pts) ich 4 
gms get 2 .& cents per kron 
a... 48. 1 * 16.84 
Cables .....18.80 is. ae 16.86 
FINLAND—Par $32 oon 
Demand .... 2.53% 2 at 2 
Cables ..+.. 2.52% 2:5 
GRERCR-Par 19. ¢; cont 
Demand .... 1.71 1 
Cables 1.71% i ‘1% 
HOLLAND—Par 40,2 cents per florin, 
Demand ....40.17% 40.17 90.45 87.87 
Cables ....-40.18% 40.1 40.17 87Al 
a ‘ada .8 cents per eere. 


H 


UNITED STATES GOVERNMENT LOANS. 


151-00 


100.28 


nd 
Cables ..... 0014 0014 O14 2 


NOR WAT =ee it? as * krone. 


Demand 16. 
Cables 16.83 ie. $i 16.54 


POLAND—Par od, oot Spor as weer. 
Demand 
Cables 39. ps] 19. 3 
pe atl Z. 0805 646" eocudo. 
mand ~ 5.20 
5. 4 
ake | 


ah 


ue Bete =) 
eae gee Bae raverte 


100.24 


-- sac Net 
. Ch’g 


ane 


wr 


a 
= 
_— 


+1 


ved Ri mae. QB Bt 
Liberty 
Lib. Ist ‘ov o, 1982-47... e 

st cv. 48, reg. . ° eee ose 
d 4s, 1021-43. ‘ ela pak ow 
OM et réegistered.:.. . ae ee 

ib. ist 7 
- ist ev. Me 1932-47. 102.11 


Lib. ist oy. 44s, TEE i 
bd ey. ee TOM.. eee 


; 4th 448, 1933-38... 
4th 4 
Treasury 48, 
reasury 4%s, 
23,’24 Treasury 4s, 1 
100.27 Apr. 17,25 Treasury 44, Pras mmm nl Vf 
Quotations after the decimal point in the above ‘table represent ohe or moré ‘$248 of 
March 22, 1923, when the system now used was introduced, are redticed to the form now 


at 


ee Edd ek dd td 


BSSuRSSE en 
> Zz 
SSRs: 


SALRSRS 


ey 101 
103.16 1 


101.9" 


Ravies 
ee eae 19.3 a 
nd 41% 


Dema 
Cables 41% ‘47% 


SPAIN—Par 19.3 cents pee, 
+6 14.5 era 


S8SS888 


+:2 


fe 
2 


wo 
- 


BEERS 
SESS5 


—— 


weeae 


a 
si Bh 82 
4 


RSZRRz28 


102. 


“SE"RS 


RS 


Demand ...-14 
Cables .....14.57 14. 33 14.5% . 

SWEDEN—Par 26.8 cents per krona. 
Demand . 26. 26.76 26.75 3552 
Cables 26.77_ 26.78 = 26.77 y 

SWITZERLAND—Par 19.3 cents per fra 
Demand ....19.87 19.87 19.85 ir 58 ‘4 ss &, 
Cables 19.88 19.38 19.36 17.60 potn 

EDGOSLAVIA~Pae 19. . cents yee dinar. 

Demand 9 ; i 4 . + 4 

Cables 

FOREIGN BONDS. 


Argentine Co- Greek Govt sf 


City a 
s f 6s Se 


ponhagon 


16u% 

{inep ve Finla’d 

Fig 2 aT ry ft on, 1945 
90 Holiand Amer 
#0 25-yr = f 6a, 


a 88% 
: oot! Irr Wks Dev 
Aer SA 
4%s, 1943 

20 


98%|Jap Govt 4s, 


| Austrian Gov 08 sterling loan, 
3 


daft 78, 
fois 


Dom of Can 
‘ x ie 
City of iter 
s| seilles 6s, 


CHINA—Cents per silver dollar for Hong- 
Demand . 55.75. 06.00 faces 
ooee 60.50 Be.875 55.125 
B, 19 
Demand 5 
INDIA—Caleutta: Cents per rupee, nominal- | when “issued oy js. 1008 
Demand B Senmpo- 
. 36.50 36.50 $6.50 
cents per silver peso. 
JAVA—Par 40.2 cents per sletin. 
Demand eh ‘ 41.63 
41.12 
ARGENTINA—Par 42.44 cents per Argentiné 99 
Chinese Ry Sa, 
2 ‘ 1951 
Cables - 40.30 


kong; pér tael for Shanghai and Peking. ores 
Hongkong— 99% 
- 65.33 ty Danish Munic 
Cables 25 a { 8s Ser 
Peking— 
«1800 878.50 8677.60 3874.50 b 1 
Shanghail~ 10 9! Dept of the 
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Cables ..97.00 97.125 9850 

Canada. 


MONTREAL—Par 100 cents pet 


dollar. 
Demand ..100.00 100.00 100.00 aaatand 
Russian Curreney. 
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BONDS ON STOCK EXCHANGE 


DOMESTIC BONDS. 
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THE TREASURY STATEMENT. 


Boectal to The New York Timea. 
WASHINGTON, June 5.—Revente receipts and expenditures as at closes of business 
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FINANCIAL. 


EXPECTS A SHIFT | 
IN FRANCE’S TRADE, 


Balance in the Next Few Months 
Likely to Favor Imports, 
D. S. Green Says. 


EXPORTS LED IN 1924 


Relation of Figures for Foreign 
Commerce Later to Be Influenced 
by Course of the Franc. 


A reversal of the French export bal- 
ance in favor of imports in the next 
few months is not improbable, because 
most of the heavy industries of France 
report a marked falling off in the vol- 
ume of orders from abroad. In addi- 
tion, French grain importers have not 
yet called heavily for deliveries to make 


up the crop deficits at home. This was 
the view expressed here yesterday by 
David S. Green, Assistant Trade Com- 
missioner for the United States Depart- 
ment of Commerce at Paris, in which 
he referred to the first favorable visible 
trade balance for France in nineteen 
years—that of 1924. This balance | 
amounted last year to 1.3 billion francs, | 
and has been strengthened In the first 
four months of 1925. 

Whether this relation between exports 
and imports will be maintained through- 
out the year was admitted to depend | 
largely on the course of the france. Mr. | 
Green offered some interesting figures 
to show the extent to which French com- 
merce had responded to abnormal fac- | 
tors, such as franc depreciation, during | 
the last year. ‘These figures are as 
follows: 


VALUE 





francs). 
Exports. 


(in million 
Imports. 
702 

2,724 
3,344 | 


3,202 


Monthly average, 
Monthly average, 
Monthly average, 
April, 

hha) (EDs sie bik bake eed 6a 500 g 3,050 

QUANTITY (in thousands of metric tons.) | 
Monthly average, 1913 1,840 3,68 
Monthly average, 1023.........2,075 
Monthly average, 1924.. ine 
co GS | ere e 
April, 1925 

Mr. Green assigned as the principal 
factors which were responsible for the 
success of France in maintaining its fa- 
vorable visible trade balance, first, the | 
progress of industrial reconstruction in 
the war-devastated regions; second, re- 
covery of the Rhineland provinces; 
third, steady depreciation of the franc, 
and fourth, the recent incorporation of 
the Sarre Basin in the French customs | 
area. 

“In mapping out its reconstruction 
program,’’ said Mr. Green, ‘‘France gave 
precedence to rebuilding of factories, 
which are now equipped throughout |} 
with modern machinery. The principal | 
industries in this area, that is, textiles, 
coal mining and metallurgical, have been | 
restored to their pre-war capacity in| 
most cases, and the use of more modern 
machinery permits an important cutting | 
down of labor and other production | 
¢costs.”’ . 

While the three Rhineland provinces 
represent hardly 3 per cent. of the area} 
of France, they are industrialized to a 
point which causes them to almost 
double France's textile-producing capac- 
ity and increase its iron ore production | 
‘several times over, he said. Inasmuch | 
as the Versailles Treaty provision that} 
products of Alsace and Lorraine be ad- | 
mitted into Germany duty free expired | 
early this year, industries in those prov- 
inces are suffering from the failure of 
France and Germany to conclude a com- 
mercial treaty, according to Mr. Green. 
The present temporary arrangement now | 
a, sttoct is far from satisfactory, he 
said. 

As the franc has depreciated in the} 
last two years, quotations of French 
manufacturers have naturally become | 
increasingly attractive abroad and had / 
a direct beneficial effect on the volume 
of French exports, though at the same 
time increasing the spread between the | 
volume and paper franc value of French | 
imports. 

Regarding the efforts of the new Fi- | 
mance Minister, Caillaux, to extricate | 
the Government from its financial difft- | 
culties, Mr. Green said that these con- 
tinue to monopolize debate in Parlia- | 
ment and discussion in the French press. 
Confidence in M. Caillaux’s ability as a 
financier has apparently been sufficient | 
to lessen the fears of a continued france 
depreciation. Mr. Green declined to! 
comment on the reports that what Cail- 
laux was really seeking was a devalua- | 
tion of the franc in order to stabilize | 
it around 5 cents, the near present level | 
of the currency. 


ROADS TO PAY RECORD TAX. 





Jersey Carriers Assessed $16,000,- 
000 on $448,202,259 Valuation. 


Special to The New York Times. 

TRENTON, N. J. June 5.—New Jer- 
sey railroads this year will pay $16,665,- | 
205.55 as tax on first and second class 
property. The total valuation fixed by 
the State Tax Board on both classes of | 
the property is $448,202,259. This is a | 
jump of $8,164,383 over the aggregate 
valuation for 1924. The tax to be paid | 
is an increase of $372,520.18 over 
year and the largest yet levied. | 

Topping the list is the Pennsylvania, 
which will pay a tax of $4,584,388.56 on 
a property valuation of $126,236,967. 
The second largest assessment is against 
the Central Railroad of New Jersey, | 
the valuation being $97,154,539, and the | 
tax $3,531,429.89. 

First-class property, which includes 
the main stems, franchises and tangible | 
personality, is appraised at $262,250,658. 
The tax on this total will be $9,776,- 
704.49. 

The total valuation of second-class | 
property, which includes all property 
used for railroad purposes other than | 
the main stems, is $186,551,601, and the 
tax yield will be $6,888,500.06. 


BOSTON TO HAVE BIG GARAGE | 





The Largest in the East, It Will Be 
Chiefly for Trucks. 


Plans for the erection in Boston of the 
largest garage in the East were an- 
nounced yesterday. The plans call for 
financing to be offered shortly by Bos- 
ton bankers. With one exception, the 
structure, which will be for storage of 
trucks principally, will, it is said, be 
the largest of its kind in the country. 

It will be erected on a plot owned by 
the North Terminal Corporation, of 
which George Putnam is President and 
John Heard is Treasurer, on Commer- |! 
cial Street, between Hull and Prince 
Streets, at the head of Charlestown | 
Bridge. The corporation has leased the | 
property to Edward W. Malley, a garage | 
operator. 
Get Funds to Pay on Chinese Loan. | 

J. P. Morgan & Co. announced yester- | 
day that funds had been received to} 
pay the coupon due June 15 on the} 
American, British and French issues of | 


Imperial Chinese Government 5  per| 
cent. Hukuang Railways loan and also} 
to pay the bonds of the same series 
drawn last December for redemption on 
June 15. No advices have been received 
as yet from China regarding coupons 
and drawn bonds of the German issue on 
that date. 


New Haven Railroad Appointment. 
The New York, New Haven & Hart- | 

ford Railroad Company announced the | 

appointment yesterday of W. L. Bean | 


as mechanical manager to succeed L. 
N. Reed, resigned. Mr. Bean has been | 
with the New Haven since 1916. He is | 
a member of the American Society of | 
Mechanical Engineers and the Society 
of Automotive Engineers. 


EARNINGS. 


Illinois Bell Telephone— 
1925. 1924, 

April gross..... $5,027,676 $4,655,606 

Oper. income... 973,176 882,393 { 

4 mos.” gross. .19,593,830 18,256,157 1,337,673 

Oper. income... 3,637,580 2,961,175 676,405 


Pullman Co.—- 
Aprit 
Net 
4 mos. 
Net op. 


Increase, | 
372,070 





1925. 1924. Increase. | 

Bross... . $6,007,914 $5,878,099 $129,815 | 
op. inc... 549,903 445,893 106,010 

ross. . 24,250,010 23,036,819 1,213,191 

nc.... 2,816,401 1,490,444 825,957 


58} Dayton 


| $15,000,000. 


| during April of $473,496,550, a decrease 


| compared with $34,448,630 the year be- 


| Youngest New Haven Executive at 


| day resigned after sending the directors 
|a letter saying that he could not agree 


|} and 
| stead Samuel A. York, who has been a | 
| director in a large number of the Ten- 


last | 


| Sales. 


WOOLWORTH REPORTS 
SALES OF $18,509,867 


Big Gain Over May, 1924—Kress 
and Metropolitan Stores’ Deal- 
ings Also Jump. 


/ 


The F. W, Woolworth Company for 
May reports gross sales of $18,509,867 
against $17,076,750 in the same month 
last year. For the first five months of 
1925 the company reports gross sales of 
$83,376,153 against $75,806,490 in the cor- 
responding period last year. H. T. Par- 
son, President of the company, com- 


|; menting upon the company’s showing, 


said that the gain of 1,397.stores oper- 
ated in May was $1,433,117 or 8.39 per 
cent. compared with last year, and for 
the five months the gain amounted to 

7,569,662, or 9.99 per cent. Of the total 

ain for May, the 1,276 old stores con- 
ributed $533,487, or 3.12 per cent., and 
for the five months, $3,310,213 or 4.37 
per cent. Not one of the company’s 
thirteen districts reported less sales than 
last year, despite the fact that there 
Was one less Saturday and one less 
business day in May this year. 

The S. H. Kress & Co. reports May 
sales amounting to $3,545,3 against 
$3,017,061, a gain of 17.5 per cent. For 
the five months ended with May the 
company reports gross sales of $15,897,- 
431 against $13,258,010, a gain of 19.9 
per cent. 

The Metropolitan Chain Stores, Inc., 
for May reports gross sales of $627,208 
against $548,579, a gain of 14.33 per cent. 
For the five months sales aggregated 
2,756,381, against $2,530,403, a gain of 
8.93 per cent. 


TWO DAYTON BANKS MERGE. 


City National Absorbs Dayton Na- 
tional—Resources Now $19,000,000 


Special to The New York Times. 
DAYTON, Ohio, June 5.—The merger 


| of the City Nationgl Bank and the Day- 
| ton National Bank, through which, the 


City National becomes an _ institution 
with resources in excess of $19,000,000, 
was announced tonight. The merger will 
be effective July 1, although the actual 


copncnaaten will not take place until 
July 15. 

What is now the City National was 
founded in 1814 under the name of the 
Manufacturing Company. In 
July, 1831, the name was changed to 
The Dayton Bank. In 1843 it became a 
branch of the Ohio State Bank, and in 
February, 1865, it began operating as 
the Dayton National Bank under the 
Bank act of Congress. It obtained its 
national bank charter in 1883 as the City 
National. During the panics of 1847, 
1857 and 1861 it Was adequate for every 
call made upon its resources. The last 
bank statement showed resources of 
The Dayton National has 
more than $4,000,000 resources. 


=T INCO | 


RAIL NET INCOME RISES. 


Class 1 Roads Report an Increase of 
$3,900,709 in April. 


Class I railroads report gross revenues 





of $1,735,600, compared with the same 
month last year, according to the com- 
pilations of the Bureau of Railway 
Economics from the reports filed by the 
carriers with the Interstate Commerce 
Commission. Operating expenses totaled 
$370,623,400, a reduction of $7,203,500, 
although the railroads carried approx- 
imately 5 per cent. more freight this 
April than they did in April, 1924. 

Net railway operating income of the 
Class I roads was $66,199,236, compared 
with $62,298,527 in April of last year or 
an increase of $3,900,709. Net railway 
operating income for the first four 
months amounted to $270,104,080, which 
is said to be at the annual rate of return 
of 4.38 per cent. on property investment 
on the carrier’s books, compared with 
$265,669,375, or 4.45 per cent. for the 
same period last year. 

Carriers in the eastern district had a 
net operating income of $38,960,550, 


fore; carriers in the southern district 
$12,135,990, compared with $11,020,880 
last year and carriers in the western 
district $15,102,290, compared with 
$16,829,000 last year. 


BANK PRESIDENT RESIGNS. 


Odds With Directors. 


Special to The New York Times. 
NEW HAVEN, Conn., June 5.—Harry 
W. Whipple, for twelve years President 
of the New Haven Merchants Bank, to- 


with them in matters of general policy | 
deemed it wise to rétire. In his| 


ney public utilities of Eastern -Massa- 
chusetts, was chosen his successor. Mr. 
Whipple was the youngest bank Presi- 





| dent of this city, having been promoted | 


rapidly from subordinate positions. The 
directors passed resolutions of regret at | 
Mr. Whipple’s resignation, which they | 


said was unexpected. 


| Westchester. 


EMBASSY AID TELLS 
MEXICAN PROGRESS 


Calles Regime Has Paid Debts 
to Employes and Is Paying 
Merchants. 


BIG INCREASE IN IMPORTS 


40,000,000 Pesos in Treasury, He 
Says, and Is Optimistic on For- 
eign Obligations. , 


Information on present industrial and 
financial conditions in Mexico was pro- 
vided yesterddy in an interview with 
Dr. Alexander V. Dye, commercial at- 
taché of the American Embassy at Mex- 
ico City, who is here with several other 
representatives of the Department of 
Commerce on annual leave or business. 

Dr. Dye pointed out that since the 


Calles Administration took office the 
Government had cleared off its indebt- 
edness to employes resulting from in- 
ability to pay back salaries, had accu- 
mulated 40,000,000 pesos in the. Treas- 
ury and had started on April 28 to pay 
off accumulated debts to merchants on 
a monthly percentage basis. 

The increase in exports from the 
United States to Mexico in the first 
four months of 1924 was about 40 per 
cent. greater than for the same period 
of 1924 or 1923, he said. He made a 
point of the fact that in that period 
of 1923 there was no revolution to in- 
terfere with trade, although there was 
trouble of this kind in the four months 
of last year, and that the increase this 
year over those two years was about 
the same. He was optimistic for Mex- 
ico’s eventual ability to meet her for- 
eign obligations, amounting under the 
Lamont-De la Huerta agreement to 
about $508,000,000. The Government's 
income is now about 300,000,000 pesos a 
year, he said. 

Credit problems in Mexico were not 
troubling the old established businesses, 
he declared. By experience, they have 
learned not to make commitments when 
credit conditions were not favorable. | 
The present credit problem principally 
concerns new businesses. Dr. Dye 
thought there was an impression in the 
United States that Mexico lacked any 
stabilized, conservative business ele- 
ments», He said he desired to refute such 
a belief. Conservative houses are do- 
ing the bulk of Mexico’s business, he 
said, and without recourse to excessive | 
credit demands, 

What Mexico needed, he sald, to in- 
crease her consumptive power for for-| 
eign goods was the development of her 
own natural resources, which would de- 
pend upon the further introduction of 
foreign capital. 

Carlton Jackson, commercial attaché 
at the embassy in Havana, Cuba, also 
now in New York, sald that the enlarged 
sugar cane output in Cuba this year 
had created an unfavorable price situa- 
tion, with raw sugar alongside the mills 
about 25, cents a pound. The result of 
this, he said, was to enlarge the natives’ 
interest in diversification. The crop of 
1923 was about 1,200,000 tons under “the 
present sugar yield, but the planters 
got $100,000,000 more for it than they 
are getting for the present crop. 


STEEL BOOM IN EUROPE. 


Construction Activity Believed Re- 
sponsible for Increased Demand. 


While American steel production has 
declined from 85 per cent. at the first of 
the year to approximately 70 per cent. 
of capacity, due largely to the slowing 
down of construction in the United 
States, the iron and steel industry in; 
Central Europe has shown':a reverse 
tendency as a result of improving Eu- 
ropean credit. This is the view expressed 
by F. J. Lisman & Co., industrial and} 


railroad bankers, in a bulletin yesterday. 

Deferred construction in Central Eu- 
rope is now entering a period of ac- 
tivity, the company says, calling atten- 
tion to Associated Banks of Vienna fig- | 
ures on Austrian steel production in the} 
first quarter. This increased 436 per 
cent. in pig iron production over the 
same period of last year, 555 per cent. 
in wrought iron, 329 per cent. in rails, | 
97 per cent. in steel and 30 per cent. in 
iron sheets. 

The Russian demand for steel in Cen- | 
tral Europe is described as becoming 
vigorous, ‘‘and it is to some extent re- 
sponsible for the increased production.”’ 


$7,674,650 Mortgages Accepted. 
At a meeting yesterday the Executive 
Committee of the Lawyers Mortgage | 


Company accepted mortgages aggregat- 
ing $7,674,650, distributed throughout 
Manhattan, the Bronx, Queens and 





Dillon, Read &*Co. Open a Branch. 
Dillon, Read & Co. have opened an up- 
town office on the main fleor of the 


Postum Building, Forty-sixth Street and | 
Park Avenue. 





} Dividends 


| further notice. 


| stock 


| of $10 par value each. 


lheld by 


ITALY WON'T MOVE 
TO FUND DEBT NOW 


Finance Minister Tells Senate the 
Country Is Not in a Position 
to Do So at Present. 


‘ 

ROME, June 5 (4).—Finance Minister 
De Stefani announced in the Italian 
Senate today that Italy at the present 
moment was not in a position to con- 
sider the funding of war debts. 

“No systematization of the interallied 
war debts can be accepted,”’ he declared, 
“unless subordinated to the possibility 
of payment, and such possibility can 
only be offered by the financial situa- 
tion of the State and by the budget of 
international payments, which budget 
today cannot support any further bur- 

en 


Referring to the credit of $50,000,000 
which the Government had arranged 
with J. P. Morgan & Co., the Finance 
Minister asserted that it was not a debt 
and could not be transformed into a 
debt, as, he added, the officials of the 
banks’ of emission handling the credit 
were governed by rigid instructions not 
to use more credit than could be cov- 
ered immediately to avoid the risk of 
needing gold covering. 

Signor Schanzer, former Foreign Min- 
ister, said that a creditor, when discuss- 
ing the amount and method of debt pay- 
ment, must consider Italy’s condition 
adding: “Without a great windfall 
there would be no possibility of imme- 
diate payment.’’ 

He agreed with Senator Ricco on the 
necessity of obtaining a moratorium 
permitting no discussion of the question 
of ‘the payment of interest or amortiza- 
tion for ten years, after which there 
could be provision for wiping out the 
debts by instalment payments over a 
long period. He declared that Italy 
eventually would have to return to the 
gold basis, but that internal and inter- 
national conditions were not yet ripe; 
it was necessary to await considerable 
deflation and certain revalution of the 


ra. 

Senator Ricci took Finance Minister 
De Stefani to task for not having re- 
duced circulation as he had promised 
early in the Spring. Despite the Minis- 
ter’s promises, he said, the circulation 





was still above 18,000,000,000- lire. | 
Referring to debts, Senator Ricci re- | 
marked: 
“Tf we say we are rich, Senator Borah | 
per cent.; 
| 

| 


will want us to pay 100 
we say we are poor, the value of the 
lira suffers on the exchange market. 


NICKEL PLATE REPORT. 


Shows Net Working Capltal of 
$8,275,713 on March 31. 


| 
The condensed balance sheet of the| 
New York, Chicago & St. Louis Railroad | 
Company (Nickel Plate) for the quarter 
ended March 31 shows current assets of 
$16,828,108 and current Nabilities of 
$8,552,395, leaving net working: capital 
of $8,275,713, compared with $4,849,554 
for the first quarter of 1924. | 
The income account for the quarter 
compares as follows with the preceding 
year: 
1925, 1924. 
$13,336,935 $13,895,024 
9,742,891 10,557,424 


$3,337,600 | 
703.227 | 
11,792 | 


$2,622,581 
204,474 


$2,827,055 | 
1.527.640 


$1,299,415 
839,559 | 


$459,856 


Operating revenue 
Operating expenses..... 
Net operating revenue $3,594,044 
Tax accruals........++- 743,153 
Uncollected R. R. revs. 2,139 


Operating income..... $2,848,752 
Non-operating income.. 395,291 


income......... $3,244,044 
rentals, &c... 1,663,020 


"$1,581,024 
841,547 


$739,477 


Gross 
Interest, 


Net income 





Surplus 


STOCK EXCHANGE RULINGS. 


Joseph Lead Shares Not Ex- 
Rights Until Further Notice. 


The Committee on Securities of the 
Stock Exchange has ruled that the capi- 
tal stock of the St. Joseph Lead Com- 
pany shall not be quoted ex. the 25 per} 
cent. stock dividend on June 9, nor until 
The committee also ruled 
that Western Pacific common and pre- 
ferred stocks shall not be quoted ex. the 
dividenu distribution on June 30, 


nor until further notice. 

In regard to the transactions in V. 
Vivaudou, Inc., stock of no par value, 
the committee ruled that transactions 
including borrowed and loaned contracts 
may be settled by delivery of either 
stock of no par value or of certificates 


St. 


Mortgage Company Retires Bonds. 
Completing a program adopted several 
years ago, the United States Mortgage 
and Trust Company has retired the 
whole of its outstanding first mortgage 





| trust bonds, amounting to $624,000, which | 


were secured by a pledge of mortgages 
a trustee. The company has 
discontinued the sale of mortgage trust}! 
bonds and now sells to investors specific | 
first mortgages or participations in 
mortgages trusteed In its trust depart- 
ment. 





BOSTON. 
Mining. 
High. Low.Last.) Sales. 
. 10 0 10 
25 Arcadian ... 1% 1% 
135 Ariz Com'l.. 10% 10 
200 Bingham . 31 31 
18 Cal Ariz.... 48% 4814 
160 Cal Hecla.. 13 12% 
49 Cop Range... 19% 1054 
15 Fast Butte... 3% 3 3 
15 Hardy Coal, 20 1934 
149 Kennecott .. 48% 485% 
150 Isle Royale. 11% il 30 
175 Lake Copper ts 1%} 5,550 Utah 
100 Mass Cons.. 50 50 800 Utah 
Railroads. 
157% WTMy 
81% 81% 
NR 98 
185% 20% 
175 175 
Miscellaneous. 
11% «11% 200 Mex 
6914 69% 
19 19 
140% 140% 
78 TR% 
107 107 
4% 5 
37% 37% 
"3 AS 
| 


300 Algomah 


120 Park 


30 US 
30 Do 


50 
5 East 


19 Do 
125 Do 


10 Bost & Alb.158 
66 Boston Elev 81% 
30 Do 2d pf.. 98 
.720 Bost & Me. 20% 
100 Bost & Prov.17o 


4 
100 Am Arvick. -» 11% 
10 Amoskeag .. 69% 
50 Am Pnu pf.. 19 
345 Am Tel & T.140% 
70 Am Wool pf 78% 
10 B ConGas pf.107 
325 Bast Mfg... 5 
220 East S S pf 37% 
100 Do Ist pf. 
100 Int'l Cement 66% 
43 Edison . 209% 2 
20 Gillette . 68% 
25 Gen 
80 Greenfield... 
#0 Hood Rubber = 
£03 T Connor. 254 
7 Libby 
161 Loew's 
945 Mass Gas.. 
20 Merg’thaler. 


58 Do 
10 Nat 


144 Swift 
661 11 Do 

32 UDru 
200 


14 


72% 7il 


176 176 176 
Bonds. 
$4,000 A GW BS. .c cece dene ew eennes ° 
1,000 Miss River Power 5s..... ae 
3,000 Western Tel & Tel 58...-0+ seccecsseees 


DETROIT. 
Stocks, 
High.Low.Last.) Sales 
10% 10%) 1,595 Paige 
91 91 
i122 122 
13% 
5% 
6% 
24% 2 
28% 28% 210 Wolv 
PITTSBURGH. 
Stocks, 
High.Low.Last.; Sales. 
6% 6% 6% 
7% ™% -™% 
2 A% 1% 
38% 38% 38% 
ae 13% 13% 
35% 355% 35% 
MONTREAL. 
Stocks. 
High.Low.Last.| Sales. 
ey 76 77 = Cons 
on 24% 24% 5 m 
og -AY% 24% 65 Dom 
53-52% 53 | 3,455 Mont 
125 Brompton... 23% 23% 23% 
10B E Steel... 1% 
44 Can Car ae 


Sales. : 
200 Cont’! Motor 10% 

10 Det&ClevNav 91 

53 Det Edison.122 
1,075 Hall Lamp.. 14 
100 Hoover » 95% 
100 Mich Sugar. 6% 
2,020 Mot Wheel.. 25% 
1,150 Packard - 29% 


Sales ® 
25 Ark Nat Gas 
1,550 Carnegie L-Z 
25 Con Ice pf.. 
75 Lone Star.. 
235 Fireproofing. 
Do pf 


10 West 


275 


Sales. 
206 Asbestos 
225 Atl Sugar.. 
558 Brazil Trac. 


104% 104% 
42% 42% 
15% 15% 


25 Steel 
10 Twin 
a New hi 


10Can Car .. 4 
60 Can-Ind Al.. 1 


109 Mayfilwr OC 
32 Mohawk 

10 New Cornelia 
950 North Butte. 
110 Old Dominion 


400 Shannon - oO 
10 St M Land.. & 
145 Sup & Bost. 

Smelters 3! 


3 Maine 
215NY,NH&H 
10 Prov & Worc.155 


70 Miss Riv Pwr 


Leather 4% 
2,175 NewEng Tel.111 
100 New E Oil pf 10 

60 Pacific 

5 ReeceBut'hole 17 

100 ReeceFolding 


5 Torrington... 


30 *United Frt.209% 209 
475 United Shoe. 42% 
100 U § Steel...114% 113% 
555 Ventura 

70 *Waiworth.. 

35 =e 6% 


p : 
370 Warren Bros 46% 


105 Reo Motors. 19 
600 Schwartz, A. 17 
100 Scotten-Dil'n 20% 
1,982 Timken Axle 7 
586 Truscon Steel 24 
105 Un Mtg pf.. 
10 U S Rad pf..100 


5) Okla NatGas 29 
122 Pbg Bwy pf. 10 
16 SaltCrk Cons 
100 Std Sanitary.104% 104% 104% 


405 OhioFuel Cor 324 
50 DquesneL pf.111 


110 Nat Brew... 52% 
185 Shawinigan..149 


City.. 64% 
gh. 


OUT-OF-TOWN EXCH 


High.Low.Last.| Bales. 
1% 1% 1%| 20 AmPubSve pf 92 
28) 27% 27! 220 AllAm Radio 18% 

19% 


awi'4 
be) Fa 9 
io Oe 270 Armour, A.. 
18%, 18% 135 ‘ 
5 6 | «6837 _Do pf Del. { 
50 : 150 Balaban & K 5 
31 = 31 25 
1 550 Bendix 
al 350 Borg . 
45% 50 C TllPbSve pf 87 
) 


City... 


pf 2 
o ‘ 
a Bi 25 Chicago Fuse 29 
25 Chi Yel Cab 47 

20 Chi Title&T.435 

320 Cmnwith Ed.140 

370 Cont’! Mots. 


™ Cudahy 

NO Deere 

25 Eddy Paper 
125 Evans 
900 Fair 
250 Grt LDredge. 
300 Gossard 
285 Hupp 

15 TilNorUtil pf 92 
180 TIll Brick.... 36 
150 KelloggSweh 39 
,500 Kraft Cheese 73 
413 Libby 

2,400 La Salle Ext. 


Cent. 


12 11% 
49% 4016 
92 91% 
4% 
110 
10 
Mills 54% 54 
17 
25% 
10% 


Invest. 


aE 


2% 
& Co.111%1 
Int’)... 25 
53% 
g ist pf 56 


111% 17 
- 400 Mid W Util. 94 
220 Do 


240 Do pr lMen.103 


aw «53% 
By 55% 
209 
42% 
114% 
23 


17% 


42% 

$5,000 Chi Rys Ads 56 
- 23 10,000 CmwEd1st5s.102 
17% 


22% 
17% 
38 

46% 


40 36 
0% Sales. High 
16 Amer Gas ..162% 
200 Do tr ctf.. 82% 
570 Am Stores . 56% 
6Am El P pf.101% 

50 Alliance Ins..56 
113 Ins Co, N A. 56% 
175 Do rects... 54% 
2,651 Leh Nav . 99% 

25 Lake Sup 4 


oe 9 68% 69 
. 99% HOLL 99% 
sovees- 100% 100% 100% 
°Ex dividend. 


High.Low.Last. 
22% 21% 22% 

9 

7 $1,000 Am G & Eds 94 

20%) 1,000 Con Trac NJ 
6% DE \caveeban 10 

24 | 2,000 El & Peo 4s 62 
1% 

100 

11 


1% 
100 
11 


15% 
Cement 11 


Sales. High 
625 Arundel Cor 28 
72 Balt Elec pf 44 

9 Balt Trust..120% 
10 Bost S & G 72 
310 Cent Teresa 
Sugar pf.. 1 
100 Chaim O pf 1% 
9 Chesa & Pot 
Tel pf....114\% 
694 Com Credit. 26 
331. Do pf..... 2414 
320 Do pf B.. 25% 
30 Con Gas EL 
&P 8% pf.127 
9 Do 6'4%pf.110 


High.Low.Last. 

29 2 
9% 99% 
i% ™ 7% 
102 
32 


lll 


102 
32% 
111 


Air B.102 


High,.Low.Last. 
Smelt. 79% 78 79% 
Bridge 91 1 91 
Tex... 78  T&% TRY 
Pr, a.19144 188% 191% 

52% 52%/$2,000 Bal C 4s,°51 99% 
149 149 | 3,000 Con Gas EL 
85% 86 &P 68,'49..107% 
o- es Elkhorn 6s.. 97% 
N&P Tr bs. 97 


gf Can 86 ” 
-- 


000 
1,000 


—_—— 


High.Low.Last. 


O53 53 170 CCty&Conn pf 4% 


10% 
50 Crane pf... -114% 


i% 
100 MidlandU p 1.100% 


MLS 


ANGES 


CHICAGO. 


Stocka. 


| 
| 
| 


Sales. High. Low. Last. 
2,200 Do rights. 2 1% 2 | 
500 Mid StlProds 44 43 43 
450 Montg Ward 53 52% 53 

100 Do A......112% 112% 112% | 
300 MorganLitho 48% 48i4 48% | 
124 Nat ElecPwr 964% 96%} 
200 Omnibus 14144 14 14% | 
2 2 Dhecca Oe 93 93 
285 Pick 19 19 19 
49 Pub Service.123 23 «4123 
57 Do pf..... 98 as 98 
10 Pono par.124 124 124 
20 Do 7% pf.110% 110% 110% | 
160 Quaker Oats.198 108 108 
75 103% 103% 103% | 
.750 Real S Hose 51% 51 | 
800 Reo Motors.. 15% 18% 
124 Ryan Car... 5 24 | 
60 Stand Gas.. 5 Hi 
Ge De vf..... 3 52 
2,100 Stewart-War 68% 67% 
145 Swift & Co.111% 111% 
200 Swift Int'l... 251% 
375 Thompson... 
12> Un Carbide. 
200 UnLt&éPwr,A & 
150 Do A pf.. 
SR BS Sa 
38 170 Do pf B... 50% 
68 : 3™) UnivTheatres Tl, 
7 200 US Gypsum.171 
16 3 50 Do pf 
100% 120 Util PréLt,A 
H2% 100 Wolv Cement 
on 30 Wrigley... 
102% 102% 50 Yellow Mfzg,.B 
Bonds. 
56 )$2,000 Nat El Pw 6s 
102 | 2,000 Ogden Gas 5s 


92 
18 
20% 
88 


92 
18 
20% 
88 
a4 
58% 
168 
30 


2ny 
45% 
66% 
1614 
85, 
84° 
50 
6% 
170 
116 
26 
10% 
5114 
37% 


3414 


26 
10% 
41% 


37% 


46 


102 A7y% 


97% 


97% 
97% 


PHILADELPHIA. 


Stocks 


-Low.Last. Sales. 
162% 162% 110 Lit Bros 
82 82 314 Phil Elec 
oO ) 
56% 56% 13 Phila Mirae ; 
IOP RT 
25 Penn Cen 
100 Phil & West 
1,330 U G 
99%] 1,557 Do 
4 260 Un 
Bonds. 
G4 5,000 Key Tel 5s. 877 
5,000 PhulE] 1st5s.1034% 
74 |} 5,000 Do Ss °60..101% 
61% 62 110,000 Do 5 Ist 4s 85 


BALTIMORE. 
Stocké. 


-Low, Last.|Salés, High.Low 
27% 28 40 Eastern Roll 2 att 
“a a tort Pi Mk 119 119 
‘ e “Pp 98% 97% 971 
120% 120% 12 Finan Co pe am 4 OM 
mB 504g 50% 50% 
87 87 


72 72 ae coos 
15 Hous O11 pf 87 
20 Isaac Benes 
Da abciband 26 
20J E Hurst % 
Ist pf .... 8&3 
215 Mid-Cont P. S4ly 
5 Mort & Ac 18 18 
310 — Vernon 
Mills pf... 62 61% 
55N Am Gas 48% 4834 
So 
203 
70% 
9545 


High.Low.Last. 
- 23% 23% 23% | 
88 
37% 
58 
454% 
65 
15% 
89 
58 
40% 


87% 
BY 

01 

85 


1 
1 
85 


1 1 
1% 1% 


3% 114% 
5 26 
24% 


25% 


83 
1 35 


1 
2. 


45% 
140 
203 


126% 
110 


12614 
110 
Bonds. 
9944, $15,000 

2,000 
107% i 8, 
97% OTR) 1 
oT «887 


580 Pa W & P.141 
638U 8S F & G.205 
99% Un Rys 4s 
Do 6s, ‘49 
Do Inc 4s 


70% 
DM 
50% 


70% 
95% 
51 


| Sales. 


TRADEIRREGULAR, | 


BUT ON UPGRADE 


eee 


High Temperature Stimulates 
Clothing Sales, but Are Harm- 
ful to Crops. 


a 


A DROP IN PRODUCTION 





Cotton Goods Making Is Slowing 
Up—Pig Iron Output the Small- 
est Since May. 


Although trade continues “Irregular, 
being variously affected by the high 


Summer temperatures, the mercantile 
agencies report an improvement in sen- 


Stocks. 


Industrials ....... 
Standard Oils..... 
Miscellaneous oils. . 
i RS ae re 


Day’s Sales. 
206,300 
63,540 
57,800 
79,100 


Total stocks.*. 406,740 


$751,000 
296,000 


Domestic bonds. ... 
Foreign bonds..... 


Total bonds.... $1,047,000 


INDUSTRIALS. 
Net. 
Sale®. 
1,000 Acme Packing... 3c 3 
100 Acme Coal 55 55c 
300 Adirondack P&L.. 82 81% 
10 Do p 104% 104% 
1,000 Am G& E, n (41) 81% 80% 
800 Do pf (6) 89% 89% 
600 Am Hawaiian § S. 10 9% 
1,800 Am Lt&Trac (7).163% 161 162% 
200 Am Multigr (1.60) 20 20 os 
8,300 Am P&L, new({1) 61 60% — 1% 
90 Do pf (6) 8914 89 
500 Am Rayon Prod.. 32 
700 Am Superpower, 
Class A (60c).. 35% 
5,200 Do Cl B (60c). 36% 
100 AmThread pf(25c) 3% 
400 Armour Co of Ill, 
Class E Y 
500 A G&E, Cl A(a2%) 33 
100 Atl Fruit & Sugar 8+ 
200 Boissonnault...... 60c 
100 B Schwartz Cigar, 
Class A, wi... 17% 
3,000 Borden Co, rights 2% 
600 Do exch stock(4) 76 
400 Bot Cons Mills... 23% 
800 Bridgeport Mach.. 10 
100 Brown & Williams 
Tob, Cl B (60c) 18% 13% 13% 
100 Buffalo Gen E, n 68% 68% 68% 
20 Campbell pf (7)..110%4 110% 110% 
100 Can Dry Ginger 
Ale, Cl A (3)..123 121 121 
1,300 Car Lt & Pow... 5 Q 
20 Carolina P&L (6).385 
600 Cent CI P (1%). 15% 
2,000 Chapin-Sacks..... 38% 
500 Chatterton & S 
(+1.30) 
2,500 Chrysler, n, 
1,100 Cleveland Motors. 24 
2,350 Com'wealth P (6).153 
2,300 Do new, w i... 39 
100 Do pf 82% 
950 Do warrants.... 67% 
1,600 Con Gas (Balt), 
new ( 42% 
600 Cont Bak,Cl A(8).127% 
10,400 Do Class B..... 29 
2,300 Do pf (8) 
100 Coty, Inc (3.80).. 
1,500 Cuba Co (4) 
200 Cuban Tobacco... 33 
300 Curtiss Aero & M 
100 De Forest Radio. 
800 Doehler Die Cast 
500 D,L&WCoal (t7%).13 
600 Dubilier C & R.. 
2,400 Durant Motors... 
100 Duz Co, CI A.... 
300 Elec Auto Lite (6) 
7,100 Elec B&S See (1) 
300 Do pf (6) 
10,700 Elec Inv, without 
warrants att.... 60% 
600 Eureka Vac Cl(1) 51% 
100 Federated Metals 30% 
10’Ford M of C(10)482 
1,100 Franklin. Mfg.... 24% 
300 Freed-Eisem R... 9% 
100 Freshman (C) 14 
1,900 GabSnub,ClA(: 27 
500 Garod 35; 
145 Gen G&E cv pf..12 
500 Gen O Advg.A(4) 45 
200 Dovtctfs..... 21% 
200 Georgia Lt, P&R 54% 
100 Gillette S R(#2%) 68% 
1,000 Glenn AldCoal(7) 130% 
1,106 Goody T & Rub.. 30% 
600 Grennan Bak (1) 18 
10 Gt Atl &P pf (7).112% 
1,800 Grimes Radio.... 21% 
400 Happ C St, CIA. 7% 
200 Hazeltine 164 
20 Here Powd (t8).109% 
100 Horn & Hard(f3) 52 
809 Intercon Rub..... %% 
200 IntMtch pf (2.6% 4344 
200 Int Cone Indus(1) 11 
109 Inter Trtil A(3%). 36 
400 Do Cl B.... . 
2,200 Kelvinator (1 
HO Kraft Cheese(1% 
300 La Salle Ext Uni 17% 
2%) Leh Coal & N(4).100 
8,600 Lehigh Pow Sec..144 
500 L V C etfs,n(1\) 37% 
100 Do sales (8)... 83% 
100 Lib Rad Chn Strs 8% 
1,200 MarconiW of Can 1% 
200 MarconiW of Lon 8% 
5,400 MecCordR etfs, wi 2% 
1,929 Mengle 
200 Mere Stores (3)..150 
1,700 Mid West Util(5) 94% 
14,300 Do rights ee 24 
109 Motion Pict (1%) 17% 
1,340 Natl Pow &Lt(6).323 ; 
1,400 Natl Pub Ser CIA 23% 
100 Do, Cl 
40 Natl Tea 
500 Nizer Corp A.... 4 
150 No Ont Lt & Pow 46 
2,200 No Ohio Power. . 
30 NorStatesPwr(8).118 
20 Do pt (7) 9Ay 
1,900 Do warrants .. 25 
100 Omnibus v t ctfs. 14% 
210 OppenheimCollins 44%4 
8,000 Pathe Fx,ClA(§5) 67% 
10 Penn W & P (8).140 
5,100 Power of N. ¥(1) 537% 
100 Pratt & Lambert. 42% 
800 PurityBak,CIA(3) 46% 
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$1,038,000 


$1,343,000 
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timent in some lines. According to 
Dun’s Review, there is more disposition 
now to place emphasis on the favorable 
features, rather than on the unsatis- 
factory aspects, and evidence multiplies 
that trade as a whole has lately ex- 
panded moderately. ' 

Trade generally is in a more whole- 
some position, says the paper, “for 
large inventories are the exception and 
the absence of speculative excesses | 
tends to \act as a safeguard against 
sudden reaction. Although complaints 
of narrow profit margins are not un- 
common and decrease in orders has /| 
caused curtailment of production in cer- 





check to the declining trend of some 


| markets and also some increase in buy- 


ing. 
“The latter condition is true of both 
pig iron and steel, while the current | 


week developed more demand for dry 
goods, the retail distribution of which | 
was quickened by the intense heat in 
the East, the Middle West and in some 
other sections of the country. The ab- | 
normally high temperatures, however, | 
had a depressing effect on other ac- 
tivities, causing temporary suspension 


| the evidences~that the 


| Northern mill 


| Holidays {n Liverpool Cotton Market 


of some manufacturing operations. Sud- 
den changes in the weather have im- 
peded the progress of crops and re- 
sulted in considerable damage, but the 


financial status of the farmers, par- | 
ticularly ‘in the grain regions of the} 
West and Northwest, is better than for | 
several years.”’ 

Bradstreet’s says in part: 

“Among the industries’ features are 
eak of auto- 
mobile output was touched in April, and | 
that May saw a smaller production. 
Cotton goods making shows signs of 
slowing at some Southern as well as 
centres. May pi iron | 
registered the smallest production of | 
any month since November, although | 
larger than a year ago, and there are | 
reports of a slowing in building at some | 
centres, which is reflected in price con- | 
cessions in matertals. | 

“Measures of movement, such a3 | 
prices, showed a rally in commodities in | 
May after declines of four months, with | 
advances in grains, live stock, provi- | 
sions and miscellaneous products, par- | 
ticularly rubber, more than offsetting | 
declines in cotton and cotton goods and 
other textiles. | 


| 


LIVERPOOL, June 5.—The Cotton Ex- | 


| change here will be closed today and} 
tomorrow, Whitsuntide holidays. 








FRIDAY, JUNE 5, 1925. 
Wednesday. <A Year Ago. 
2163045 43,642 
24,980 18,515 
69,730 41,421 
49,23 158,880 


204,325 
37,150 
73,300 
66,550 

$81,325 359,985 262,458 

732,000 
46,000 


$553,000 


805,000 270,000 


$823,000 $778,000 


INDUSTRIALS. 
Net 


Sales. High. Low. Last. Chee. 
1,600 Do Cl B........ 45% 44 45% + % 
100 Fyrene Mfg (1).. 10% 10% 10%— % 
2,900 Remington Noise- 
less Type, Cl A 45 42 42 
50 Do pf (7) 10944 100% 109% 
100 Reid Ice Cr (3).. 41% 41% 41% 
2,000 Reo Motors(71.45) 19% 18% 
600 Serv Elec, Cl A.. 11% I1 
175 South Cal Ed (8).114 113% 
600 Southeast PwréLt 4 
5,000 South Coal & I... 
800 St Régis*Paper(2) 
100 Std Pub,C1A(1.50) 
,100 Stutz Motor Car. 
200 Swift Int (1.80).. i 
20 Swift & Co (8)..111% 111% 
§00 Tenn Elec Pwr.. 65% 65 
0 Thermiodyne A 
.300 Thompson Radio. 
100 Tob Prods Exp.. 
100 Trumbull8t!(1.40) 
200 Un Carb&éCarb(5) 
8,800 Un Gas&Ebc,new 
500 Un Lt&P,A( 1.60) 
200 UnShoeMach (2%) 
800 U S Prof Sharing, 
new (60c) ° 
100 Do pf 
400 U S Lt&Heat pf. 
,100 Univ Pictures ... 
,300 Util Pwr&éLt,A(2) 
500 Victor Talk M(8) 
3,100 Warner Bros Pic- 
tures, Cl A(1%) 
3,400 Western Power.. 
20 Do'pf (7) 
100 White Rock, new, 
v tctfs (f2)... 
500 Do new (f2)... 
200 Wilson & Co, new, 
wi 
Do Cl A, w i.. 2 
De Of, Wiss 


RAILROADS, 


.200C, M & St P new 
pf, w i 28% 
200 Nickel Pl pf, wi 83% 83% 
100T H, I & E Trac. 3% 3% 4 
*STANDARD OIL SUBSIDIARIES. 
400 Anglo-Am (90c).. 23% 23 23% 
500 Chesebrough(2%) 58 57% 58 
7.200 Continental n (1) 261% 25% 26% 
100 Galer.a-Signal (4) 54% 54% 54% 
,800 Humble (1.20)... 63% 61% 
30 Ilinois P L (12).1387 137 
700 Imp Oil of Can 
coupon, new (1) 
10 Indiana P L (4). 
3,70 Internat Pet(25c) 
180 Magnolia Pet (f4)1 
200 Nat'l Trans (1).. 
20 N Y¥ Transit (3). 60 
GOR ORID . (C2) oks cccons 66 
5,400 Prairie O&G, n (2) 41 
2,710 Prairie P L (8).127 
20 South Pipe L (4) &1 
160 South Penn Oil...170 
809 Std Ofl Ind (2%) 67% 
.700 Std Oil of Kan.. 36% 
,600 Std Oil of Ky(4).121% 
10 Std Of] Neb (10).241 
2,900 Std Otl NY(1.40) 45% 
500 Vacuum (f4)..... 90 


MISCELLANEOUS 


600 Am Cont 5 
8,300 Am Maracaibo 855 
400 Carib Syndicate 4% 
3,10 Cities Serv, c, 38 
400 Do pf (6) .... 82% 
200 Do bk sh (2.10) 18% 
.200 Colum Syndicate. 1% 
400 Creole Syndicate. 12 
100 Crown Cen Pet.. 12 
500 Euclid 1% 
000 Gibson .. oF 
,800 Gulf Ol, Pa (1%) 
7 Kirby Pet (25c).. 
7,300 Lago Pet ....... 
209 Marland O, Mex 
1.00 Mt & Gulf (#3c¢).. 
700 Mt Prod (t1.80) 2 
400 New Bradford 
100 N Eng Fuel, w 
900 Peer 
$00 Pennok O, n (1%) 2 
600 Reiter-Foster : 
400 Royal Can sub.. 
200 Ryan Cons 
400 Salt Crk ¢ 
2,600 Salt Crk P (2.40) 27 
890 Sun Oi], w i.... 
400 Tide Wat, fi, w i. 
0) Venezuela Pet 
000 Western States.. 
3,300 Wilcox O&G (40c) 5 
MINING. 
,000 Ariz Globe Cop.. 
000 Butte & West.... 
900 Canario Copper.. 
400 Chino Extension.. 
400 Cons Copper, n.. 
000 First Thought G. 
oO Hawthorne ...... 
000 Hilltop-Nevada.. 
5h Howe Sound, n.. 
200 Jerome Verde.... 
9,200 Kay Copper . 
600%Mason Valley.... 
.000 National Tin..... § 
200 Nipissing (t90c).. 5 
10) Ohio Copper (5c) &6c 
1,000 Parmac Porc < 
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NEW YORK CURB EXCHANGE 


1924 to Date. | 
,891,998 
,183,582 
,874,338 
,015,264 


Year to Date. 
19,171,921 5 
6,577,528 4 
11,605,416 8 
17,398,530 21 


54,753,395 39,965,182 


$103,939,000 
21,586,000 


$58,522,000 | 
14,432,000 
$125,525,000 $72,954,000 | 


MINING, 
High. Low. Last. 
” . 24. 2 


Net 
Sales. Chge. 
800 Prem Gold (32c) . 
1,000 Rochester Silver. 
23,600 Spear Head Gold 
2,700 Tonopah Exten.. 
1,200 Tono Min (765c) 
3,000 Tri-Bull Smelt 
500 Un Verde Ex (2) 
,200 Utah Apex (1.40) 7% 
600 Wenden Copper.. 3% 


BONDS (In $1,000 Lots.) 


1 Allied Packers 6s... 81% 81% 
7 Dos f 8s, 1939... 90% 90% 
Aluminum Co 7s,'33.107% 107% 
AmGas&E]! 5s,B,2014 98% 
) Am Ice 7s, 1924....115 
Am Pwré&Lt 6s, new 7% 
Do 6s, 2014, old 
without warrants. 97% 
Am Sum Tob 744s,'25 92 
Am Thread @s, 1929.108% 
AssocGas&El6%s,°54.102 
1965, w i.. 95% 
20 Ai@&WI col tr 5s,'50 69% 
14 Bell Tel Can 5s, °55.100 
2 Beth Steel 7s, 1935.103% 


- ove 
sc c “* 
Re 8c + le 
1% +3 1% te 
3e8 3 3 rr 
Sc + Ie 
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«> 


.7 


13 


- 
‘ 


5 Do 6s, 


‘| 1040, M & St P adj 5: 


2000, w i 


Do P & L 6s, lf 
5 Cons Cas, E L 
of Halt 5%s, 
15 Do 6s, 
1 Deo 6s, A, 1949.... 
6 Cuba 6s, 1935.-.... 93 
3 Cuban Tel ist & ref 
Tis, 
8 Cudahy Pack 5%s,'37 92% 
10 DetCityGas 6s,A,°47.105% 
2 Detroit Edison 5s, 
Ser B, w i 
1 Bo Ge. 1068...664: 121 
15 Dunlop Tire & Rub of 
Am 7s. Ser A. °42.10744 
2Grand Trunk 6%s...108&% 
0 Lib, McN & Lib 7s..103% 
8 Ligg Win 7s, '42...108 
Manitoba Pri7s,2041.105% 
Morris & Co 28... 103% 
Mo Pac ids, 1927....10M% 
Nat Dis 7s, 1929...102 
New Orl's Serig)'52 937% 
No States Pwr cv 
fies, 1983 
Do 6%s, g& n,. 
Ohio Pwr 5s, '52, 
Okla G & E 5s, °5 
Pa P & L 3s, 52, B 98% 
Philips Pet 7%s, °3 
with wts attached!04\4 
Pure Ot] 6%s, °33....102 
Sloss-Shef §& “ 
pur 6s, 
Stand G 
Stand Mill 
Sigs, °54, w i..... M% 
S O of N ¥ 6%s,'33.107% 
Sun Ot] 5%4s, 1939.. 98% 
Swift & Co 5s, "32.. 9 
Trans Oil 7s, °S 0 
™n Ol Prod 8s.°3 
U S Rub 64s, 
Do .6\%s, 2 
Do fs, 
Do 6s, 
Do &\%s, 
Do 6s, 
fies, 
64s, 


105 1 
110% 
107% 
92% 
4 110% 
92% 
105 


100 
121 


105 
108% 
1025, 1 
107% 
105 
105% 
10014 
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ts 
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&E644s,"54.156 
of N J 


Shot me Wen Ine 


Do 6 
Do 
Do 
Vacuum Oil 7 
Webster M 6as, *: 
FOREIGN 


5 Alp Mont Stl7s."55.. 
8 Andean 4s, ° 
attached, w 
3 Do without war,wi 99% 
§ City of Graz, Aus, 
Rs, i<éas 
Est R 
France 
when issued....... 8 
8 French Nat Mail SS 
Lines 7s, . 
Int Mte 
Finland 7s, 1944... 97 94% 
King ofNeth6s,B,."72106% 10614 
King of Denmarké6s, 
Ser VI, ‘07. w {.. 
Krupp Ltd (Fried)7s, 
1929, when issued. 
Si%s,'21.. 


BONDS. 
91% 91 


B14 11615 
4 99 


7s. 


99% 99% 


65 Thyssen I&SW 7s,.’s0 § 
36 Toho Elee P (Ltd)Ts, 
"A5. Ser A, w i.. £ 
5 Tyrol-Hydro E 
Tia, 1955 
Dividend rates in 
or semi-annual 


96% 96% 6% 
dollars based on ist 
payment or full 


{Pius extra 
a Or one- 


tPartly extra. 
$Paid in stock. 
stock. 


"Ex dividend 


a share 








Hisch.Low.Last.|Sales 
60 Air Reduc...102% 1025 102% 290 Con 
50 Ajax Rubber 13 13 13 20 Cont 

530 Allled C & D 91% 9014 91%} 260 Cont 
380 Allis-Chalm. 83% 82% &3 80 Corn 
90 AmBoschMag 32%, 32% 432% 

1,680 Am Can.....1885% 185% 188% 
170 Am Car&Fy.103% 103% 103% 
30 Am Chain... 24% 24% 24% 
60 AmDrugSynd 6% 6% 6% 
20 Am Express.138% 133% 135% 
380 Am H&L pf. 71% m. 1% 
180 Am C 4 113% 
150 Am For Pwr 34% 34k 
100 Am Linseed. 26% 

Loeo.. ..122% 


268 

165 Am oe 4 222% 

60 Am Metals... 46% 46) 

140 Am Radiator 975% Om 
730 Am Sm&Ref.102% 
150 Am Sug Ref, 62% 
Sum Tob 9% 


2%, 102% 
62% 
360 Am 
180 Am Tel&Tel.141% 
Tob..... P5% 


oY, 
OM 141% 
120 Am 
7 Am Woolen. 36% 
160 Am W Wks. 64% 
100 Armour, A.. 21 
190 Anaconda C 37% 
20 Assoc Oil . 38% 
130 A, T & S Fe.119% 
156 Atl, B & Atl 4% 
30 AtlLG & WI 44% 
510 At! Refining.111% 
50 Atlas Tack.. 10% 


610 Baldw Loco.112% 
235 Balt & Ohio. 77% 
200 Barnsdall, A 22% 
60 Beech-Nut... 67% 
770 Reth Steel... 38 
60 Bkivn Edis. .133% 
49 
150 Briggs Mfg. 42% 
10 Bklyn U Gas &9% 
100 Burns, B.... 294 


1,370 Caddo CO&R 1% 
60 Calif Pack..114 
180 Cent Lea pf. 60% 
340 Certain-Teed 49 
90 Chandler Mtr 35% 

t West 11% 
24% 
9 


16% 
547% 
44% 
3414 
46% 
33% 


290 Cruci 
160 Cub 
80 Cuba 
70 Cub 
33 180 Cuya 
71% 


150 D, L 
70 Du 4 


100 Erie 
80 El P 


REF 
6415 
21 
30% 
aR8u 


118% 


30 Fed 
270 Fam 


485 Fisk 


570 Gen 
80 Gen 
310 Gen 
300 Gen 

70 Gen 
130 Gimb 
195 Glidd 
150 Gdrh 
400 Gt 


200G N 
for 

320 Gulf 
40G M 

60 Hayes 


385 Huds 
170 Hupp 


200 India 
30 Insv 


170 Chi & N W. 130 Int 
340 Chi, RI &P 
80 ChiéEast Ill 
RO 
18) Chile Copper 334 
109 Chino Copper 20% 
70 Cluett, Pea. fi0% 
880 Coca-Cola ...117%4 
440 Col Fuel & I 37% 
20 Colum Carb. 48% 
170 Colum G&E. 65% 
80 Congoleum... 26% 
110 Con Cigar... 40% 


70 Kan 


410 Loew 


WL & 
310 Lud 
2,150 Mac’ 


150 Consol 


50 Cushmana 
280 Davison 


130 Dodge 
50 Do pfd. 
" 70 Eastman K..108% 108% 
20 Eaton A & § 18% 
100 Endi- 


1,025 El P&L cfts. 


290 Fisher Body. 73% 


390 Found 


West 
180 Gt North pf. 


140 Houston 


290 Ind C 


305 Int Com. .,. 
250 Int Harv....1084 
400 Int M M pf. 33% 
Nickel. 
300 Int Paper... 
9851 T & T C..114% 109% 
40 Jordan 


80 Kel Spgf T.. 
390 Kennec 
775 Lehigh Val.. 


610 Louis. 
240 L-Wil 


FRIDAY, JUNE 5, 1925. 


CONSOLIDATED EXCHANGE 





Sales. High 
160 Macy Co.. 
150 Mallinson(H. 
R.) & Co.. 26 

200 Maraca, Oil 

30 Mat AlWks. 

100 Manhat E!.. 

645 Mar Oil & R 

20 Max Mot. B 

efts 

140 May Dep St.123% 
310 Miami Cop.. 9% 
765 Mid Cont P. 35 
160 Mid Sts Oil. 
90M, K & T.. 33 
180 Mis Pac pf. 7 
805 Mont Power 
200 Mont Ward.. 5 
973 Moon Mot.. & 
75 Mother L ¢ 
130 Motor Whl.. 25 
175 Natl 


Higch.Low.Last. 
% 2% 

65% 65y% 

10% 10% 

33% 33% 

4% 4% 

65 

29% 

11% 

| 


53% 


Textile. 
Can... 
Motors. 
PR. So 
Dis.. 
ble Stl. 
Am Sug 2 
Cane 8 
CS pf. 5 
mal F.. 535 
Ch. 35: 34 
& W. 145% 143 
e Nem.169% 169% 
B. A. 22% 23% 


we now 
. 78% 78% 


18% 
66% 
37% 
10 
31% 
& T. 30% 30% 
P-Las.103% 102% 
72% 
Rub... 186% 16% 
Co... .114% 114% 
Asphalt 14% 53% 
Cigar... 85% S5% 
Elec... .2%0% 287% 
Motors. 76% 76% 
Pet. ... 52% 51% 
el Bro. mh 
en Mot. 20% 
(BF)Co 50% 
S.106 104% 104% 
67% 87% 67% 
Certs 
Ore P. 27% 27% 27%/| ! 
St Stl.. 84% 82% 
& N R. 29% 209% 
Whl.,. 36 36 
O.. 68% 65% 
on Mot.. 64 3 
Mot ¢ 
>& G.. 
n Refg. 
Cop.... 


John,, 66% 
Ist pf. 37% 
rod M.. 16 
32% 


Acme.. 
130 Nat Clk & S 73% 
50 Nat Dist.... 34% 
90 Nat Dep St. 43% 
50 Nev Cn Cop 12% 
9ON Y Air Bk 45% 
270 N Y Cent...116% 
230 NY, NH & H 327 
SEN YO& W 
150 North Am... 
60 North Pac... 
140 N Y Canrs. 
290 Otis Steel 
89 Owens Bot.. 3 
550 Paige Det M 2° 
1%) Pacifie Oll.. 5 
740 Pack Mot... 2 
90 Pan-Amer. 
Pet & Tr.. 7 
,080 Pan-Amer. 
Pet&TrB 
20 Pen & Ford 
10 Penn R R. 
150 Penn Seabd 
Steel 
160 Phila 
70 Phil Rg Coal 
& Iron..... 39% 
185 Phillips Pet. 45 
410 Pierce-Arr.. 
#60 Pier-Ar pf.. 7: 
100 Pier Oil pf. 32% 
200 Pierce Pet.. 
SO Pitts Util pf 
MP & W V.. 4 
30 Postum Cer.113% 
10 Pitts Coal.. 45% 
60 Pres St Car 51% 
90 Prod & Ref. 26% 
40 Pub Ser N J 69% 
100 Pull Co.....138% 
180 Pure Oil.... 29 
775 Radio Corp. 55% 
140 Reis Co..... 20% 
200 Rey Steel Sp 12% 
«++ 37% 


L 


hers 


208 
20% 
51M 


20% 
51M 


83% 
29% 
36 
68% 
63% 
17% 
30% 
844 
254 
41% 
107% 
33% 


17% 
30% 

844 8% 
Qh 244 
2% 4114 
2 107% 
33% 
28%, 
68% 


17% 


30% 


+ 28% 
69%, 


4214 
32% 
17% 
48% 
80% 
29% 
17% 


Mot. 42% 
C Sou. 32% 
Cop. 


s Inc... 


Nash. 
eel... 35% 34% 34% 
Trk...179% 174% 178% 


. 88% 


-Low.Last 
87% 88% 


High.Low.Last. 
14 14 14 


Sales 
70 Replogle St) 
90 Royal Dutch 
N Y shares 51 
29 Seagrave ... 14 
350 St L-S F... 83% ‘ 
280 St LS W... 45 » 44% 
39) Savage Arms 61% 61% 61% 
130 Schulte R S.110% 3, 110% 
i) Seabd AL pf 42 42 
190 S M% 


2 


ty 


114 
122% 
Oe . 
0 Simmons Co 41% 
Simms Pet.. 24% 
Oo Sinelair Con 21% 
South Pac..100\% 
Southern Ry 9 
30 Do pf..... S14 
420 StdGas&Elec F1% 
60S O of Cal.. 58% 
70S O of N J.. 43% 
10 Std Pl Glass 10% 
450 Stew-War.. 681. 
370 Studebaker.. 
1% Superior Oil 4 
30 Symington. . 
90 TennCop&éCh 10% 
185 Texas Co... 48% 
70 Tex Gulf Sul.106% 106 
SQ. TexéP C&O. 12% 
150 Third Av .. 105% 
70 Timken R B 40% 
310 TobaccoProd 79 
20 DoA .....100% 
0 TranscontOil 5 
0 Union Oil... 
Inion Pac. .137! 
Iniv Pipe&R 3 
2 8 rr 
'ndrwdType 
Tn Alloy Stl 2 
in Drug ...1213 
TSCI P&F.16: 
I $ Distrib 3 
’SHoffMach 
' S Ind Alc. 88 
IS Rityél..129% 
J S$ Rubber 46% 
Do pf ....101% 
120 Va-CarCh pf 16% 
160 Wab pf, A.. 
70 West Penn. 
100 West Elec.. 
,, TY Bop 
10 West Pac... 
360 W'houseE&M 7 
790 Wheel&L F, 
20 White Eagle 2 
415 White Mtrs. 
840 Willys-Over. 2 
260 Do pf .....101% 
380 Woolw'th ..1381%4 
170 Worth Pump 40% 
260 Wright Aero 25 
149. Wrigley .... 5 
3GTellow Taxi ; 
2° YngstwnS&T 65% 
150 Reading rts. 15% 


34% 
14 


45g 


15% 





653% 
15% 


} par 


~ 
ae 


ats 


} ton, 


| The Board of Directors has this day 


x 
CONTINENTAL 


BAKING 
CORPORATION 


declared the following dividends: 


$2.00 per share 
on the outstanding 
PREFERRED STOCK 


$2.00 per share 
on the outstanding 
CLASS A 
COMMON STOCK 


Both dividends are payable on July 
1, 1925, to stockho!ders of record | 
| on June 13, 1925. The transfer books 
| will close for dividends on June 13, | 
1925, and will reopen on July 1, 1925. 


BRAYTON CAMPBELL, 
Treasurer. 


| June 5, 1925. 





AMERICAN GAS AND ELECTRIC 


Extra Dividend, 


An 
tieth 
t 


America 
been dec 
of 
non-par value COM) 
pany on July 1, 1023, -to 
of recerd 
the close of t 
stockholders ho 
1925, 
value 
shares 
| change but not 


ings 


10, 


value 


extra dividend at 
(1-50) 
he present non-par va 


COMPANY 


June 
rate of 
each 


York, 
the 
on 


New 


of share 


a 
Gas and Electric 
lared out of 
the compan 


the book’ ‘of the 
June 10, 19 


have not prior 


on 
iness 


surre 
shares 
upon 


in exchange for 
the making of 
prior to July 1, 


t 1 
FRANK B. BALL, §S 


ec 


r to 
ndered their certificates for 


Common Stock. 
3, 


1925. 
one-fif- 


share of 
lue COMMON Stock of 
Company has 
the surplus net earn- 
. payable in full paid 
IN Stock of the com- 
gidersf sucit stoc® 
npany 


at 
and to 
June 


non-par 


such ex- 


etary. 


AMERICAN GAS AND ELECTRIC 


COMPANY 
Preferred Stock Dividend 
‘ York, June 3 


New 


1925 


The regular quarterly dividend of One Dol- 
lar and Fifty Cents ($1.50) per share on the 


issued 
value 
pany, 


lars 

Stock 
ter 
hereby 


earnings of 


and outstanding, 
Preferred C 
and one n 
on the issued and outst 
($50.00) 
of 
ending July 


unstamped, 
Stock 
lf per cent 


Preferred 
both for 
1925, 
out of 
company, 
< ders of 


par vaiue 
company, 
21 
ol, 


the 


the 
payable 
record 


declared 
the 


1s 


10. 1925 


anding Fifty 


t the close of 


non-par 


of the com- 
- (1%%) 


Dol- 
Capital 


the quar- 
be and the same 
surplus net 


August 
on the 
busi- 


FRANK B. BALL, Secretary. 





AMERICAN GAS AND ELECTRIC 


A 
five 
vaiue 


record 


10, 
par 
value 


change, 


regular 
cents 
Common 
Electric Company has been 
| the surplus net earnings of the company fo@ 
the quarter ending 
July 1, 
on the books of 
close of business June 10, 
to stockholders 
1925, 
vaiue 
shares 


COMPANY 
Common Stock Dividend. 
New York, 
quarterly dividend o 
($.25) per share on the 


Stock of American 


¢ 


30, 


. 
of 


June 1925, 


1925, to holders 
1925, and 
who have not prior 
surrendered their 
shares+in exchange for 
upon the making of 
but not prior to July 1, 

FRANK B. B 


ir 
hii, 


June 3, 


such stock 
the company 


certificates 


1925. 
twenty 
non-par 


Gas and 
declared out of 


payable 
of 

at the 
payable 
to June 
for 
non-par 


such ex- 
1925. 
Secretary. 


$< $$$ 


STORES, Inc. 


/KAUFMANN DEPARTMENT 


Preferred’ Dwidend No. 50 


The 


June 


Directors have 
$1.75 per share on the Pr 
able July 


Pittsburgh, Pa., June 
jeclared a 
eferred 
h 


1, 


1925. 


1925, to all 


Cheques will be 


OLIVER 


M 


3, 
Div 
Stock, 


Olders of 


1926. 
idend of 
pay- 
record 


KAUFMANN, Treasurer. 





FINANCIAL NOTICES. 





Galveston-Houston Electric Company 


To the Holders of 


| Three and One-half Year Seven Per Centum 


Secured Gold Notes, Dated February 1, 


1922, and Due August 1, 


1925. 


Notice is herepy gfven that all of the out- 


Pe 


| Houston 
1922, 


A and 


said 


1922, 


will be paid on July 
value and ‘ued 
the office of The 


at 


Square, 
5 | tation and 
, | August 1, 


One-half 


and 


Year 


Seven 


Notes of Galveston- 


trie Co } dated 
and due August 1, 1925, 
Series B, are, in 


Electric 
Trust Con 


Trustee), dated 


1, 1925, att 
accrued intere to J 
At 

Boston, Massachusetts, 
surrender of said 
1925 coupon thereon. 


F 
both Series 
accordance 
Article Ill of the Indenture entered in 
2 Gaiveston-Houston 
‘with The Commonwealth 
Trustee (The Atiantic 
Successor 


National Bank 0 
February 

called for payment and retirement, and 
he 


upon 
notes W 


“ebruary 


with 
to by 


Company 


ipany 


4, 


presen- 
ith the 


Interest on said notes will cease from and 


| after July 1, 


1925. 


GALVESTON-HOUSTON ELECTRIC COM- 


By 


HENRY 


PANY, 
T. GRAHAM, Treasurer. 





The Intermountain Railway, Light and Power 


Company 


Missouri-Tetas 


System. 


First Mortgage and Prior Lien Six Per Cent, 


Notice 
mounta 
pany (whose corpors 


*ublic 


provisions of 
January 
Colorado 
William 
notice to said Trust Company of its 
to redeem the whole 
by said Indenture 


cured 


accrued 
the next 
said 
same on July 1, 
| the office of The 
Company 
Coiorado, 
Trust Company of New 
| New York. 

| will cease on 
COLORADO 


of 


THE 


in 


Twenty-Year 
is 
Railway, 


Gold Bond. 
n that 


hereby 
I and Pow 
te name is! 
Service ompany), pr 
the mortgage Inc 
1, 1917, and executed 
itle and Trust 


by 


issue of 
by paying 
rest therefor on July 
interest payment date. 
bords are notified to 
1925, for ¢ 


inte 


in the City of 

or at the office « e 
York in t 

Interest on 

July 1, 18 

TI 


COMPANY, Trustee. 


By J. 


ARTHUR C 





CREW 


o'clock 


| BANK 


(Formerly Con 
City 


GAGE 


LEVICK < 
6% 


GOI 


SINKING 
.D BONDS. 
, iven that 


noon, 2 
OF NOF AMERICA 
COMPANY, Trus 
merci 

Hall Square, 
JOHN H 


Th 


Compa n 
1. Tlowbert as Trustees, has give 


the bonc 


The hol 


present 


a 


ny 
tion 
103 
1, 1923, 
de 


said issue of 


FUND 


npany) 
Pa 


N, Chairman 


EDWARD C. BUDD MANUFACTURING 
COMPANY SIX PER CENT. SINKING 


The 


FUND CONVERTIBLE 


GOLD 


ter 


signed 


nds 
LIGGINSON & 
Sinking Fund 
-RES 


- on 


BONDS. 


of 


Agen 





merly 


firms 
sent. 


and 


are to 


Dated, 


COPARTNERSHIP 


CHARMAPHONE 
Notice n 
SIMPSON 
members of the 
CHARMAPHONE 
BROS., 
on 
All d 


all demands 


NOTICES. 





is 


ereoy 1 
and JACK W 


have 

May 
ebts 
are t be receive 
who is continuing 
name of the CHA 


IN, 


upon tl 
i to |! 

Mav 
MARK 


be present 
New Yo 


re 


UNITED 
FIRST 
710, 


| Room 


4 |' Street, 
MAY CONCERN 
obstructed and 

| tug boat 

% | River at ikeepsie, 

% | hereby given that unless 

| moved by the owners wi 
from June 6, 1925, 

*| United States under 

proposa 

(Daylight Saving 

then opened for 

formation on application. 


JACK 
STATES ENGI 
DISTRICT, N! 
Army Build 
New York, N 
navi 


“Delz 
Poug! 


the 


it will rfno 
au 
recely 
Time), 


removing 


s will be ad 


July 1 


é CO.-SIMPSON B 
; SIN 


n as 
SIMPSO 
the 


> WHOM 


ROS.—~ 
MARK 
. for- 
the 
N 


aid 


, 
| 
i 


IT 


vation is 


wreck of the 


Hudson 


NOTICE 


ved by the 
ority of law. Sealed 
here unt : 


il 12M 


925, and 
said {Areck. 


In- 





‘FINANCIAL> 


THE 


‘WHEAT HAS ABULGE| OMMoprry Prices. | ANOTHER RISE LIFTS 


Spot Cotton: Continn Continnes Higher— 


4 BUT THEN DECLINES Nea athe aceon 


Early Spurt by Buying dec hes pcmcia 


duly Close to $1.71, and 
by _. Profit Sales Follow. 


Feature of the trading in cash staples 
|yesterday was the continued strength 
in spot cotton, which rose 85 points to 
24.70 cents. At this point the staple 
|stands at a gross advance of 135 points 
}over the price established last Tuesday, 
{the day of the Government crop report. 
| Elsewhere prices were only slightly 
changed, 
| Yesterday's closing wholesale cash 
| prices for commodities, in the New York 
{ 


PUBLIC IS BUYING CORN 
December Makes a Small Gain—| 
Oats and Rye Likewise 

Go Up. 


‘ market unless otherwise noted, were: 


June if May 28, June 5, 
FOODSTUFFS: pos 1924. 
| Wheat, .204 
Cort n, 


Rye, 


1925. 


2.11% 


© 


No. 2 
No. 2 yellow.... 
ge aR Ag eS 
Oats, No. 2 white... 
Flour, Std. Sgp. pts.8.75 


| 
+] H 

! | 

| 

| Coffee, No. 7 Rio. 
|5 


1.2 
9.2! 


Bpecial to The New York Times. 

CHICAGO, June 5.—What was re- 
garded as eleventh-hour buying by the 
public was instrumental in causing a 
bulge of 2% to 4%4 cents in wheat fu-| 
{tures at the start to a new high on the 
crop for the September and December, 
while July touched $1.70%, or within 2% 
cents of the best figure of the season. 
The bulge brought heavy and aggressive 
selling, headed by local traders, who 
were impressed by the fact that values | 
were up 11% to 135 cents from the low | 
of Tuesday and were disposed to take | Cotton, 
profits. Printe lo 

While the buying by commission | 
houses was persistent, so was the sell- 
ing, and the finish showed net gains of | 
only % to 1% cents, a rally coming to- 
ward the last on short covering by ‘‘the hem ol oi con rom tas 
pit” element. | Sugar .06% Jan, 

Barring the possibility of Jocal thun-| Butter .... Mar. 
derstorms in parts of the West and| ae 
Southwest, the forecast held out little 


@9.25 
-21% 
0570 
43 


sugar, granulated .... 
| Butter, cream,92 score. 
| Eegs, fresh-gathered 
firsts 
Lard, Mid. 
| Pork, “st 
Beef, family...... 20.00 @ 23.00 24.00 
METALS: 
Iron, 2X, Phila....22 .00@ 23. at 33. 00 
Steel billets, Pittsb’ gh. 40.00 
Lead - 8.85 8. 7.00 


12.75 
Zine, 


10. 
at 
23. 


75 
00 
00 


23.50 


8. 50 o r30 


to 
E. St see 
2.10 
29.55 
06% 


a 24.70 

06% 
Range ‘of prices, 1925, to 
—-Highe st 


upland.... 


~-Lowest.- 
Wheat 4 6814 Apr. 
Corn « 1.52% J 4 -13% Apr. 
6 "R3% Jan. 3 12% Apr. 
Oats 71) Jan. 49 Apr. 
2 Jan. 0 Apr. 


| 


to 


_ 


On May 
37 = ©6Jan. 
.27% Mar. 
15.20 Apr. 
34. 00 Jan. 


to 


ts 


| was 


| points being followed by a decline of 40} 


COTTON $2 PER BALE 


July Sells Near 24 Cents, High- 
est Since May 4, and List 
Gains 35 to 39 Points. 


DRY WEATHER CHIEF CAUSE 


Liverpool Exchange Hae Holiday, 
but Foreign Interests Buy During 
the Morning—In-sight Statistics. 


Under the cumulative effects of dry 


weather in the South and increasing | 


nervousness on the part of a short in- 
terest in the July position, cotton ad- 
vanced $2 a bale yesterday, final prices 
being 35 to 39 points higher than Thurs- 
day. July sold at highest figures since 
May 4 and within a few points of 24 
cents. Though the Liverpool exchange 
closed, foreign interest bought 


during the morning and commission 
house traders continued to reduce out- 
standing obligations. Price fluctuations 
increased in range, an early rise of 25 
and this in turn by a rise of 50 points 
before the close. 

Week-end figures showed that spin- 
ers have already taken over 13,000,- 
000 bales this season or 2,750,000 in ex- 
cess of last year to date. Exports for 
the week were double those of a year 
ago and aggregate 7,832,000 for the 
season. Combined port and el gh 
stocks are only 70,000 bales over the 
quantity held a year ago. 

A substantial volume of overnight 


July sold above 23% cents. This strength 
advanced late months and new ‘crops 
rose a quarter of a cent in early trad- 


ng. 

A block of October for sale at 2° 
cents halted the morning advance an 
with showers. predicted for Oklahoma, 
West Texas and the Panhaardle region 
a setback of 40 points followed. As July 
sold under 23% cents, however, the quan- 
tity of contracts for sale diminished 
and when the covering of July was re- 
sumed during the afternoon prices rose 
rapidly. The execution of every buying 
order in July served to create buying in 
new crops ahd the whole market ad- 
vanced to highest levels of the session. 
July sold within a few points of 24 
cents, while "Docensber rose to 25%, cents, 
with the list closing at the top 

Statistics showed “62,000 bales in sis 
against 54,000 last year, making 14,2 
000, against 10,875,000 last year. 8 in- 
ners took 194,000, against 141,000 last 
year, making 13,090,000 for the season, 
against 10,327,000 last year. The visible 
supply decreased 132, compared with 
86,000 decrease last year, leaving the 

| world’s visible supply of American cot- | 
| ton 2 2,146,000, against 1,418,000 a year 


ago. 

Yesterday's quotations follow: 
Previous 
Close. Day. 
23.91-95 23.56 
.85-88 22.06 
. 23.50-53 23.15 
Jan, ..22.95 22.63 22.10-12 22.72 
March 28.25 22.93 23.87-40 23.02 
The local market for spot cotton was 
steady, 35 points advance to 24.70c for 

middling upland. 
Southern spot markets were: Galves- 
ton, sales 1,007 bales at 24.85c, 35 points 
advance; New Orleans, sales 282 bales at 


High. 


23.95 


23.38 


Open. 
. -23.70 
.- 28.16 
- 23.35 


Low. 
July 23 38 
Oct. 


Dec. 53. 08 


. PUBLIC UTILITY STOCKS. | FOREIGN INTERNAL SECURITIES | 


table 
eurrency of issuing countries: 
Issue. 
i919 
1920 
1919 
1927 
1929 
1929-47 


1919 
1919 


American Public Utilities 
American Public Utilities pf...... Hs 
peer Power e 78 


rheoees Power p see 
pe Light & Power pr. 
Assoctated Gas & Electric pf.. 
Brooklyn Borough Gas 
Cen. Til, Pub. Ber. 6% pf 
Central States Electric........... 89" 
Central States Electric pf...... 89 
Citles Service, new interim...... 3 
Cities Service pf.... 
Cities Service, B 
Cities Service pf., 
Citles Service, bankers’ shares.. 
Columbus Ry., Power & Light... 
Columbus Electric & Power 1144 
Columbus Electric & Power 2d pf.100 
Conn, Light & SSoen 7% pt 
Conn. Light & Power 8% pf 
Consolidated Gas pf.........---++ { a: 
Consumers’ Power 6% stocks 
Continental Gas & LElec., partic.. 
Continental Gas &-Elec., prior... § 
Eastern Texas Electric 
Eastern Texas Hlectric pf 
El Paso Electric 
El Paso DBlectric 
Empire Gas & Fuel pf.... 
Federal Utilities 
Federal Utilities pf 
Galveston-Houston Electric 
Galveston-Houston Electric pf.. 
General Gas & Electric 
General Gas & Electric cv. pf.... 
General Gas & Electric pf., yf esate 
General Gas & Electric pf., 
Georgia Rallway & Power 88 
Georgia Raliway & Power 8% pf. os 
Georgia Railway & Power 7% pf. 


o8 
- 52 
90. 





24.85c, 25 points advance; Savannah, 
sales 234 bales at 24.73c, 41 points ad- 
vance; Augusta, sales 370 bales at 
25.13c, 38 points advance; Memphis, 
sales 600 bales at 24.00c, unchanged; 
Houston, sales 317 bales at °24.45c, 15 
points advance; Little Rock, 25.00c, 50 
points advance; Dallas, 24.50c, 45 points 
advance. 

Yesterday's cotton statistics were: 
Yester- Last Last 
day. Week. Year. 

Port receipts 1,396 4,481 4,396 
Exports 13,431 11,257 
Exports, season... 7,745,948 5,304, 

N. Y. stocks 160,784 65,432 
Port stocks 643,251 346,849 
N. Y. arrivals ... 
Liverpool—Holiday. 





7,862,251 
142,890 
444,819 

none 


| Northern 
| Northern 


Illinots Power & Light 

Jer. Cent. Pow. & Lt. Co. 7 
Kentucky Securities Corp 
Keystone Tel. (Philadelphia) 4%.. 5 
Kings County Lighting 7% 

Lehigh Power Securities 

Michigan Electric pf., 

Mississipp! River Power.... 
Mississippi River Power 
Mississippi Power & Light 


| Mountain States Power 


Mountain States Power pf........ ¢ 
National Public Svce., A com.... 
National Public Service 7% pf.... 
New York Steam Corp 

North Carolina Public Serv, pf.. § 
Northern N. Y. Utilities 7% pf... 
Northern Ohio Power opts., w 
Northern Ontario Lt. & Power... 
Ontario Lt. & Pow, pf.. 
Texas Electric 


wi Asked. 
95 


93 


.| City of Pelotas....§ 
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FINANCIAL. 


MISCELLANEOUS MARKETS 


Securities in subfoined 


Security. Rate, 
Belg. Restoration..5 
Beigian Prem.......5 
British Fund 4 Mar., 
Brit. Nat. W. B..5 Oct., 
Brit. Nat. W. B...5 
Brit. Nat. W. B...5 
British Consol.....2% 
British Victory....4 
Denmark 5 
Denmark 
French Govt. 

French Govt. 

French Loan 

French Loan 

Italian War Loan 
Mid. R. R. ava 
Norway 

Norway 
Paris-Orleans Ry...6 
tPolish Govt...... 5 
"Warsaw 5 

Prague 4 
Russian .4 


Sept., 


rentes... 


Payable in currency other 
issuing countries 


Arg. (unlisted)... 
Arg. (rescission). .6 
Bolivia 
Brazil 
Brazil 
Brazil 
3razil 
brazil 
Brazil 
Brazil .. 
Buenos Aires 10-yr. 
gold bonds 6s.... 
Buenos Alres 5s, 
1915, £10 pleces.. 
Buenos Aires 5s, ‘15. 
£20-£100 ‘plete. 
Canada 
Janada 
Central Pac, 
(European issues)4 
*., M. & St. 
Chile 
Chinese Reorg 
Chine Franco 


(rescission) .4 
4% 


Colombia 
Sosta “ 
ae sae. 
sk Govt. 

Mes xican 

Sao Paulo, Fr. St. 5 
Uruguay 5 
Uruguay 


1894 
1917 
1931 
, 1920 
1920 
1960 
1920-70 
1921-31 
1966 
1920 
1921 


1963 
1911 
5,'20 
1914 
1842 
1907 
1915 
1919 


payable in 


Bid. Asked. 
31 34 
35 
4 
101% 

102 
96 
54 
88% 

163 

1% 


20 
~~ 


88 

S6 
103% 
104 


23 
56 
90% 


1804 
than 


-5 Bept., 1945 
1945 


1940 
1913 
1895 
1889 
1900 
1883 
1888 
1940 


1946 


1237 
. 1933 
1946 
1925 
1911 
1913 
1295 
1911 


? 


| (The subjoined quotations, calculated | 
| °3 a percentage basis, 


EQUIPMENT BONDS. 


of the prices for all maturities.) 


Name. 


Atlantic Coast L..1925-35 
Baltimore & Ohio.1925-38 


Bethlehem Steel.. 
Boston & Albany. 1925-27 
Roch, & P. 1925-38 
Canadian North'n. 1925-29 


Buftf., 


Maturity. Rate. 


Bid. 
5.25 
4.95 
5.00 
5.35 
6.50 
4.90 
5.20 
6.15 


6 

64 
4%,5 
1925-35 6 
1925-30 7 

4% 
4%,5,6 


1925-36 


Canadian Pacific. 1925-32 


Cent. 
Do 

Cent, 

Ches. 


Do 


Chicago & Alton. 


Chit., Bur. 


| Col. 
Del, & Hud 
Do 


Gt. 
Do 





» Kan. & Tex.. 
Pacific. . 


Missouri 


of Ga. Ry.. 
& Ohio..... 1925-39 


o's 


& Southern. .if 
sOn.... 
| Erie Rallroad 


Fruit Grow. Exp.. 
Northern Ry.. 


Long Island 
} Louis. & Nash. 


RR. R.of N.J.1925-33 


1925- “38 


ar 
vi 


1925- 


Socccedeceges 1925-35 


- 1925-37 
-1925- 35 


Fo 


va 


CA OREM CNX 
> S29 ac 


ao 


CAROLS Ce Cr 


ai 
Fou 


i) 


De OORT S TOSS aS 
» 


Ask. 


00 | Amalgamated Leather : 
a pa | Do of 47 
‘9! American y - 


are the average | 


INDUSTRIAL STOCKS. 


Yester- Thurs- 
day. day. 
Bid. Asked. Bid 
116 114% 

{ 108 


8% 


Alpha Portland Cement .... 
Aluminum Mfg 


121 


4. 75 | American 


5. 05 | 


American 
American 


6.00) 


4.50} 


4.80} ,Do_ pt 


4.85 


4.75| Atlas Portl’d Cement new.. 


4.60 


5.00 | Bliss, 


American 


American Cyanamid 

BD Wis dAcscucesscsangnces &3 
48 
Babcock & Wileox 5 
Barnhart Bros. & Spindler.102 
gE. W. ; 


4.85 | Borden Co 


4.80 
5.00 
5.35 
5.00 
5.35 
5.50 
5. 05 
4.80 | 


4.89) Bowman-Bil t. 


Do pf. 

Hotel 7% pf.. 
Do $5 2d 

Bucyrus 

Campbell 

Cel lluloid 
Do pf. 

Christie 
Do pf. 

Clinchfield Coal 
Do 


Soup pt 
Corp 
Brown & Co., Lid. 


Corp.. 


Dp 
4.85 | Dixon (Joseph) Crucible. 


5.25 3 | Durhar 
5.03 | 


n Duplex 
Do 


5.20 | Gamewell 


5.00 | 


5.00 | 
6.25 


4.95 


me OF OT OT OE de oe OF oe Ot 
¢ eC 
¢ o 


Tltbetabetat 
i 


UV} Nat. 


Do pf 
General Railway Signal.. 
_Do pf... 


rnsville, 


ar “Rubber Mts. “Co. 


Johns-> 
Manhatt 


National ( ‘asker ‘Co weeecdce { 
} National Fue 
Lumber & 

} New Jersey i 
Niles-Bement-Pond 

Do 
Paige-Detroit 
Pettibone Mul 7 
Phelps-Dodge Corp. 
Procter & Gamble 

Do 8% 

Do 6% 
} Royal Baking Powder. 
Do 4 


N. | Rolls- — com 

Do 
Ric A wae 
| Safety Car Heat & Light.. 
Singer Mfg. C 2 
| Singer Mfg. Co...........- 
Standard Screw Co.. 
Standard Textile Products.. 
Superheate a 

Thomps on- 
| Do 7 


buying orders were received by various 
commission houses as a direct result of 
Thursday’s sharp rise in prices. Many 
of them were in July, where liquidation 
and selling had proved the heaviest dur- 
ing the severe break several weeke ago. 
Whn old crop months went into new 
low ground below 23% cents, where cach 
price recession had been halted throtgh- 
out the Winter, an extensive long inter- 
est sold out and pressure carried July 
around 21% cents. With dealers paying 
heavy premiums for good staple cotton, 
with exports still remaining heavy and 
interior stocks less than a Year ago, the 
demand from trade sources disclosed a 
speculative short interest, which has 
been hurriedly reducing obligations the 
past few days. The rapid rise i a 
cent a pound in vial Me -elght hours 
brought in outside covering orders for 
execution on the call yesterday and 


NEW INCORPORATIONS. 


raverman Construction Co., $10,- 
and B. Sperling, L. Braverman. 
Davidson & Davidson, 49 Wall St.) 

Tappan Development Corp., realty, $200,- 
000; M. Weinberg, J. Alpern, L. Zazella, 

(Atty., U, S. Tasch, 1,270 Bway.) 

Frank P. Kruger Co., foods, 2,500 common, 
jno par; E. P. and M. A. and J. Kruger. 
(Attys,, Teitelbaum and Jay, 305 Bway.) 

Lexington Ave. and Eighty-fourth St. 
Corp., realty, $5,000; J, Bernhart, C, Z. Ber- 
nard, K. M. Harper. (Attys., Weschler & 
Kohn, 29 Bway.) 

Chatham Radio Corp., $10,000; D. M. 
E. R. Goldberg, J. Schoenberg. (Atty., 
Rubin, 120 Bway.) 

Rudinger & Bedach, clothing, 250 com- 
mon. no par; A. B. and H. Rudinger, B. 
Aventi B. Bedach. (Atty., A. Lichtig, enn er) 
Horan. | J. A. James, taxicabs, $20,00 

*| Weinreb, C. B. James, B. Sahel 
E. Morganlander, 1,540 Bway.) 
Bond Sales Corp., 200 common, J. BP. Stetson, merchandise, 3,000 common, 
Schier, M. Antine, M. Blume.|no par; J. P. Stetson, F. A. K. Boland, 
& Ettinger, 280 Madison| Cc. J. Gampbell. (Attys., Campbell & Bo- | 
| land, 9 East 4ist St.) | 

Potter Motor Bales Co., 100 shares, $100 
each: 200 common, no par; J. A. Omella, 


tPer 100 zloty. “P er 1,906 Polish marks. 


5 


AC Oat Oats Shot ht crs to Walco WD 


Northern Texas Electric pf 
Oklahoma Gas & Electric pf. 
Pacific Gas & Electric pf.... 
Penn.-Ohio Securities Co 

Portland Ry., Light & Power.... 
Portland Ry., Light & Power a 
Power Corp. of N. Y. 7% pf...... { 
Public Service ‘Co! pf.........++. ¢ 
Puget Sound Power & Lt. 6% 

Puget Sound Power & Lt. 7% 
Republic Railway & Light..... 
Republic Railway & Light pf 
Securities Corp. gen. com 
Securities Corp. gen. pf.... 

Sierra Pacific Electric 

Southern Power & Light of Md.. 
Southern Power & Light 
Southwestern Light & Power A... 35 
Southwestern Light & Power B... 15 
Standard Gas & Light 7% pf. - 99% 
Standard P. & L. pi. (with com. ).106 
|Tampa Plectric Co. we 

Tenn. Electric Power. 

Tenn. Electric Power 7 

Tide Water Power 8% ees 
Toledo Edison pf..........+.++++- 99 
Utilities Power & Light 7% ctfs. 99 
Utica Gas & Electric pf.. 

West Missouri Power pf.......... 91 
| Western States Gas & pera ge 19 
| Western States Gas & Blectrié - 90 


GUARANTEED STOCKS. 


Jan, 
May 
May 
Apr. 
Apr. 
Apr. 
May 

f May 
U6% May 


Mar. 2 
hope of relief from the present hot wave | eee: 
or a breaking of the drought. rang, | Lea Jan. 
Dakota and Montana had good rains, oe 
but hot winds again prevailed in the| 5). Jan. 
Southwest. St. L. 8.12% Jan. 

First threshin ..26.05 Mar. 
showed a yield of around fourteen! 
bushels per acre, when only ten to) 
twelve had been expected. 

Winter 


CANADIAN | PUBLIC SECURITIES. 
in United 


Rubber Market Reacts. 
Crude rubber market reacted yester- 
day, realizing sales by those who have 
handsome profits at these priecs send- | 
ing the general market sharply lower. 
Spot ribbed smoked sheets yielded 1 cent, 


to 77 cents, while other leading grades | 
dropped from 1 to 5 cents per pound. 

The future market was also weak, o 
tions following the break in spot stock. 
Brown crepe tin was quoted at 73 cents; 
first late straight was 76 cents, and 
amber No. 8 and fine up-river propor- 
tionately lower. Reclaimed rubber mar- 
ket was steady, with tire and shoes at} 
9 cents, and tubes at 13 cents per pound. 

London was moderately firm, showing 
a gain of 14d at 39d. 


Lam 


Payable, principal and interest, 


States gold coin, 
Security. 

Alberta wescceeess- 5s 

,, | Alherta 5 

2] Alberta 

Alberta 

British Columbia... 

British Columbia... 

British Columbia. owe 

British Columbla.. .5s 

British Columbia.. .6s 

| Calgary ° 

Edm ito 

Gtr. Win’ peg " Water.! 

Gtr.Win'peg Water.! 

Manitoba ’ 

Manitoba 

Manitoba 

Montreal 

Montreal 

Montreal 

New Brunswick 

New Brunswick 

Nova Scotia 

Nova Scotia . 

Ontario 

Ontario 

Ottawa 


Do 
Norfolk & West. 
Northern Pacific.. 
Pac. Fruit Exp... 
Penn, 
Do 
Pece Marquette... 
Pitts. & Lake E.. 
“A | Reading Co 
*| Seaboard Alr L..1i 
} Southern Pac..... 


d. Asked. 
101 
101% 
101% 
107 


Rate. Date. 
1939 
1943 
1948 
1947 


returns from Oklahoma | Cotton 


Pr intcloths eit 





a 
CF ae Oe OD ON OF OO Me OF ON ON On OH ON OF C8 Oe OF Ot Co Ce OH 


OT Mar. 6 
A decided scarcity of red Files Incorporation Papers. 

wheat has developed, with sales at St.| Articles of incorporation of the Flying 

Louis as high as $2.03, and a little mil- 

ler-paid 25 cents over July, or $1.93 


| Machine Corporation of America were 
for @ car on track here, an advance of jfiled with the County Clerk of Hudson 
5 cents in the basis. Charters 


Sunk for 85.600 bushels to Mont apa County, Jersey City, N. J., yesterday. 
e for 55, ushels to Montr a ; 
No export business of consequence was The capital stock is $500,000, of which 
claimed at the seaboard, with sales of |$5,000 has been subscwibed by Julius 
269,000 bushels, largely durums to Italy. | von Waldy, said to be the inventor ofa 
Primary arrivals today were ee es type airplane. 
bushels; week ago, 1,076,000; last year, 
661,000. Shipments were 844,000 bushels; | 
week ago, 1,072,000; last year, 671,000. | 
Public buying was strongly in evidence | 
in. December corn and in September and | 
December oats, the continued dry er | 
| 


p 
9} ictor Talking 
79 | White Rock 
a Do Ast 
| Do 2d 
x | Welch meee SMOOscccccccs 
| Do p 
| Woodward Irom com....... 
| Yale & Towne. 


Teh inkaaaae Baka cea we 


8 





Ooms 


st. L. 
—— 





DWwete 
S 3 


STANDARD OIL STOCKS. 


Yester- Thurs- 
day. day. 
Bid. Asked. Bid. 





23 


OSAMA 





oe 


Wabash R. Reece 
West. Maryland. . 
Do 


Anglo- 
} Atlantic 
Do pf 
} Borne-Se rymser es 
Buckeye Pipe L ine 
teint Ss | hesebrou gh 
| Do pf. 
JOINT STOCK LAND BANK BONDS | Cortinent weceeteees 
t Crescent | “Pipe Line 
| Cumberland Ptpe 
Eureka Pipe Line we 
Galena Signal Ol! pf (old). 
Do pf, (new) 
Humble Oltl & Refining... 
pannete Pi a Line 
Imperial Oll, Ltd. 
Indiana Pipe Line 
International Petroleum 
Magnolia Petroleum 
National Transit 
New York Transit 
Northern Pipe 
Onio Fuel 
Penn. Mex. Fuel . 
Prairie Oll & Gag 
Prairie Pipe Line ......-«s- 125 
Solar Refining : 
South Penn Ou 
——s Pipe Line 
S. W. Pa. Pipe Line 
Stand ard Ot! of Cal. 
Standard Ot! of Indiana 
Standard Ol] of Ky. ...... 121 
Standard Oil of Kansas .. 36% 
Standard Oil of Nebraska.241 
Standard Oil of New Jersey 45 
Do pf 
Standard Oil of N. 
Standard Oi! of Omo pf.. 
Swan-Finch Oil Corp 
Do 
Union 


American 
Refining 


Cc. & D. Garage Corp., Manhattan, to 
Urban-Hudson Essex Co. } 
Powqua Mfg. Co., Manhattan, to Powqua | 
Mfg. Co. 
Braun-Ashinoff+«Hamberger, 
Ashinoff-Cramer-Hamberger. 
Buffalo Better Business Commission, 
3uffalo, to Buffalo Better Business Bureau. 
DISSOLUTIONS. 
Hobson & Fitzgibbon, Manhattan. 
Westerman & Co., Lockport. 
Selin Land Co., Manhattan. 
Stillwell Co., Manhattan. 
Fulton Produce Exchange, Manhattan. 
Grahar Corp., Manhattan. 
Halil Realty Co., Manhattan. 
Buffalo Better Business Bureau, Buffalo. 
Northport Lumber & Coal Co., Northport. 
Unger Bros., Bronx. 
Borough Park Holding Co., 
Kessler Bros., Eddyville. 
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hot weather being the main influence 

The new corn crop is not, it is said, 
making the progress it should, due to 
the ary soil, while oats are reported os 

£ ecuo 
fre eentral yeas sehuse dances | of $2,317,500, were chartered today. They 

Corn closed 5g cent wighas on Decem- | include: 

tt and 4o% cents lo on the old | 
months, while éaie " were %@1% 
oon s higher. 

— gained 1@1\% cents in sympathy 
with wheat. 

Primary arrivals of corn were 882,000 
bushels; week ago, 1,090,000; last year, 
652,000, and shipments, 610,000 bushels; | 

* week ago, 593,000; last year, 741,000. 


Chicago. 


Today’s Chicago prices for 
‘ grains were as follows: 


WHEAT. 


New York Charters. 
Special to The New York Times. 


ALBANY, June 5.—One hundred new cor- 
porations, with an aggregate capitalization 


| DONA MDa 


vag" Be B 
0; FE 
(Attys., 
Manhattan, Saskatchewan 
Saskatchewan 
Saskatchewan 
Saskatchewan 
Toronto 

| Toronto 
Toronto 

} Victoria 
Winnipeg 
Winnipeg 


Rate. 
1} 


bell Company 

Albany & Susq. R. R..... 

Atlantic & Char. Air Line. 

| Canada Southern R. R..... 

| Cleveland & Pittsburg R. R. 

Erie & Kalamazoo 

| Fort Wayne & Jack. 

| Georgia R. R. & Bank 202 

Gold & Stock Telegraph... 113 

Lacnaws sae R. R, of N. 80 

Minn., St. &8.8.M 4 | 

Morris & pd R. R.. 7 | 
| 


Bid. Asked. 
202 «205 
175 

574% 

70 


13% | 

101 

101% | 

107 

i ion 
ic 

102% me — of Chicago, 

103 

101% 

101 


Bank of Issue. Rate.Maturity.Bid.Asked. 
Chicago of Chicago, _ 


102% 
106 


MANHATTAN. 
Weiss Realty Co. 
Weiss, K. Kramer, O. Block. 
ings & Gleason, 258 Bway.) 

Greenvale Estates, realty, $100,C00; C. H. 
Mott, C. Bert Anzel, J. F. Curtiss. (Attys., 
| Strong, Mellon jand Fuller, 27 Cedar St.) 


Adrian P. Schmidt, gymnasiums, $10,000; 
. P. and M. Schmidt, H. A. Shafran. 
(Atty., S. Rasch, Woolworth Bldg.) 
3,063 Hull Av., realty, $5,000; L. 
and V. Brunelli. (Atty., M..J. 
Bway.) 
Consumers 
no par; M. 
(Attys., Osborne 
Av.) 

| Consolidated Buyers, merchandise, 200 com- 
| mon, no par; F. Livermore, W. J. Dunn, 
|J. T. Arnold. (Atty., W. C. Davidson, 22} A. §. Tobias, -H. G. Wacker. (Attys., A 2 4 
Last | Exchange Place.) | Marvin & Pleasants, 150 Bway.) 2,500 shares, no par; John Pomfret, Blanche 
Year.| Ship Grill, restaurents, $10,000; R. R. Alamac Operating Corp., hotels, 16,50 | F ranchi, Sidney J. Turner, Paterson, (Atty 
aati | peaneeer, O. C. Potter,’ H. K. Fullarton.| shares class A, and 38,500 shares class B,|™McCran & Pomfret, Paterson). 

17% | (Atty.. W. B. Davis, 38 Park Row.) J Domino Realty Ca., Newark, $100,000, 


-TO% | Paddon & Saxe, contractors, 100 common, 
no par; A. Saxe, H. E. Paddon, P. W. 
Last | Skoglund, (Attys., Englehard, Pollak, Pit- 
Year. reher & Stern, SO Pine St.) 
45) Mannie Lippman, silks and fabrics; 
“4ony | $10,000; E, and E. G. Lippman, A. Ender. 
rite (Atty., B, Steinman, 261 Bway.) 
| Belipse Dry Battery Corp., $10,000; J. 
| Morgan, J. A. Smith, L. Heldeman. (Atty., 
ra Goodman, 1,482 Bway.) 
D. Holding Co,, real property, $10,000; 
. Depew, R. Block, R. Wiliner. (Atty., 
. H, Mittleman, 300 Madison Ay.) 
International Hospital Equipment Co., 
| surgical instruments, 250 shares, $100 each; | 
250 common, no par; O., Boepple, V. 
| Corbett, M. Morey. (Atty., W. E. Wheeler, 
522 Sth Av.) 
| Pyramid Sales Corp., textiles, $10,000; D. 
= 18.50 18.45 9.87 | Hess, J. Blatt, N, Friedman. (Atty., E. 
‘DRY ‘SALTED BEL LIES— | Low, 56 West 44th Bt.) 
July .. 20.80 20.60 20.63 18.45 10.45 | European Fabric Corp., velvets, $150,000; 


$8,000; P. 


Pauline ° 
(Attys., Hast- 


77 
105% 


and 
8s. 





Kansas City of Kan- 
City, 
j Li - Central 


Mobile & Birmingham pf.. GERMAN STOCKS AND BONDS. 


N. Y., Lack & Western.... 
Northern R. R, of N. J..... 
| Oswego & Syracuse ........ 
| Pitts., Bessemer & L. E.... 
| Pitts., Bessemer & L. E. pf 
Pitts., Ft.-Wayne & ag as 


1964-34 
1964-34 
1954-34 
19% 


Quoted in dollars per million marks. | 
Bid. Asked, 


950 
187% 
150 


15 


Brooklyn. 


the principal | tatty. °° 


} Potomac 
ington, D. © 
Bankers of Milwau-_ 
kee, Wis. 
Vv irginia of, Charles- 
Mars W. Vz 5 1932-82 
16 
is 195 
“ot 


| 268 German Govt. 
1914-1918 

| Hamburg 4s, 

| Berlin 4s, 192: 

German Gov. 





=9_ 99 
Same 


Last | 
Year. | 
$1. 04% | 
1. 


: 4 
1.0814 


Prev. 

High. Low. Close. Close. 

--$1. 70% $1.67% $1.68% $1.68 

L.O7% 1.63% 1.64% 1.635% 

1.70” 1.85% 1.66% 1.65% 
CORN. 


mt bo 
a: 


Renssel & Saratoga R. 
| United N. J. R. & C. ae 
Utica, Chenango & Susq.... 120 

Valley R, R. 101% | 
| Warren R. R. 70 | 
| 


New Jersey Charters. 
Special to The New York Times. 
TRENTON, N. J., June 5.—New Charters: 
| J. Galli Dyeing Co., Paterson, ailks, é&c., 


LONI Qaoorhaer 


July 203 


Bept. - 
Dec. 


ac.e 


DARD de md bes 


ew 


Lincotn, 


Quoted in dollars. per thousand marks. | Lincoin 
Bid. Asked. Neb. 
‘ me 


*Dividend subject to Federal income tax. 


1931-51 


1965-85 
1952-32 


1941-31 
1953-33 


1958-33 
1953-33 
1955-35 
1953-33 
1952-82 
1951-31 
1964-34 
1952-32 
1944-34 
1955-85 
1954-34 
1954-34 


1954-34 
1964-34 


Prev. 
Close. 
1.17% 
1.17% 

98% 


2’ | Lincoin of Lincoln, 
|_ Neb. oda 
| Loutsville, Ky. .....5 
First Texas of Hous- 
ton, Texas ...--...5 

| Col orado-Wyoming 5 
of. 


| Gen. Elec. tis (pre-war tseue),. 

SHORT TERM NOTES. | Do 4%s, 19 

ss Berlin 4s na war issue). 
Date Hamburg-American 44s 

Nov.. 18 Hamburg-American Lines 

Oct ‘is | Hamburg 4s (pre-war issue) 

Dec. North German Lloyd 

Jan., Do 44s 

July, | Prussian 

Feb.. " Krupp 5s 

July. Commerz und Privatbank 

Mae’ Darmstaedter 

Tae. Disconto Gesellschaft 

Dec. Dresdner Bank 

Doc. Deutectio: BGM. ..is cc ccscessi Bes y 

Apr. 1928 City of Duesseldorf 4s (pre-war) 12 

Gulf Oj] of Pa..5% Jan. 26,'28 100% 102.—t. I a ye nated 

Hock, Val, Ry..5 Mar., 1926 100% 100% 4.2 | Bs Ateche Aniiie : 

Humble O & R..5% July 15,'82 101% 101% 5. 13 1 4 : 


lk . 54 Nov Cs ‘ | A. E. G, (German Gen. 
be he are oe 195g 101% 102, 4-19) Mitteideutsche Creditbank 


oo 
Lehigh Pow Sec.6 Aug., oar Yl ag Fn Vienna 
Marland Oil ....5 Nov., 1926 3 | me we 

Mo. Pac. R. R...5 July, 1927 ustrian . 
Pillsbury Flour..7 eins 1933 
Pure Of] .cocce- 5% F.A.'25-26 10014 
Sloss-S. S. & I..6 Aug.,1029 101% 

Do 5-yr. 6% pr. 

In money Bones 
Bolvay & Co.. 
a Sa ee 
Swift & Co. 
Unton Pac. cv... 
|; Vacuum Oil 
Westingh’se E\l.. 
Wis, Central 


NEW YORK BANK ‘STOCKS. 


Ask. 


High. 
1.18% 
1.18% 
1.024 


Low. Close. 
1.163% 1.16% 
1.1643 1.17 
08% .98% 
OATS. 


July 
* $50 each; 5,000 common, no par; R. . - 
Gorman, 8S. C, Wood, R. K..Thistle. (Atty., 
S. Hershenstein, 150 Bway.) 
Edward G. Michenfelder Corp., wood- 
working, $10,000; E. G; Michenfelder, M. 
Rosenberg, B. Simon. (Attys., Bowman & 
Shea, 416 Bway.) 
BROOKLYN. 


Wishnak Products Co., food products, $10.- 
000; J. A. and H. Wishnak, T. L. Belans. 
(Atty., M. E, Fried, 277 Bway, Manhattan.) 

Wyola-Bradford Realty Corp., $20,000; J. 
Schwartz, M. Sclhiwager, ‘H. S. Landau 
| (Attys., Furst, Schwartz & Schwager, 215 
Montague St.) 

$5,000: G. 


95 
Kirchner. 


Harry H. Kibbee, Belleville; Anna Bonavita, 
Mary Garrone, Newark, (Atty. P. C. Corbo, 
Newark). 

P Economy-Butlt 
1 


- 20 


Rate. 50 


Security. 
Alum. Co. Aamee.7 


Do 
Amer. Thread... 
Anaconda Cop...6 
B, & O. R. R.Sec.6 
Cent. Argentine..6 
Chi., R. Il. & P..5 
Empire G & F..7 
General Cigar, ..€ 
6 
Gen. 6 


Bid. Ask. Yid. 
1925 101% 101% 3.82 
1938 107% 107% 5.75 
1928 10384 103% 4.83 | 
1929 103% 103% 4.95 
1929 
1927 
1929 
1926 
» "25 


Prev. 
Close. 
4914 
50% 


52% 


Central Illinois 
Greenville 
Pacific Coast, 
Lake City 
California 
Francisco, 
Adantic, 


Homes Corp., Newark, 
25,000, Leo Hirsch, Plainfield; Saul T. 
Ligham, New York, Lilllan C. Hodes, 
Newark, (Atty. Michael G. Alenick, Newark). 
Fisher-Williams Company, Westville, real 
estate, $100,000, Edwin M. Fisher, Joseph 
Cc. Williams, Westville; George Addison, 
Westville, (Atty. Ernest Reifleld, Wood- 
bury). 

Hanover Building 


High. 
iH 1 % 
ea 
55 


Close. 
O%, 
Him 
-54% 


law. 
50 
0% 


* 
BBty 


RYE. 


(consol.) 


Prev. 
Close. 
1.17% 
1.1944 


High. 
1.20% 


1.22 


Close. 
1.18 1.18% 
1.19% 1.20% 
PROVISIONS. 


High. 


Low. 





10144 102 ’ 
101% 102% 5. 
101% 101% 


of Dallas, | 


SUGAR STOCKS. 
ot Sy ON ad 


1, 
Ass'n, Jersey City, real 
estate, $100,000, Edwin M. Fisher, Joseph 
Cc. Wtltams, Westville: George Addison, 
Westfield, (Atty. Ernest Redfield, Wood- 
bury). 

Hanover Bullding Association, Jersey City, 


Dallas 
Texas 
| Southern Minn. 
Redwood Falls....5 
Southern Minn. 
Redwood Falls....5 
Shenandoah Valley, 
Staunton, Va. 5 
| Pacific Coast 
Portland 
| New York, 
LOAN BONDS. | Lexington, Ky. 
| New York went New 
A eae 
Atlanta, Ga. 5 
Greenbrier of W. Va.5 
Union of Detroit....5 1954-34 
103% Cent. Iowa of Des M., 
102% la. (lowa & Minn.).5 1951-31 102% 
102%, 102% 
1034 PUBLIC UTILITY BONDS. 
102% 
10044 
1005, 


‘Daiias,, Thur 
day. 

Bid 
% - 3 


Yesterday. 


Prev. Bid, Ask 
4 


Close. 
7.30 


55 


Low. } ee. McDonough 
17.00 
17.22 


dD. 5 St., real estate, 
| Weinstein, A. Stehlin, J. C. 


| (Atty., L. H. Bink, 32 Court St. 


Caracas Sugar 
Central Aguirre 
| Fajardo 
Federal 

De pf. 


10.32 


Cc 
17 1 
17.33 4 10.62 a4 


. 17.65 
Sugar 


| National 
Yew Ni 
iF a 


1929 101% 102% 5. 
1934 104" 104 56. 
1933 3 107% 107% 5. 

1932 96% 965 5.5: 
1937 993, D5, 4. 
1986 195% 106% 4.80 | 
193 1 106% 107% 5.5! 
"27 101 101% 4. 


Aug., 
Apr., 
os May, 
5 Oct., 
4 July, 
Apr., 
May, 


Bid. uero... 


104% 
104% 
103% 


watery: Asked. 


H. 104% | 


E. 





108% 





July 
Oct. 





$10,000; 
(Atty., 


TOBACCO STOCKS. 
H donaabansintnieed 


igh. 


H. and 


July . Rg { 
Oct. D Rabe, 198823 


Yesterday. 
1959-24 c 


Bid. Asked. Ask. 


ve npaee May, 1950.105%4 106% | —- Cigar 


Bid. Ask. | 
Cosmopolitan. 180 aa 
East River... .265 275 | } 
Fifth Av....2000 
First ....ce- 2450 2 
Garfield 345 
Greenwich ...400 
Harriman ...450 
Hanover . 975 
Lebanon 120 
Liberty .. -136 
Manhat Co...173 
Mech & M....409 
Mutual 420 
Nat Amer....105 
New Neth.... 
Park 
Penn 
Port 
Public 


| Adirondack Power & Lt. 6s, 
American Gas & Electric 6s, 2014. 98 99 | 
———. age 5 & a 6s, a0 97 < 

ppalachian Power Ist 5s, 1.. 99 1 EM 
A Bae i ee 10 6 | atten i _ pea eae 113 
ssociated Gas c}. 8, --101% 102 Cc r 

Central Power & Light 6s, 1946..100 101 Internattonai bg, hm geaept : 
Central Power & Light 6%s, 1952. 98% 100 
Cities Service debenture B 170 
Cities Service debenture C....... 120 
Cities Service debenture D 
Cities Service debenture 1 
Colorado Power Ist 5s, 1963..... 133% 
Columbus Elec, & Power 6s, 
Connecticut Power 5s, 
Continental Gas & Elec. is, 1927. 
Continental Gas & Elec, és, 1947. 
Continental Gas & Elec. 7s, 1954. 
Continental Gas & Elec. 6%s, 1964. 
East Texas Electric 53, 
| El Paso Electric 5s, 
Galveston-Houston 5s, 
General Gas & Elec. 7 

Houston Electric ist 5s, Pe ial 
Imp. Irrig. Dist. Cal. 6s, 
Interstate Power 4s, 
Interstate Power 7s, 

Lehigh Power 6s, 1927 

Louisiana Power Ist 6s, 1944..... 
Mississippi River Power 5s, 1954... 
Mississippi River Power 7s, 1935. 
National Power & Light q 
Newport News & H.Ry.G. 

North Carolina Pub, Ser. 5s, 4924 92% 
Northern Texas Elec. -.- 80 
Power Securities Corp., 

Puget Sound P. & L. 5%s, 

Salt River Val. Water 6s, 
} Savannah El. & P, 7%s, 1941. 

Seattle Electric 5s, , 
Standard Gas & Elec. 5s, 1935.... 
Tam Electric 5s, 1938 

Wash. Coast Util. 6s, 

Western States Gas & Elec, 5s.. £ 
Western States G, & E, 6s, 1947.. 


U. S. CERTIFICATES AND NOTES. 


Bid. 


NEW YORK CiTY | BONDS. 


Yesterday. 
Bid. Asked. be 
108% 

108% 

108% 

108% 


America . 
Do vtc....2 


2 yel- 
$1.17%; | 
3 white, 


“os 
Fe 1B a9 3 
AHOMMIOPS: 


oe 


» Dec. 15, 
July, 1967.... 
June, 

March, 
March, 

May = Nov., 
June 974 

R April is, 1972 
1966 
March, ee 
Sortemiber, 
March, 

May, 
November, 


rer" 
“Vo 





Universal Leaf Tobacco... 3 


18 


102% 
eS 


104 
1 


Am Oe? 


oe 
=] 
BARE 


108 
“CtalaLanie ateeue. 


Open. High. Low. 
§ 49% 49 

24 23 

116 115 

27 26% 

31 

13% 

1D 


BOSTON CURB. 


100 | Bid. Ask. | 
105 | Alamos flv. 72 ‘a 
92 | Black Hawk 3 15 
94% | Bohemia ....50 70 
83 Calaveras .. 1% 
84 | ba O81 50 85 
100% | Chief Cons ; rd 8% | 
102% | Cons Copper. 2 2% } 
| Crystal ee 53 55 
105% | Denbigh .... 4 
101% | Duray Radio os . 
oe Eagle & Blue 1 


2100 
99% 
1101% 


00% | 
100i woe | Stock. 
oer 


$9 «| Central Steel 
City Ice 
a 
| abrie 
86% Goodyear 
Otis 
Sherwin- 
100% Trumbull 
100% | 
tae | 





Snubbers.... ‘ 
8 





Arthur Avenue 
Ciecaglione, G. 
L. J. Catalon, 


$10,007; FE. 


(Atty,, 91y 


91g 
91% 


a percent age 


4.00 §.70 3.70 
5 4.00 4.00) 


cheeohenmmeehbenibeoet 
Ste 


with ex- 


sows at finance are quoted on 


2,000 
Ler- 
299 


Newark, “108 
nott Jr., 
rell, Newark, 
Newark.) 
Sulport Developers, 
2,500 shares, no 
Florence Mueller, 


Bid. Agk. 
; Eureka Croe 11 1 

| Gadsen 

| Iron Blos 

| Iron Cap 

| Jerome Vv. 

La Roge 

Ohio 


V 


Bid. 


.136 
590 


Ask | Bid. 

-» | M'facturers ..355 
140 | Midwood .....200 
610| Mtg Bond....132 
499 | Mut Tr of W.185 
255 | Nat Surety...211 
205) New York...481 
730|N ¥ Tle & M.35 
805 People’s 

$s Realty Assoc. 285 

Do Ist pf... 91 

Do 2d pf... ' 
Titis Guar.... 
Unit States..1635 
U 8 Title G. .245 
268) U S Mtg.....348 
2300} West T & T.375 
228 | Westchester. .350 
270 


Alliance 

Am Surety.. 
Bk N Y & T. 
Bankers 480 
Bond & Mtg. .252 
Bronx Co....] 
Brooklyn 

Cent Union...7! 
Empire 
Equitable ' 

Farm L & T.4! 


Newark, real estate, 
ar; Elise Zirkelbach, 

aul Tischler, Newark. 
ey Levy, Fenster & McCloskey, New- 
ark.) 


Birks Mortgage Co., 
tate, $100,000; Isaiah Birks, 
ae aret Conry, Trenton. 

Jain, Trenton.) 

C. & B. Food Company, Newark, $100,000; 
Abraham M. Baron, Cella Baron, Aaron 
Cohen, Newark. (Atty., Herbert Parvin, 
Newark.) 





| 
43See 


ge ogape co gace 


re 


January, 

September, 

March, 1965 

January, 

January, 

1958-67 
’ January. 1942-46 
The following are quoted on a 
basis: 
) 5s, Jan. and March, 1925-30. .3.90 
5s, Jan. and March, 1931-40. .3.95 
| 58, Jan. and March, 1941-70. .3.95 


WORLD WAR BONDS. 
| 44s, April, 19 S a4 56 | 
| 444e, April, 1930-39.:......... e530 8. 75 8. 0 : 
| 4s, ‘April, 1940-49........... 8.80 3.75 3.80| erent issues: 


Imp & Bxpr.. 60 INVESTMENT TRUSTS. 
43 December 


Mil Mech,..... 41 
‘ ; “STOCKS. > 
715 | Bid. Asked. | Mareh ” 


Tyenten, sent es- a 
AZZ Birks, on an 
(Atty... Amos Yukon sse0. 25 
COTTONSEED OIL. 


Sales. High. Low. 


outside 


J. Vru- 
(Atty., A. N. 


343 
nad 


Prev. 

*Close. Close. 
10.60@10.90 10.50 
10.60@10.90 10.95 
Prget ty 87 10.88 
11.12@11.15 11.15 
11:28@11.30 11.31 
11.19@11.20 11.21 
10.45@10.53 10.64 
10.30@10.50 10.60 
10.380@10.50 10.55 


Guaranty 333 percentage 
Irving-Col ...2f 
Kings Co... -2100 
Lawyers Mtg.225 
Law Tle & G.265 





8.80 


3:85 10,81 


11°12 
11.26 


«+ -6,500 10.00 
Aug. ..-1,000 11.20 
Bepty -..6.400 11.36 

Oct. 4 11.26 11.15 
Nov. é 108 10.55 10.55 
300 10.50 10,47 


"20,600. 


Delaware Charters. 
Special to The New York Times. 

DOVER, Del., June 56.—Charters filed: 

H. A. du Pont Co., securities, Wilmington, 
$8,000,000. ite seeheeny) 

anama a teamship Co., Dover ro 
000,000. (United States Corporation to.§ 

Nevada Mining Corp., minerals, Wilming- 
ton, $3,000,000. (Delaware Charter Co.). 

Meeker Sugar Refining Co., Philadelphia, 
sugar, $1,700,000. (Corporation Guarantea 
and Trust Co.). 

Day Mfg. Co., Milwaukee, Wis., 
teal devices, $550, 000 ; 
Pallison, Roy J. Bauer. 
and Trust Co.). 

Somerset Radios, New York, supplies, $300,- 
000. (United States Corporation Co.). 

Avondale Press, Wilmington, ublishers, 
$250,000. (Delaware Registration Trust Co.). 

Fulton Ice Co., Wilmington, coal, coke, 
— ice, $200,000. (Corporation Service 
OD). 
Students Stores Co., 
tate, $150,000. 
Trust Co.). 


Following are the prices pa!d tn the open 
market for United States Treasury certifi: | 
| cates of indebtedness and notes of the dif- | 


Me INSURANCE COMPANIES. 
eee | Jan: 


Am. Yield. Total 


it 


Bid. Ask. 
-880 900 
ord 615 

805 


Bid. Ask. 


L. and 
Imp & Expr.. 60 sa 


Broad- Aetna Life.. 
Aetna Fire. 
Am Alliance 
Bankers Ship. 250 
Carolina ..... 34 
City N Y.....270 
Continental is 
is) 
Fid & Cas.... 
Fid Phenix...165 
Franklin .-170 
Glens Falis.. 38 
Globe & R..1400 
Great Amer. .280 
Hanover ..... 180 
Home 365 
Homestead 38 


JOINT STOCKL. LAN |D BANK STOCKS 


Bid. Be Yield. 

Bankers of Milwaukee...... 153 160 6.25 
CRICARS cercocccscecccareces 159 6.18 
6.25 | 


Dal 
Des. Moines 5.90 | These prices were quoted on the local Metal | 
6.29 | Exchange yesterday: 
Yesterday. Thursday. 


—— $2 
remont 5 
Fe doccocevcssccend 4 -25 Bid. at Bid. Asked. 
Posen _— i . r4 Copper, = ah 13. - 8.55 . 18.50 
No. Carolina 3: 33 | Tin, stand, _ Spot. 56. 00 54.75 Be. 50 
| San_ Antonio 6.40} Lead, N. Y. 8.85 8.75 tae 
So. Minnesota 6.30 | Zinc, N. Y. 7.40 7.35 
6.25 | Antimony 16.50 
Quicksilver 83. 50 ioe _ 83.50 
;} Aluminum 00 27. 
Iron, 2X silicon. 24. 00 24.50 22:75 23.00 


Virginia (par 

UNITED STATES INSULAR AND 75 
London quotations were: 

e- 


Brockton, 


temb 
Brainard. (Atty., September 


COFFEE. 


Low. 
19.10 
17.00 
15.75 
14.80 14.80 
14,80 14.30 


SUGAR. 


*Close/ 


Last 


Year. 


12.18 
11.81 
11.56 


Prev. 
Close. 
18.93 
16.90 
15.80 
14 ms 
14.2 


*Close. 
19.40 
7.20 
16.04 


3 
277 
116 
165 
125 
170 
176 

41 


Nat Liberty..220 
N J Insur.... 37 
Niagara .....225 
N Y Casualty 87 
North River..100 
Northern ....270 
Pacific Fire. .210 
Security, N H 82 
Travelers ...1135 o| 
Stuyvesant ..219 
USM & S..238 
United States.140 
Westchester. 42 


July.... 
Sept.... 
Dec.... 
| March., 
May... 


aati 1926 
PRODUCE MARKETS. 


1927 
1927 


MINING STOCK QUOTATIONS. 


BAN FRANCISCO, 


COMSTOCK. Harmill 
Best & Belcher... High .. 
Chollar ....++.++- Kernick 
Concordia Pay ‘2 
Con. Virginia | Myr Ta 
Justice Silver King 
Mexican R Smuggler ... 
Spearhead ......-. ° Sutherland 
Union 

TONO rs 
Belmont ..p-...++ 5 
Cash Boy 
Gypsy Queen..... 
Halifax 
Rescue 
Tonopah Exten.. 
Tonopah Mining.. 4. 00 
Tonopah '76...... OT 
West End ......-.. 48 
| West End Exten.. .04 


Am, Founders’ Trust (new units) 8&2 84 
Diversified Trustee Shares 
Industrial Trustee Shares 
Int. Sec. Trust Am. pf. 7% 
Do 6% Cee Shaws 
Do com. ... ° 
DO) URIS c ce cccscccvccescscevesce "104 
United American Chain Stores. 18 
United American Railways 
“» | United American Electric 
United Bankers Oil 


BONDS. 
of Am. 6s, A, 1928... 


mechan- 
8. J. Gillett, Charles | 
(American Guaranty 


$0 S969 C049 pops! 
O eto ws 
2SkSePss! 


123 
19 
15 
19 


Prev. 
Close. 


7 


td 
fos] 
Pp 
" 


286 
200 





tot 


-02 
.02 
-02 


to! 
Swow 


Ciecwr 
* An@a: 


ee 


Srrsrts 


Philadelphia, real es- 
(Corporation Guarantee and 


Needle Craft Mfg. Co., garments, $100,- 
000; Thomas Warner, G. Warner, Man 
L. I. (Colonial Charter Co.) 

Shasta Oil Co., Dover, locate prospects, 
$100,000. (United States Corporation Co.) 

South American Petroleum Corp., Wil- 
mington, ofl lands, $100,000. (Corporation 
Trust Co. of America.) 

Wilmington, $100,- 


Int. Bec. 
Do B, 
Do C, 


METAL MARKET REPORT. 


-100 102% 
99 o1 


1 eCiosing bid. 
101 


DECLARED DIVIDENDS. 


Pe- Pay- 

riod. able. 

July 15 
July 1 
July 15 
July 1 
July 1 


July 1 
July 1 
July 1} 
July 1 
July 10 
July 1 
July 1 
June 30 
June 30 





Hold. of 
Record. 
June 24 
June 156 
June 23 
June 20 
June 20 


June 26 
June 15 
June 1¢@ 
June 18 
June 30 
June 15 
June 15 
June 15 
June 15 


Consolidated ...... 
Development .... 
Florence 

Jumbo Exten.. 


rt Com 


pany. Rate. 
2 | Allis-Chaim. Mfg. pf. 1% 
oS | Am. Exchange Sec..... 
Bell Tel. of Canada. 
Gen’l Ry. Signal 

Do pf. 


Kaufman Dept. 
Stores pf. 
Kresge Dept. Stores pf.2 
| Manhattan Shirt pf$i.75 
Manila Electric -62%c 
Manuf, Lt. & Heat 2 
Minn. Pw. & Lt. pf.1\% 
| Northern N. Y¥. Util.75c 
COLORADO SPRINGS, be phe meets 
Stock: Bid. Asked. | Stock. Bid. Asked. | Silver Kins 
Cresson 553 388) Mary McK.00S8 | 
KG on. 1 | Portland .. 30 
= ee 6 Un, Gid M. 11% 
Empire Lee .. 1% | Vindicator,, 3% 
-«( Gold, Cycle.140 142 | Rose Nicol. .. 
Granite % . 


- 18% 


@ 


Sweet Mattress Co., a 
“VO 


West 3 
OTHER DISTRICTS. 
Boundary Mtn.. F 
Mina 


LO e0nee> 


~ 


.02 | Round Mountain.. *1 
-15 | White Caps 
-03 ' Simon 


o 
Divide Tonopah.. 
| Extension 


4. | 
6 


TERRITORIAL BONDS. 


Hor- 


2 AAAL 
OVOOE 


Thursday. 
Bid. ‘ A 
96 
102 
99 . 
106% 
90% 
101 
108 


Asked. 
97% 
104 
100 
107% 
97 
102% 
109% 


. Rate. Date. 
: Ter of Hawaii..4 May, 1946-36 
| Ter of Hawaii.44g Apr., 1954-44 
$200,- | Phillipine Govt.4% July 15, 1952 
Philippine Govt.5% Aug., 1941 
U. S. Panama..3 June, fae 
Gov. Porto Rico.4% SS 


~ 
2» 


Copper, spot .... 
| Copper, futures.... 
i Tin, spot 
Tin, futures 
Spelter, 
Spelter, 
Lead, 


4 


a4 


vo 


C voallitio on 

° o«220e Jaly 
July 
July 
Aug. 
July 
July 


Mines .... 
| Tenn, El. 
Do 6% 


; United Lt. 


June 2} 
June 18 
June 13 
July 15 
June 16 
June 15 


45 
12% 


~ 2D 


publishers, 


ra: 


futures. . 
seek. eeeeereeee 34 


seeasee 


Lawson, 


1 
1 
1 
1 
46 Cedar &t,) i 


O00: 


tras, 37@: 


Dposees 


) 
Gladstone Realty Co., $20,000; M. and S./roa1 estate, $50,000, Fred W. Ackerman 
and I. Gladstone. (Atty., M. Sternfield, 99/}ienry Sherry, Henry Young, Jersey City, 
Nassau 8t,, Manhattan.) (Atty. Charles Young, Jersey City). 
W. Williams; Garage, $20,000; 5. Cohen, C. "He Service, Newark fac- 
| I wut pry agai: da t 189 South Home Heating Service, Newark, manufac 
Winnipeg |) A. A. bg amg B Adler, R. Rosenthal. oth egy (Atty., H. Sternbaum, uw turing burners, &c., $100,000; William Kirk, 
. (Attys., Keating Drucker, 233 Bway.) " Madeline’ Kaltman, East Orange; Herman 
Today's Winnipeg prices for the principal | Cortlandt Investing and Operating Corp., Lge Lie a ‘aes Gore igs Se Waltman, Newark. (Atty., Carl J. Duve- 
grains were as follows: | realty, $25,000; J. Oppenheim, I. Nathanson, a “ace g. HR n 70 ce <r eW- | nock, Newark.) 
WHEAT. | E. L, Miggins. (Atty., J. A. Seidman, 165 | MAD | Catlye, fe patel, Ag Lapaix Perfumery Co., Newark, $125,000; 
|} Bway.) es: hts ag re Sore, nd Max Wenger, Joseph Caplan, Samuel Cap- 
High. low. Close. r. . icipal Qyers, Co. * New Fork, $50,000; Rone ~ és Rockaway = — (Atty., J. lan, Newark. (Atty., Harry Caplan, New- 
7681.83 i $1 78 $1.82% $1.784 | K. Siskin, ick, F. Leffert. (Atty.,] “ye00 oe" aia ‘ - ark.) 
"152 1149% 1.50% 1.4955 W, Sperling, 27 Cedar St.) ao a tee gt Lis ag bey tas 5 | National Automobile Club, Jersey City, fur- 
: Paul Jones Holding Corp., realty, 4 OnCR, A, ROSKOw!ts. Y. S. N-l nish patrons with information, &c., $10,000; 
OATS. Ee. Siegel, H. Greenblatt, R. Traum. biped Gen Can + 850,000. WF Bred: | Irwin J. Kaften, Leigh M. Markel, Vera M. 
oy eign Mig, Letgigg O ieee x. ~g A Corbo.” 7 ’ | ree oid Aig Laton., | sation, corey City. (Atty., Aaron Gordon, 
59% 58% aad . Peano” Faber Longstreet & Price, 321 Bway.) ear “DP . , 
35% lb4ig and EH. >, the idgerd. (Attys., Peerless Oil Burner Mfg. Corp., $25.00 Superior Products Corp. Elizabeth, manu- 
& Davis, 258 Bway.) fact iring celluloid, $200,000; Simon Spitalny 
Cade prices for the principal grains at Chi ocasset Press, printing, $20,000; H. Klein- | M. R. one ~ a gg t = O. Herborn: Frederick Spitalny, Valeria EB. Coriell, Eliza- 
cago follow: Wheat, No. 2 hard, 72'4@ | feild, L. Bernstein, M. Wohlge . (Atty. tty., H. C. Knoeppel, 5 Beekman St. Man-| pen, y amle i oes 
1 foxy: No. 3 hard, $1.66; corn, ‘No. 1 H. E Goldsmith.’ 08 Wonse =~ tad ; hattan.) . | Bite mee” ee: ee eee 
low, $1.18%@1.19%3 No. ‘2 mixed, Potters Shop, $35,000; J. N. Nichols, G.| Bright Shoe Mfg. Co., $40,000; P. Berko-| ‘sussex County Used Car Exchange, New- 
oats, No, 2 white, 52@52tec; No. M. A. Richter, M. Robinson. (Attys., Flet- witz, S. St. Peter, A. Jacobwitz. (Atty., 8. | ton, $50,000; Henry J. Woodward,\ Wilbur| Am Union. 
48@50%c; rye, No. 2, not quoted, cher, Brown & Twyeffort, 842 Madison Avy.) | Weinstein, 291 Bway, Manhattan.) 1D. B Ab D. Rud 200 
Cash prices at other markets: Minneapolis, 515 Lexington Av. Corp, “700 common, no Bellog Realty Corp., $10,000; H. and A. Morris & pve D. oa, aw mente e. 
No. 1 Northern,  $1.67%@1.72%; Thursday, | par; W. D. Cunningham, J. Richards, C. F.| Mazel, B. Janis. (Attys., Timberg & Mazel, |" wittke Corp., Westfield, real estate, $150,- | Bowery 
1.6646@1.77%. Kansas City, No. 2 hard,/ Batley. (Attys., Gleason, McLanahan, Mer- | 1.660 Pitkin Av.) 000; Phebe A, Wittke, John 8. A, Wittke, Bryant 
11.64@1.88; Thursday, $1.63@1.88. ritt & Ingraham, 165 Bway.) Kamahar Realty Co., $100,000; V. T. and| tienriette W. Roberts, Westfield. (Attys,, | B’way Cent.. 
Rectan Exotic Art Painters Supplies, $50,000; H. uy. ue een AP G. F. MclIiroy. (Atty., I. | Lindabury, Depue & Falks, Newark.) "| Bronx Boro. 
LIVE STOCK AND MEATS. =| Suir." si'chambers St) OY” S| avutlt Synip Corp., $10,000; P. Patsner, 3 rie Y. 005" Vitae Hutton Lair, | Butch ae 
° * 4 . “ . - & ‘* , ’ . a , ° ma 
eporte y Unite ates epartment of | Meversohn, Selwitz. Atty., A, . ano, 4 adel Montclair.) t Nat.. 
Agriculture), Jersey City and Sixtieth Street, 1,123 Bway. ) et. a ag chemists, $60,000; M.| Wittenberg Mfg. Co. Newark, deal in — p mp 
New York. i C. Diez Drug Co., $10,000; BE. C. Diez, ( ry tnt — 4 Druckler, A. S, Richmond. | electrical supplies, 0 shares, no par;| Chase 
CATTLE—Only one load steers on sale E. “Beh, Van’ tae a Ee” "Oe eee ee Benjamin _Whtenbore, yemanuel Wittenberg. | Chat & P. 3 
; hy aie : > ela n Ness, 22 . y, Bae : ewar -lc 
wriday ; weeeey, Fae Cows and bulls _M. & J. Herrman, house furnishings, $5,- May Fox Realty Co., $10,000; W. and F. | ange. (Atty., Benjamin Shaneficld, Gouth Or- | Chelese, Hach. rt 
gone: owe eae to $7.50; bologna 000; M. and J. and M. Herrman. (Atty., Kopp. a Be Beach. (Atty., G.’ Oechler, 481] Gedarville Farm, Cedarville, N, J., deal in | ity "460 Queensb Nat..17 pk > 
s, $4.! oO $5.65. ». D. Rock, 150 Bway.) <nickerbocker Av.) farm products, 1,200 shares,’ no’ pat > ~* ; q ai he Yovember, 
Ire ” : tae’ “oak 304 2 par; Rich-| Coal & Iron..275 Seventh Av.. ; 
CALVES—About 260 on sale ; Slow, 50c PP. an Littenbore te and BY tee tae BRONX. ard M. Moore, John S, Ware, James i Golonial $50 | Seaboard than onl 
lower; bulk of offerings, $10.50 to $11; : Baledon. Bt tenors is pian. ye nce ° Ware, Rridgeton. (Atty., James S. Ware, | Commerce Standard ts November. 
latter, top; throwouts, 38; bunch grassy Grossman Cohen Construction Co $20,- Gi — ‘ 75 * | Beet Coun wealth orate s, November, 
stock, $7. 660: A. soeeman. ‘t.- Ga A. Gilbert Girgenti, T. Pucct. Cottage Construction Co., Summit, $10,000; | Continental .. -. | Trade. Bank..1-: és, May 
ee eG , A. “rossman, i. Conen, : ert. 63 Park Row.) Bernard A. Benziger, Anna M. Deschauenze, | Gorn Exch....! 512: Wash‘ Hts....3 -. | Sieg, 1980-19: 
HOGS—Nothing on the market (Atty., E. I. Yuells, 280 Bway.) QUEENS Summit: John W. Freeland, Orange. (Atty Sys, 1950-1954 
oeption of few rough packing Pharmaceutical Finance Corp., r Realty © aed Aaron A. Feinberg, New York.) iy | basis: sansa tas 
$10.25. dwellings, 1,000 shares, $100 each B. hl Oeate on P op 00; *. B. Perlo, Knights of Columbus Building Association, | TRUST AND SURETY COMPANIES | 31%s, 1925-1930 
EIT = = : e} common, no par; M. M, Rosenberg, A. u (Atty. . Perlo, 350 Bway, Man- real estate, $10,000 ‘ ~ oer a 8, 1925-1930 , 
eee ore one hundred sheep and | ner, s. 'H, Ager. (Atty., J. Burnstone | hattan.) John J po np a F wa | 348, 1940-1949 
ambs on sale; lambs slow, very spotty.| Bway.) © © © °° ‘ : T. D. Building Corp., $25,000; T. Bechiaro, ‘ : y, Sugene A. Par Ask. | 4%8, 1925-1932 
ret _, lower = v sales, $1 » sit Acme Casing Co., sausage casings, $20,- on Pette, A. M. De Luca. (Atty., N. M. (Atty., Joseph M. Degnan, m5 | -— 
5.25; extreme top, $15.75; ‘‘sorts,’’ $11/000; J. Krausz, H. Steinman, L. Tannen- | Pette, Jamaica.) 210 NEW YORK STATE BONDS. 
to $12; ewes weak, mostly $5. baum. (Attys., Feldman, Stucken & Feld. | Colony-Belmont Coal Co, 810,000: K. W. 137 cnccttinteinonuenents 
man, 154 Na ssau St.) | F Romeyn, L. N. Hanan, J. J. Brawley. (Atty.. Yesterday 
Livestock Markets at Chicago ertified Coffee Co., $5,000; L. Leibowitz, | J. H. Madden, 51 Chambers St., Manhattan.) P . 
. Cole, Mott. (Atty., 8S. Metz, 67 Wali | OTHER LOCALITIES 
Special to The New York Times. St.) | 
a x _ 9, Regs varheys ,} Cheswitt Realty Co., $5,000: H. R vin, } New-Freud Realty and Construction Co., 
CHICAGO, June Ke Packers were frec 1A. C. Bennett, FM a deiereite: Ato EL | Mt. Vernon, $5,000; 3. A. Goldstein, _C. 
buyers of hogs and, while de- } Rotkow!tz, 342 Madison Av.) meer ar b aaces H. Herz, 110 William 8t., 
ite e j tt) N > , oC > anhattan 
mand was limited, the closing market |, ’ ‘a meee akin tate Murad Realty Corp. Pelham, $10,000: W. 
was firm at the best figures of Thurs- } Geller, 100 East 42@ St.) ar to Cc. io d R. C. Adams. (Attys., 
day. The top was $12.40, while the day’s Andy's Trucking Co., 36,000; A. Konsony,| “¢ . anry, Mt. Vernon.) 
z ple »¥ 8} athie “ ’ Ag 2 pring Valley Community Theatre, Sprin 
average was $12.20. Receipts were 22,-|A;,Sabble, E. Thomson. (Atty., T. J. Breit- | vatiey, $100,000; G. Ayers, L. Bockerle, E. 
000, Lambs were in somewhat better | Chariton Estate, "$20,000; R. A. Abram. | 7: Bedford. '(Atty., B, C. Fuller, Spring Val- 
defand and sold at unchanged prices, | son, E. Geduld. (Atty. J.'G. Abramson, 46} '}., Pi C Del od and 
while killing sheep were unevenly lower, | West 46th & - elavan-Pierce Corp., avan, wo an 
heavy and common ewes being” almost jeat doth St. tie printers, $5,000; metal articles, $20,000; O. W. Pierce, R. 
unsalable. Top on Idaho Springs was/|James, W. W. Boyce, S. H. Benton Napier. (Atty.. J. 8. Pierce, Franklinvilie.) 
mK ay: \ “ e135 acti al 2 fst) Ping - 4 . Chajo Realty Co,, Richmond Hill, $5,000; 
eng Been a age $15, ane natives, a iry St., Brooklyn. (No attorney.) R. T. Carey, J. and A. Ferber (Atty. J 
25. eceipts were 9,000. Beef steers) _Payse-Co Realty Corp., $10,000; F. Glens . ate 
were in slow demand, with the market ae o ane e. erm go (Attys., prainerd ” Broker nehy. mi.) one. 
steady to a shade easier. One load of} ¥!> & Mannheimer Sedar St.) ; F. J. and F. B. Oo. 
choice yearlings sold at $11.40. Receipts | gen can ipa potrceene roaems, A. Attaway, Brockton.) 
were 3,000. | Chait! ; par; a+ jw. derbst, J-| §. & L, Woodcraft, Greenburg, radio cabi- 
Meer nrmragg Man D. sa. Bla (Attys., Hunt &/ nets, $5,000: M. H. and V. A. Sundborg, A 
| Maja’ § Bales Gorp.. Soskecy, $10,000: M. ol os aap (Atty., O. . Wilber, Tarty- 
Wolke anberg, J. Erdman, A. Straus, (Attys., rte , 
a Lind & Marks, 46 Cedar Si.) pend FB oP a Se a 
BUTTER—Receipts (June 4), 21,069 pack- Membership Sales Corp., hosiery and under- er, A. Blsaesser. (Attys., Zimmermnan & 
ages. Moderate amount of business. Cream- | wear 0 C. Grossman, S. 0. Wol- 
ery, higher than extras, pound, 434%@44c;: ex- | —— Laat Bane fattys.. Rosenthal & Rockland Tantoe Gusts Co., Nyack, $10,- 
tras, 92 score, 43c; firsts, 4142@42% ; seconds, | “=. Fult  Siret CO ee 000: D. Katz, H. Green, A. I. Goldstein. 
40@4ic; lower grades, 39@39%%c; centralized | ¢-'s on. Street Corp., make hardware, | (atty., A. Green, 250 Bway, Manhattan.) 
cars, 90 score, 424,042% %c; 89 score, 42c; 88 | or a00s . 5 er So seen, J. Krupicka, Sussman-Gobel, Mt. Vernon, realty, 150 
score, 41%@41%c; 54 to 87 score, 40@41c; un- | yO" dice Ee brag ag pen oh common, no par; I, Sussman, F. Gobel. 
salted, ne en ares, 45%4@46c ; extras, | eye ae 0a — oe rns reneet, Atty., I. M. Katz, 280 Bway, Manhattan.) 
92 score, 4442@i5c irsts > seconds, | 744) . r 4 ra , Ai at e He ° Ebsary Realty Co., Scottsville, Monroe Co., 
40@4ic;' renovated, fresh, . ay. a Tow, 1,540 Bway.) 60 common, no par: F. G. and M. FE. Ebsary, 
bulrent make, oxtras $424@35e: _Edmon Well, leather, 5,000 shares, $100 | c 3. Hough (Attys., Maccomber & Skiv- 
*Zie- seconds, 25%c; lower grades, 26@2 =e tg gg par: E. and C, A.| ington, Rochester.) ; 
acking stock, current make, No . bP g 9 ug r.  (Attys., Putney, Twombly| Arcade, Binghamton, realty, $200,000; 8. 
©, 2, 26c; lower grades, 20@27c. tos pg Bangg RY $20,000: J. M. ana | C;, Rosenthal, H. Rubin, H. Mintz. (Attys., 
EGGS—Receipts (June 4), 24.938 cases. | ‘yj Wilcox, KE, J. Noonan’ (aity. J. A Mangan & Mangan, Binghamton.) 
Trading quiet, qualities poorer. Extras, reg- | yj » ve Black Diamond Products Co., Troy, dyes, 
ular packed, dozen, 34%@35c; extra firsts, | M¢Uveety, saa sence 2 1, $20, $10,000; D. W. Mabee, R. P. Neitzel, G. C. 
83@33\.c; firsts, 31%@32%c; seconds, 30%@ | and I. and B. Heyman. *CAtty.< nH 0; C.| Swink. (Atty., G. F. Swinnerton, ors 
Sle; extras, storage packed, 2: ‘ ek- | sana ieee 3 Y . R. Her- Marta- -Heech, Rochester, contractin 50,- 
tra ‘firsts, 23%@34%c; firsts, 33G33%c; se Sample Furniture Showrooms, $25,000; H.| (Atiyy” Wo Ar Est” Boceechs J+ Rankin. | 990, (Corporation Trust Co. of America.) 
onds, 31%@32%c; under grad regular | Singer, A, M. y+. ‘ost, Rochester.) 
’ nt + Se te ediums, S0@S1c: dirties, | 4 nger, A, Bank, H. McCormick. (Atty., Orenda Pyrotechnical Laboratories, Pitts- Industrial Paint and Spray Co., Philadel- 
2830 ; west 3  memsic; Eties, | J. J. Singer, Jersey City, N. J.) ford, Monroe Co., firecrackers, £50,000: Pp, |Phia. (Corporation Guarantee and Trust | 
; ena & ¢ a “ona2ne! duck =| Van Vieet Estates, reaRy, $20,000; M. H.| Lange, E. A. Woods, C. H. Westerman. | ©®-) } 
i checks, No. 2 to 1. Sy a: ese oF | Newman, B. Kresner, J. Morris, (Atty., J.| (Attys, Hubbell, Taylor, Goodwin & Moser, |, Schilling & Lake, Wilmington, typewriters, | 
Bummer, 30@36e; Jersey and other nearby |/incarmesey, Ol Chambers St.) york, | Rochester.) * | 528,000; Casnorionn Guaranty and Trust Oy; | 
hennery ‘whites, closely selected, extras, 39@ $5,000; 8, pr N. Shalit, A. J. Herrick’ | 3 4 ¥ . | (Corporation Trust Co. of America.) 
4c; nearby and Western, hennery whites, | (Atty., S. Luloff, 12 West 28th St.) | CAPITAL INCREASES. | First National Pictures, (Cuba), Wilming- | 
average extras, ST@SEC do. abe ~' + entre | James Seh field Co., linens, $30,000; J, and | Shattan & Shattan, Manhattan, $5,000 to | ton, $5,000. (Corporation Trust Co. of Amer- | 
firsts, 34@36c; nearby | gat iere whites, | J, E. Schofield, W. G. Isley. (Attys., } $20,000. ica.) 
firsts to extra firsts, 34AM3K ; weary whites, | witz, Rosster & Hort, 141 Bway.) Electric Welding Co, of America, Brook- | CAPITAL INCREASES. * 
under grades, 32@33c; nearby nis ites 8, niedi- | Stehle & Cantey, realty, $6,000; W. a Pe. 6,000 common, $100 each; to 6,000 com-| Frederick Investment Co., Pittsburgh, $2,- 
ums, 40 to 41 pounds, net. Jo@35c, Pacific | Cantey, P. G. Stehle. (Atty., C, Stehle,4120| mon, no par; 4,000 shares, $100 each same | 50° OF) to $3.500,000. 
Codst whites, | firsts gee ras, Sede — Bway. » y | as heretofore. Daniel H. eee Co., Philadelphia, 
35@35'ec; other ae an - 1 a Edwin A. by me wg 100 _com- NAME CHANGES. O0v to $300,06 
Geahered whites, 32@35ce ny 4 and other | mon, no par; E, A. Whitman, H. W. Stelle, Oll Jack, Manhattan, to Oil Jack Co. NAMB CHANGD. 
nearby ang Western, hennery browns, ex-|C, H, (Attys., Riper & Serles, Rosenwasser & Becker, Manhattan, te! Tobacco Stemming Corp. to Bloch Brothers 
? wasser & Graft, t New Xork City. 
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~ QUEENS HARD HIT 
, BY WATER FAMINE, , 


City Lax, Residents Say, but 
Official Charges Excessive 
Use of Hose on Lawns. 


SAYS COOLIDGE THRIFT 
HAS HELPED BUSINESS 


anker. 


clares It Caused Soand Buy- 
ing by the People. 


SWAMPSCOTT, Masa, June 5.— 
Coolidge economy, instead of being re- 
sponsible for slackened business, has 
brought a sound element into the times, 
it was declared here tonight by William 
E. Knox, President of the American 
Bankers’ Association. Business men, he 
said, who blame the public’s economical 
mood for unsatisfactory conditions in 
their enterprises are ‘‘hiding behind a 
sham excuse.’”’ Mr, Knox said in part: 

“If it had not been for the sound 
element of economy that the President 
The Borough of Queens for the last| had brought into the times the nation 
three days has been suffering from a | would now be in danger of a real de- 
daytime water famine and yesterday the | pression, 
condition became so serious that a dele- “Of course, in the first place, in the 
gation of residents appealed for help to| accusation that Coolidge economy hurts 
the, Department of Water Supply, Gas | business there was an obvious distortion 
an Electricity. Woodside has been/|of fact. The President’s economy pro- 
especially hard’ hit, with its 2,500 resi-| gram has had to do with economy in 
dents and 1,000 pupils at Public School| Government, with reduced public ex- 
11, suffering. penditures in order to make possible re- 

According to Queens officials the sit-| duced taxes.. Will any one carp at that 
wation has arisen through “‘misuse’’ of 


| kind of economy? 
hose by persons seeking to prevent “He has not meddled with personal 
lawns from being burned up by the|economy or private purchasing. But 
heat. Although hose permits are re- 


nevertheless, in so far as his sound, sane 
atricted to certain hours, some have 


administration of pubiic business has 

been copled by our citizens and applied 

been allowing a hose to run all day on|to their personal finance, {t has been 
lawns, The twenty-six inspectors at- | 800d for business and not bad. A major 
tached to the Long Island City bureau} cause of the depression phases of busi- 
of the department were sent out yester- J past has been ex- 
day in an effort to nab persons Violat- | travagance and waste. Wastefulness in 
ing the terms of the hose permits. personal habits by our people is a 
Woodside residents, however, had a/&reater economic burden on _ business 
@ifferent explanation of the’ famine.)than Government taxation. On the 
They said the city had taken no steps | other hand the foundation of a sound 
to replace the inadequate water mains | economic condition for the country is 
of the Citizens’ Water Supply Company. (the personal economy of the masses of 
The city purchased the lines of the pri- Sivia yee — of alien - 
vate company two years ago and, al- aes aoe Bn ong ed by e millions o 
though the mains were ample then, the population. 


“Business men who blame = sound 
Pern tice ee cts tote ave the economical programs for unsatisfactory 


company’s three-inch mains, the public conditions in their business are hiding 


behind a sham excuse. They must 
ow gg the Jargon, buliding [ — adjust their operations to conform to 


: 2 the present day prudent public mood— 
building company — = orotne not expect the public to adjust itself to 
— ten blocks ord a ae laint was| their exigencies. Profits must come 

< Pe gee saat tat to serve |£rom economic service to the public wel- 


‘a | tare. As a matter of fact business to- 
y ~e~\egueaans thousands now live day good. There is no boom, but 


“ | business is normally good and profitable 
E vg * 4 | yg Poy Praag A | where it is conducted efficiently and in 
Suasde i Ge morning until 8 o'clock ae with public requirements for 
et bight, s8id George Mathews, eat Becrhere are indications that the pres- 
of the leading weeee gees 8 fil ok ent relatively moderate pace at which 
ie aie arkoonen laletenr because chil- | business is going reflects a great change 
— oe hool © thout having | for the good that has come over busi- 
thelr faces and hands washed. This is|e88 in this country. Economic effi- 
mo fault of the parents. Every possible ee ae been carried to an extent 
been adopted by the house- that gives a for hope that here- 

oan od = water in their homes dur- mag 3 nay have less marked contrasts 
ing the day for cooking and drinking a Pay ae. tated cycle—less violent ups 


BUYS PAUL SMITHINTERESTS 


John Mange of New York Acquires 
Hotel Property of 30,000 Acres. 
PAUL SMITHS, N. Y., June 5 (#).— 

John Mange of New York City, Presi- 

dent of the Associated Gas and Electric 

Company, has bought the interests of 

Paul Smith in the Paul Smith Hotel 

Company and the Paul Smith Electric 

Light, Power and Railway Company, it 

was announced today. The price was 

reported as more than $1,000,000. 
The new owner made the purchase in 
his own interest, it was said, and he 


WOODSIDE CHIEF SUFFERER 


Virtually All Houses There Lack 
Water From 7 A. M. Until 8 


P. M., Builder Declares. 


ness cycles in the 


is 


Clerk Says Mains Are Ample. 


BH. B. Powers, Assistant Chief Clerk 
fm the Queens branch of the depart- 
ment, said that facilities were ample 
for the territory and pointed out that 
complaints of a shortage were coming 
fn from “throughout the borough,” 
proving that it was not the Woodside 


mains that were responsible for condi- 
tions. He said that Commissioner | 
James Butler had conferred yesterday 
morning with Borough Engineer Laase 
with a view to opening another pump- 
ing station as a relief step. 

“There is no danger,’’ said Mr. Pow- 
ers, “and the whole thing is due en- 
tirely to misuse of hose. During the 
present hot spell people with hose per- 
mits have “been letting the water run 
al! day long, flowing out from lawns 
into the gutter and otherwise indulg- 
ing in excessive use of hose.” 

He explained that permits to resi- 
dents provided they could use hose for 
eprinkling lawns or sidewalks only be- 
tween 4 P. M. and 8 A, M. from April 1 
to Nov. 30. 

‘The use of the hose during any other 
hours than those specified in the per- 
mit fis a violation,’’ he added, “and 
we have brought persons to court where 
fines as high as $20 have been imposed. 

“There is no doubt that persons dur- 
ing this hot spell have indulged in wide- 
spread and flagrant violations of the 
*hose hours.’ It is this sudden demand 
that has cut off water to other persons. 
There is no doubt that many persons are | 
euffering from water shortage. 


Forced to Get Supply in Pals. 


“In the house where I live, for in-| 
stance, persons living on the third floor 
@re without water during the day and | 
tenants have to bring the water up in| 
containers from the lower floors. We} 
have launched a vigorous campaign to/| 
halt the hose nuisance, but we must ap- | 
peal to ~ — to rr. “ ;| Germany and Austria without Italian 

& us M. Sheehan, in charge o estate 
a Eroukiye W BS green weld that his | Participation. Particularly could there 
office had not received complaints about| be_ no solution against Italy. 

Former Premier Salandra announced 


failure of supply. He said that he| 
doubted whether hose users in various| that he would support the Government 


eections of the borough, particularly in 
the Flatbush section, where there are 
many lawns, were overdoing the 
sprinkling. He admitted, however, that | 
water pressure at times indicated the | 
activities of small boys who opened fire} 
hydrants to get a street bath. Commis- 
sioner Sheehan said that he had asked 
the police to suppress the urchins. 


of the properties which have made the 
ee Smith development the largest sin- 
zie 
section. The hotel property alone in- 
cludes an area of 39,000 acres of choice 
mountain land. The 
ments include large 
Franklin and Union Falls on the Sara- 
nac River, and another now under con- 
struction at the Raquette Falls on the 
Raquette River. 

The hotel, it was said today, probably 
will be remodeled to become an exclu- 
sive year-round hostelry. For the pres- 
ent, it was said, the resort property 
will continue under management of Al- 
fred C. Ray of New York. 


AGAINST A GERMAN UNION. 


Mussolini Says Italy Must Be Con- 
sulted on Austrian Merger. 








declared in the Chamber of Deputies 
last evening that there could be no 


German union. These declarations were 
made during the discussion of the Ver- 
sailles and other peace treaties, which 
are only now being brought up for rati- 
fication six years after their signing. 

Deputy Riboldi, Communist, opposed 
any proposal to put ‘fa Dawes plan’’ 
|} into operation against Italy. The Com- 
munist party, in the interests of the 
proletariat, he saic, could not remain 
indifferent to such a threat by ‘‘Anglo- 
American capitalism’’ to enslave the 
economic ]jfe of Italy. 


RANKS LEE WITH NAPOLEON. | 


Genefal Maurice Says Allies Should 
Have Used His Methods. 


Copyright, 1925, by The New York Times Company. | 
Special Cable to THE New YorK TIMEs. } 
s Both 


LONDON, June 5.—The United States, | 
fn the cpinion of one of the best known | 
British writers on military subjects, can | 
boast of a military leader as great as} 


Napoleon or Alexander the Great. He! 
. was General Robert E. Lee, and the} 
writer who vouches for him is Major' 
Gen. Sir Frederic Maurice, Director of 
Military Operations on the Imperial 
Generall Staff in the World War. 

“Had the Allies in the World War 
gtudied nore closely Lee’s methods in 
1864," writes General Maurice in the} 
reface of his book “Robert E. Lee, the} 
oldiers,”’ ‘‘they would haev solved more 
easily many of the problems with which 
that war confronted them. While this} 
book was in press I learned that the! 
French General Staff has come to a/} 
similar conclusion and has begun in the} 
present yegr for the first time the study 
of the history of the American Civil 
War at the Ecole de Guerre.”’ 

It is more than twenty years since | 
General Maurice began a study of the} 
famous Confederate commander’s mili- | 
tary career, and he visited the fields of 
all Lee’s battles. He considers Lee the 
superior, except perhaps in organizing | 
ability, of Wellington and places him in 
Napoleon's list of great commanders as 
the equal of Alexander, Hannibal, Cae- 
gar, Gustavus, Turenne, Eugéne and 
Frederick, as well as Napoleon himself. 


GET 8 SHEPHERD JURORS. 


Sides Tentatively Accept 
Three More—Trial Is Near. 


Special to The New York Times, 
CHICAGO, June 5.—Eleven men were 
practically certain tonight of being on 
the jury to try William D. Shepherd. 
One more juror, barring anything that 
might disqualify any of those now 
chosen, and the presentation of evidénce 
| will begin to determine if the young 


millionaire, / McClintock, was slain py 
typhoid germs. 


today. 
sult four jurors were sworn, making 
eight to pass the tests of both sides. 
Three more were tentatively accepted by 
both sides, 

In expectation that the hour is not 
State’s Attorney Crowe and his assist- 
ants were hard at work with witnesses, 
reviewing the testimony. 


Yale Announces Honor Awards. 
Special to The New York Timea. 
NEW HAVEN, Conn., June 5.—The 
Strathcona Memorial Fellowships 
| Transportation, established by the late 
| Lord Strathcona, were awarded tonight 
| by Yale University to Samuel 
Dempsey, University of Manitoba 1922; 
| Ford Kingsbury Edwards, Iowa State 
College 1925; Alpheus. Beebe Stickney 
| 2d, Yale 1923; Victor Topping, Univers- 
ity of Toronto 1917; Trusten 
| Wadsworth, University 
1925. The Charles Lathrop pack prizes 
for the best original article were award- 
ed as follows: First, Percy Munson 
Barr, Yale 1925, of Vancouver, B. C.; 


LIGHTER WORK FOR MAYO. 


Bigamist of 66 to Be Relieved of 

Hard Labor at Sing Sing. 

Special to The New York Times. 
OSSINING, N. Y., June 5.—In spite of 
the scorching heat, Virginius Mayo, 
formerly a wealthy manufacturer, was 
busy carrying brick and stone today, but 
on account of his age, Warden Lewis E. | 
Lawes announced he would find an | 

easier job for him. | Special to The New York Times. 
“He has not og agg ay i ante SCARBORO, N. Y., June 5.—Frank A. 

Og gg oe ped for a posed “of | Vanderlip had sufficiently 

his years in this kind of weather, any- from his illness today to leave bis coun- 
home in Scarboro and take a 


Way.’ | try 
four-mile automobile ride to Tarrytown. 


of Hawthorne, N, 


F. A. Vanderlip Takes Motor Trip. 


Maybd is engaged in tearing down an 
old brick and stone factory. He is help- 
ing to remove, clean and carry away the! 
material as the work of demolishing the 
old piano factory. progresses. Mayo, 
after a three years fight in the courts 
against going to prison, reached there 
fifteen fiays ago to start a one-year! typhoid fever, then pneumonia and fi- 
term for bigamy. | nally rheumatism, from which he is now 

a | recovering. 
Cheek on Harvard Student Council. | 


from home since last November. Dr. 


is still making his home on the Van- 


s’ Association Head De-. 


with Phelps Smith now are sole owners | 
roject in the Adirondack Mountain | 
} are 


electric develop- | 
power plants at | 


ROME, June 5 (®).—Premier Mussolini | 


| national 
solution of the question of a union of | 


in opposing any attempt at an Austro- | 





Heat was no deterrent to the lawyers | 
They kept plodding, and’as a re- | 


| the 


| marine 


James | 





Perry | 
of California | 


|} second, John meney Sieker, Yale 1924, | 


recovered 
; was well ahead of May, 1924, both road 


} much 
It was the first time he had been away | 
Norman Barnesby, the family physician, | 


derlip place and attending Mr. Vander- | 
lip. who first contracted influenza, then | 


CAMBRIDGH,- Mass... June 5 (P).—! 
Marion A. (Dolph) Cheek, captain-elect 
of the Harvard football! team, was 
‘chosen one of the &tudent council to- 


day. He will hold office until early | 
_ next Fall, when additional members wiil 
be elected to the council. 


Italian Flier Makes Another Jump. | 
ALBANY, West Australia, June 5 (A). | 
Italian | 


—Commander de Pinedo, the 
airman, arrived here today. He has 


flown from Rome sij*re April 21. He 
will continue to Mézbourne and then 
fly to Japan. 


THE NEW YORK TIMES, SATURDAY, JUNE 6, 1925. 
THE BUSINESS WORLD 


DEFENDS CITY PIERS 
ON STATEN ISLAND 


Hylan Says They Are Being 
Used More and More and Are 
Revenue-Producing Now. 


TELLS THEIR ADVANTAGE 


Declares Henry Ford and Other 
Big Shippers Are Sending 
Goods Over Them. 


Mayor Hylan, prompted by recent re- 
vival of criticism of the city’s $35,000,000 
investment in the building of municipal 
piers on Staten Island, made public last 
night a long defense of that enterprise. 
The Mayor said, in part: 

“It is a matter of record that more 
business has been done at the Staten 
Island piers in the past month than 
there has been at any time since they 
were built. Shippers,are being made to 
realize the advantage of all-rail cargoes 
direct to the steamer. About two months 
ago the Pan-American Wharfage Com- 
pany, which is the permittee_lessee of 
four piers, made its wharves the base 
for direct shipments to Russia of four 
full cargoes of agricultural implements, 
flour and other materials bought in the 


Middle West by the Soviet authorities 
and loaded right from freight .cars to 
steamer. Since September this company 
has sent eighty-five ships to the piers 
it has under permit leases. There have 
been cargoes from the Mediterranean. A 
great volume of freight has come direct- 
ly from the West by all rail for unload- 
ing to steamers docking at piers 12 and 
13, 


Direct From Cars to Ships. 


“Recently there has been a general 
movement to coordinate rail and water 
transportation by the bringing alongside 
of vessels railroad freight by all rail. 
Under the system originally in vogue the 
cargo is unloaded at freight yards /in 


New Jersey and then lightered, often 
through fog and ice. “When cases are 
loaded to dock from lighter and again 
loaded on to a steamer many a damage 
claim may result. In the past few days 
hundreds of Ford cars have been shipped 
direct from Detroit to the Staten Island 
piers and have been sent to Europe 
with but one handling. Henry Ford is 
a man of vision and apparently senses 
the value of the Staten Island piers 
and is making use of them . 


| 
“The general slump in shipping bus!- | 


the war has affected this 
waterfront as it has affected shipping 
the world over. But a proper under- 
standing with the steamship interests of 
the port and the general shipping public 
of the possibilities of these docks will 
bring about a 
the various factors to make them a 
success. From a steamship man’s point 
of view the piers are desirable. 
are far wider and longer than the 
ordinary pier in New York. Floors can 
carry heavier loads end slips are 


ness since 


formed at less risk and greater ease. 
Steamers can dock without the aid of 
a single tugboat. 


Says They Are Profitable Now. 


“There has been a lot of propaganda 
picturing the Staten Island piers as an 
economic waste. There may have been 
many economic wastes due to the war, 


but. the Staten Island piers cannot be 
so catalogued. They are revenue produc- 
ing now, with shipping at a low ebb, 
and despite the fact that the steam- 


ship companies which leased the piers | 


trying to lie down on the city. 
The city surely has some equity in these 
leases. 

“The piers on Staten Island are find- 
ing more and more uses and will, tn 
the course of time, be as necessary, 
and their construction 
foresighted and justified, as anything 
done previously in this harbor.”’ 


ASK FEWER REPORTS. 


International Cotton Congress Says | 


Americans Issue Too Many. 


Copyright, 1925, by The New York Times Company. 
Special Cable to THE NEW YorkK TIMES. 


VIENNA, June 5.—The frequency with 
which the American Government issues 
cotton reports tends greatly to disturb 
the market, in the opinion of the Inter- 
Cotton Congress, meeting in 
Vienna. 

A resolution to this effect has been 
adopted by the congress. 

Speakers pointed out that immediately 
before and after reports are issued it 
is practically impossible to do business 
because of unrest, first because of anx- 
jety over what the report will contain, 
and secondly, as to its possible’ effect 
on the market. 

One report each month is advocated in 
place of two = although the dele- 
gates agreed that the American Gov- 
ernment did everything possible to pre- 
vent leakage in advance of publication. 

Dr. W. A. Schoenfeld, Dr. Taylor of 
the American Department of Agriculture 
and J. T. Orr, Vice President of the 
American Cotton Growers’ Exchange 
were among the speakers, 


WARNS ON GERMAN FLEET. 


| Oslo Newspaper Says Norwegians 


Are Not Anxious to See It. 


Copyright, 1925, by The New York Times Company. 
Special Cable to THE NEw York TIMEs. 

OSLO, June 5.—A leading article in 
an Oslo newspaper refers to the number 
of German naval visits officially an- 
nounced to take place this Summer to 
various parts of the Norwegian coast. 
While welcoming the time when good 
relations wil] be restored between Ger- 
many and the former neutral countries 


it warns the German Government not 
to expect any improvement in these re- 
lations by resuming at too early a date 
annual obtrusive naval visits to 
Norway which characterized the Kaiser 
period. It says that there are still 


|dwelling around the Norwegian coast a 


far away for the opening of the trial|couple of thqusand families who lost 


dear ones through the German sub- 
warfare, which rightly or 
wrongly they consider synonymous with 
murder. 


GOOD MAY IN DRY GOODS. 


in | Business Still Holding Its Lead 


Over That of Year Ago. 


Special to The New York Times. 
CHICAGO, June 5.—Marshall Field & 
Co., in their weekly review of the whole- 
Bale drygoods trade, say: 
“Current wholesale distribution of dry- 
goods was well in excess of last week's 
volume and exceeded by a large margin 


that of the same week a year ago. 


“Road sales maintained about the 


{same figure as a week ago and showed | 


considerable increase over the total re- 
corded last year for the same period. 

“There were more customers in mar- 
mat than during the corresponding week 
n 1924. 

“Collections showed a decided improve- 
ment over the corresponding period last 
year. 

“Business during the month of May 


sales and deliveries being recorded in 
larger volume. Sales of mer- 
chandise for future shipment also 
showed a marked increase over the cor- 
responding month’s figure last year.” 


BUSINESS NOTES. 


For the first time Hart 


Marx 


city of its lines of women's coats. It will 


firm's local offices, 200 Fifth Avenue. 


Neysa MecMein and other artists. 


The firm of Bloomfield, Eliner & Snyder, | 


Inc., has been formed for the manufacture 
of coats and suits, with offices at 205 West 
Thirty-sixth Street. The concern will stress 
sizes for small women and juniors’ gar- 

ling of regular 


ta, altho e lete 
gises ‘wilh also be made. 


logical coordination of | 
They } 


80} 
| spacious that manoeuvring can be per- | 


| Park Avenue, 
considered as | 


| Avenue. 
| $10,000 bond, 











| turers, 





Schaffner &/| 
will hold an advance showing in this | 


COMMERCIAL PAPER. 
Yesterday—4 per cent. for the best names. 
Thursday—4 per cent. for the best names. 
The quotations are for six month's paper. 

*,¢ 


Fancies to Help Plain Flannels. 

Introduction ‘of novelty bordered wool 
dress flannels in highly varied printed 
patterns for midsummer wear is counted 
on to have a beneficial effect on the 


plain flannels as well. The vogue for 
the plain flannels tapered off somewhat 
during the last two months, with the 
result that the cutters-up were left with 
fairly sizable stocks of these fabrics. At 
the same time the demand for the goods 
from the mills naturally fell off. The 
leading flannel producers, in order to 
adjust the situation, have now featured 
the fancy goods. The result will be 
that a dress manufacturer can now use 
both the fancy and plain flannels for 
the same garment, an outlet pomae thus 
provided for whatever plain flannel 
stocks he may have on hand. The com- 
bination of the two has proved very ef- 
fective in garments already produced. 
*,.* 


Combination Corset Stressed. 

With the vogue for rubber reducing 
corsets no longer as strong as it was 
this time last year, although a good de- 
mand is still reported, wholesalers are 
tending to stress the combination corset 
as a seller that retailers will do well 
with. This is the corset and brassiere 
combination, and it is being pushed as a 
moderate-price garment that will appeal 
to consumers during the month or two. 
The rubber corset y Bac Me so increased 
the turnover of the corset department 
during last Summer and Fall at buy- 
ers and merchandise managers have 
conceded it ‘will be difficult to realize 
figures for the immediate period ahead 
that will compare Faveraniy. 

*,* 


Broadcloth Shirts Still] Dominate. 

Despite the degree of success achieved 
with fancy shirts, either of the collar 
attached or to match variety, the con- 


sumer demand continues to run strongly 
to white broadcloth shirts. A leading 
manufacturer here estimated yesterday 
that fully 75 per cent. of the entire 
men’s shirt demand is for broadcloths. 
It was his belief that broadcloths would 
also dominate for Fall, although the 
fancy kind might have a slightly better 
run. The difficulty with the broadcloth 
shirt, it was explained, is the great 
variety of prices on this merchandise, 
with the cheaper end so greatly stressed 
as to give the keenest kind of competi- 
tion. he retailers also feel safer in 
buying these staples, as the novelties 
entail the carrying of a much larger 
stock in order to afford the consumer a 
necessary range of choice. 
+o? 
Wide Laces Have Taken Well. 

The popularity of the all lace dress 
for this season has been productive of 


an added volume of business in the lace 
trade. These dresses have sold well in 
many of the out-of-town stores, with the 
result that a nice reorder business has 
developed. Wide laces have been 
stressed, in as much as only 1% to 2 
yards are needed to make a complete 
lace dress. This follows along the same 
line that has made the wide silks popu- 


BANKRUPTCY PROCEEDINGS. 


Petitfons Filed—Against. 


PHENIX MBTAL SPINNING & STAMP- 
ING CORPORATION, 103 Mott Street, by 
Jacob Goodman, on a claim for $507. ouls 
Zeltner was appointed receiver, under $1,500 
bond, by Judge Bondy. Liabilites, about 
$20,000; assets, about $3,500. 

VOGUE LADIES’ APPAREL SHOP, 23 
Lispenard Street, by A-1 Dress O©o., for 
$1,000; Levin & Weissman, Inc., $2,€00; Pos- 
ner & Rosenberg, $1,500. The members of 
the firm are Aaron Taubd and Harry 


Solomon. 
Receivers Appointed. 


By Judge Bondy. 
OELBAUM BROS. & ELBAUM, shirt man- 
ufacturers, 786 Broad Street, Newark, N. J., 


| George Brokaw Compton and Moses Simon 


appointed ancillary receivers, under $20,000 
bond. Liabilities, about $200,000; 
about $190,000. 

BENJAMIN 


assets, 


KAPLAN, 
William 


furniture, 


under $750 bond. 
assets, about $1,500. 

VALANTENA, INC., dresses, 230 Madison 
Alexander Wolf appointed, under 


Schedules Filed. 


HYGRADBE ELECTRICAL SUPPLY CO., 
149 Bowery. Liabilities, $16,249; assets, 
$11,281, consisting mainly of stocks and fix- 


tures. 

MERIMS, INC., furnishings, 75 Rivington 
Street. Liabilities, $18,284; assets, $8,125, 
consisting mainly of stock and fixtures. 

NATHAN COOPER, furs, 319 Grand Street. 
Liabilities, $15,201: assets, $3,850, main item 


being stock, $3,500. 
EASTERN DISTRICT. 
Petitions Filed—Against. 


ABRAHAM LISHKOWITZ, men’s clothing, 
234 Atlantic Avenue, Brooklyn, by Benjamin 
Krane for $510. 

MONTGOMERY LAUNDRY, _INC. 810 
Lexington Avenue, Brooklyn, by Charlies 
Cummings for $215; F. Dittmar Lehn, $200, 
and Kleigman_ Brothers, Ine., ee. 12. 
Judge Inch has appointed ,, Willlam eber- 
ALBERS and ALBERT K. 


man receiver, in bond of 
HENRY C. 
KOHLER, trading as the Albers & Kohler 
Lumber Co., Roosevelt, L, I., by William 
Schuette Company for $951; Harry J. Wylie. 
Inc., $349, and Kulp Lumber Company, $725. 
ROSE MININSOHN, doing business as the 
Interstate Lumber Company, Maspeth, L. I., 
by Aoex Lumber Company for $1,161; Kulp 
Lumber Company, $718, and Samuel H. 
Blair, $2,166. Judge Inch has appointed Ad- 
rian Hegeman receiver, in bond of $5,000. 


Petitions Filed—By. 


MOON RADIO CORPORATION, radio sup- 
plies, 501 Steinway Avenue, Long Island 
City, L. I. Liabilities, $29,457; assets, §30,- 
833. Judge Inch has appointed Henry Van 
Alst receiver, in bond of $3,000, 

DAVID BEROZI, dry goods, 604 Blake 
Avenue, Brooklyn. Liabilities, $7,750; as- 
sets, $3,650. Judge Inch has_ appointed 
Charles S. Amsel recelver, in bond of $1,000. 

ALBERT F. THOMAS, clerk, Union Turn- 
{ke, Kew Gardens, L. I. Liabilities, $23,- 
45: assets, $163 


10,724 


1,661 Pitkin Ave- 


CHARLES K. SCHWACK, $51 Beach Sixty- 
ninth Street, Arverne, L. I. 
LOUIS WEINSTEIN, 69 Grafton Street, 
Brooklyn. 

MINNIE JACOVES, 1,685 Forty-third 
Street, Brooklyn. 

FANNIE PAUL, 10,724 Elghty-seventh 
treet, Brooklyn. 
- HENRY PAUL, Eighty-seventh 
Street, Brooklyn. 

GOTTFRIED FETTERROLL, 1,299 Myrtle 
Avenue, Brooklyn. 

CHARLES LARESCH, 1,645 Forty-fifth 
st t, Brooklyn. 

IRVING G. COHN, 638 Howard Avenue, 
Brooklyn. . 

ISIDORE NUMEROFF, 
nue, Brooklyn. 

FERDINAND HABER, Lawrence, L. I. 
JOSEPH BINDORSKY, 1,117 Belmont Ave- 
nue, Brooklyn. 

HYMAN COSOFF, 1,703 Park Place, 
Brooklyn. 

SAUL S. BRANN, 599° St. Mark’s Place, 
Brooklyn. 

HENRY G. ALBERT, 65 Merrick Road, 
Jamaica, L. I. 

MARTIN H. ALBERT, 65 Merrick Road, 
Jamaica, L. I. 
SAUL LEHRER, 1,906 Sixty-second 8treet, 
Brooklyn. 


HENRY EDELSTEIN, 894 Sackman Street, | 


Brooklyn. 

SAMUEL AXELROD, 190 Kosciusko Street, 
Brooklyn. me 

LOUIS R. REITMEISTER, 475 Fairview 
Avenue, Queens, L. I. 


IN OTHER DISTRICTS. 
Special to The New York Times. 


NEWARK, N. J., June 5.—Moses Simon 
was appointed receiver today for Olebaum 
Brothers and Elbaum, Inc., shirt manufac- 
Involuntary bankruptcy proceedings 
were filed, The petition places the assets 
at $200,000, 
liabilities. 

A voluntary petition in bankruptcy was 
filed by the Atlantic Laundry Service of 
Maplewood, The assets are listed at $25,- 
350 and the liabilities at $27,334. 


Ethel Green and Ida Meyerson, trading as | 


the Green Specialty Shop, filed a woluntary 


petition in which they listed assets at $4,300 | 


and liabilities at $5,279, 

An involuntary petition was filed against 
the J. F. Brandies Corporation, radio head 
sets manufacturers. Herbert W. Royal was 
appointed receiver. 

Special to The New York Times. 

CHICAGO, II., June 5.—A petition in bank- 
ruptcy was filed today by E. Carballo Cor- 
poration, with liabilities of $42,168 and as- 
sets $20,962. 


ASSIGNMENTS. 
GILFOND & TARLA, dealers In watches 


take place next Tuesday at 3 P. M. at the | 2nd_jewelry at 71 Nassau Street, to Sydney 


The | 
new garments will be worn by mannequins | 
recently selected by Charles Dana Gibson, | 


H. Silverman of 554 Gates Avenue, Brooklyn. 


Filed 
of the 


esterday, the first name being that 
ebtor: 


In New York County. 


a) Co.—Same. .. | 
<a Yoo—ame...... 


of 
1.68 


-50 
499.50 


' 
1,699 | » 
Henkel appointed, | Saskowttz, 


Liabilities, about $5,000; | 





| Gentile, 








but makes .no estimate of the/ 


| Rosenberg, 





lar. It has also helped the turnover of 
yard goods over the counter because the 
ease of making a dress at home has been 


rendered obvious. 
*.* 


Gray Goods Tone Stronger. 
Although no great volume of mer- 
chandise changed hands, the further 
rise in cotton strengthened the tone of 


the local gray goods market quite a 
little yesterday. Some trading in 38%- 
inch 64-60s was reported at 9% cents for 
this month's delivery. June-August de- 
liveries were available at 9 cents, with 
faw takers. There was also some buy- 
ing of 39-inch 68-72s,-for spot ship- 
ment, at 10 cents. In the sheetings, 
buying by the bag trade included 
inch 48-squares at 9% cents. Good makes 
of 38%4-inch 64-88 sateens were sold at 
11% cents, with inferior cloths of that 
construction available at 11 to 11% 
cents. Not much else of interest took 
place. 


~~ 
vi- 


Less Call for Hard Coal. 
The demand for anthracite is much 
less vigorous than it was during the 


greater part of April and May and, 
were it not for the likelihood of labor 
troubles ‘in the Fall, there would be 
no reason to anticipate much in the 
way of activity for the next thrée 
months. But the opening of wage nego- 
tiations in Jul Saward’s Journal will 
say today, will have some effect on the 
market, so that June will doubtless 
prove to be th6 quietest of the Summer 
months. Bituminous users are display- 
ing a little more interest in the market 
and, while this is not being translated 
into orders very rapidly, it would ap- 
pear that buyers are preparing to op- 
erate on a heavier scale. 
*,* 


Little Buy!ing for Export. 


Buying of cotton goods for export 
has been at a very low ebb this week, 
and the primary reason given for it 
was the downtward trend of cotton up 
until Wednesday. Not for some time, 
it was said Aacscming & have foreign 
buyers been watching the ups and downs 
of the staple more closely than they 
have done in the last month or so, and 
the drop in its price, which presaged 
lower prices for the finished materials, 
held back many orders that would other- 
wise have come forward. As in this 
country, consumer buying in foreign 
markets has not been any too satisfac- 


tory for some time, with the result that! 


there are numerous accumulations to be 
disposed of before further buying of any 
consequence can be done. 

*,* 


Closing Movement !s Growing. 


According to reports current 
local cotton goods trade yesterday, be- 
tween $6,000,000 and _ 7,000,000 the 
10,000,000 spindles in 
mills that it is planned to stop during 


the week of Aug. 9 to 15 have already | 
This | 


heen pledged to the movement. 
was'said to be the first concerted move- 
ment ever planned to reduce production 
and thus bring the market-back to a 
more satisfactory state from the view- 
point of the manufacturers. Indepen- 
dent curtailment has been In effect in 
a number of Southern 
time, and many are now working but 
three or four days a week. This, 


coupled with the group shutdown that 


in the) 


| Activity 
Southern eotton| 





mills for some} 


is planned, Is expected to make for a 
— bullish cloth market here in the 
early Fall. While it is not expected by 
trade leaders that any general rise in 
prices will result there is a belief that 
it_ will brin wholesale buyers to a 
realization o 
volume of their buying. 
*,* 


Dress Linens Have Lost Ground. 
Although sudden changes in fashion 


from one fabric to another are not new, | 
it is not often that a general class of | 


cloths loses so much ground from one 
season to the next as dress linens have. 
Last year at this time colored linens 
were in great demand, and the amount 
of business done in them, particularly 
in the most-wanted shades, was limited 
only by the ere | of the importers 
to make sufficient deliveries. This year, 
while the goods have sold to some ex- 
tent, there has been nothing like the 


volume of them disposed of that was let | 


out last year. Earlier in the season it 
was thought that higher prices had 
something to do with the lessened move- 


ment of the goods, but since that time | 


it has been found that they have been 
largely crowded out by the present great 
demand for printed novelties in wash 
goods and silk and cotton mixtures. 


GROUP INSURANCE GAINS. 


Study Reveals 3,000,000 Workers 
Now Are Covered Under This Plan. 


The growth of group insurance in 
American industry has been so rapid 
that at the present time approximately 
3,000,000 workers are covered under 
this form of insurance, many of whom 
were in no other way protected, ac- 
cording to a study made by the National 
Industrial Conference Board, 247 Park 


Avenue. 


An investigation in 1912 revealed at 


of any kind, and that the majority of 


|}those who were carrying life insurance 


were insufficiently protected, their poli- 
eles averaging less ‘than $500 each. 


It has been estimated that because of} Cloths, pr., 64x60, yd. 


approximately 30 per 
cannot ob- 


physical defects, 
cent. of all wage earners 
tain Individual life insurance 


obliged to pay higher premiums, but 


‘under group insurance every worker is 


equally eligible. 
Wool Market Somewhat Stronger. 
BOSTON, June 5.—The Commercial 
Bulletin tomorrow will say: ‘‘There is 
a broader and stronger market in wool, 
prices being generally 
scoured pound higher 


titan last week. 


very much keener and some buying is 
reported in the territory States, with a 
fair consignment movement in swing. 


“Better business in goods is reported, | and bacon were unchanged. 


although 
in better 


in woolens, 
goods’ are 


especially 
and knit 


more 
worsted 


| demand. 
‘There is rather more activity at the} 
show a slight|few and unimportant. 
the | 
changed, | was 
Bradford being slow on account of the| near-by fancy eggs. 
rather in favor of the | 


River Plate and prices 
hardening tendency. 
foreign markets are 


Otherwise, 
hardly 


holidays and 
buyer.’”’ 


the need to increase the} 
| result 





that time that the gréat majority of | Barley, malting, bu... 


wage earners carried no life insurance | Hay, No. i 


or are| 


x ne a} : 
about 5 cents ai reaction in wheat. 


| Minnesota family flour was 25 cents a 
in the bright wool States is | barrel cheaper, and there was also a 


| patent 


| 3een in mess pork and short ribs. 





WHOLESALE MARKET. 


None of the listed fresh fruits showed” 
change either way this week, and the 
only revision in the dried ones was @ 
decline in California 40-50 prunes. In 
bp es oe wore 25 a - 

ag higher, and there was also a rise in 

Not in the Foodstuffs. turnips. Choice Scotch peas, choice mar- 

The trend of wholesale commndihien |Fow beans x yee white kidney 
‘ eans were all cheaper. 

prices took a swing the other way this |""2 +, No. 7 Rio and No. 4 Santos cof- 

week, as compared with last, with the! fees were higher, but no changes were 

that there was again ‘some ex-| seen in the tea list. The best raw sugar 


‘ . %* A- 
cess of declines over advances. Thirty- also went up, but there was no corr 


: sponding rise in fine granulated. The 
five of the current week's sixty-six re-j| only changes in the spices were advances 


visions were downward, while last week |in black Lampong and white Singapore™ 


| peppers. 
there were but seventeen declines in Oats and straw supplied the week's 
fifty-five changes. Despite the weaker | only advances in the grains, with the de- 
tendency of the general List, twelve of 


clines contributed by wheat, corn, ry® 
the twenty changes in the foodstuffs and malting barley. Leather was again 
were upward. 


quotably unchanged, while in the listed 
ae 3 bey only go age ye oe rise 
The following list gives the minimum|in No. 1 native packer and declines 
wholesale orinas ames on selected | No. 1 Texas and Coiorado stock. ta) 
standard commodities this week. They| None of the changes in the metals 
are corrected to yesterday, and with 
them are given comparative prices for 


was upward this week, but seven de- 
clines were shown. They were seen in 

last week and the corresponding week 

@ year ago: 


THE WEEK’S PRICE TREND. 


Excess of Declines Was Shown, but 


Bessemer pig iron, open-hearth billets, 
wire nails, furnace coke, antimony, zinc 
and tin. The building materials saowed 
a rise in clear red cedar shingles, while 
in the lumber list several declines took 
place. They were shown by No. 1 rough 
Western hemlock, plain red gum, mapie, 
rough commen fir and North Carolina 
air-dried roofers. : 

es Only one of the changes in the com- 
.18%| bined Hsts for drugs, chemicals, dye- 
| stuffs and olls was downward this week. 
There were six advances, but all of them 
were lacking in feature. In the naval 
stores lower prices were seen in resin 
and turpentine. 

The paper list registered three de- 
clines and no adavenes, the reductions 
taking place in news roll, chip boards 
and straw boards. Both Brazilian and 
| plantation crude rubbers were higher, 

74,\|and both are very substantially above 

17 | the corresponding figures of 1 year. 

50 | Japanese raw silk declined, as did ——— 
11%} .The week in the texfiles was largely 

|; devoid of interest. There was some 
10.00 |stiffening in unfinished cotton goods, 
_ 14% | however, and a quite decided improve- 
aa | wont in the price tone of burlaps. 
t “190 | 
100 Tbs... 1,26 20 \ 
Rye, No, 2, bu. .27% .30% | 
Aluminum, pig, of a 
Copper, electro, os “elo 13) } 
Zine, ib. 073 O74 08: | Federal 
Brown sheet., y .16 


Year 
Ago. 
$3.00 
9.50 
.40 


Last 
Week. 
$4.50 
9.50 
42% 
78.00 


.26% 
22 


This. 

Week. 
bb!.....$4.50 
100 ib. 9.25 
42% 
.00 


Apples, com., 
Beans, mar., c., 
Butter, cream., ex., Ib. 
Cabbage per bbi 
Cheese, w. m. 

spl., Ib 

Fresh, spec., Ib 
Codfish, Gd. Bks., 100 

WRB. cakecns 10. 


9.00 
Coffee, Santos, ; 
b 


Flour, 
family 
Onions, bag 
Peas, split, 
Potatoes, bbl. 
Rice, fancy head, Ib... 
Tea, Formosa, fair, ib. 
Tea, Japan, best, lb. 
Bacon, 1408 down, Ib. 
Beef, steers, live, 

100 lbs. 
Hams, big, 

Hogs, live, 

Sheep, live, 


fancy 


SUGAR MARKET REVIEW. 


Company Predicts Little 
Change in Prices. 


Prices of sugar may remain compara- 
tively stable for some time, according to 
the Federal Sugar Refining Company 
which predicts that prices will fluctuate 
only within narrow limits. Cuban prox 
| ducers, the company’s review says, have 
shown resistance when prices receded to 
2% cents, cost and freight, and have 
been reluctant sellers on all declines. 
On the other hand, it says that offexings 
have become so liberal when prices ad- 
vanced that buyers have been obliged 
to withdraw from the market. Besides 
this, the refined trade is said not to ba 
| anticipating later needs and is buying 
}only for immediate wants. 

“Cuban sugar production is already 
nearly 400,000 tons al d of the original 
estimate for the mills which have 
stopped grinding,’’ Federal says. ‘The 
145 centrals which have finished report 
an outturn of 3,764,392 tons as compared 
with the ortginal estimate of 3,365,429 
tons and a production last year of 
2,966,633 tons.” 


Hides, pack., No..1, | 
Hides, cows, hvy., 
Leath., un., t.r., 
Rub., up-riv., fine, 
Plan., 1st latex cr., Ib. 
Silk, China, at. 

fil, ist, Ib. ‘ 7.00 

Japan, fil. No. 


13 
45 
50 
64 


Yb. 
Ib... 


} 
Ib. 


s 8.25 
Wool, dom.av.98quo.Ib. .73 .730 

?Nominal. 

Two of the three grades of flour listed 
in the local provisions showed recessions 
in price this week, pably due to the 
he fancy grade of 


break in Winter soft straights. Spring 

flour did not change. Middle 
Western lard was higher here, but hams 
At Chicago 
live hogs and live sheep were lower, with 
live beef unchanged. The advances were 





Revisions in the local dairy list were 
Extra creamery 
butter was fractionally higher, and there 
a rise of a cent a dozen in 
Prices tn this part | 
of the lst, however, continue higher | 
than they were at this time a year ago. 


SSoenvendety soneerre-aaasenateed meena 


} 
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ARRIVAL OF BUYERS 











BUSINESS RECORDS 


$821.68 
$821.68 
«++ 6 $499.50) 
Same .$40i 
$ 


Easton, John T.—Same 

John Harrison, Inc.—Same.. 

Lilla, Stephen—Same. . 

Lehlbach, Leonard & Co., 

Lakin, Nathan—Same 

M. Hiller & Co., Inc.—Same 

Maritime Navigation Co.. Inc.—Same 

McLaughlin, Gould & Drysdale, 
$499.10 

Martin, Clinton R.—Same . $821.68 

Norland, L.--Same 

Orgafiizer Investing Co.—Same......#3 

Owen, Kenneth R.—Same 

Olidort, Joseph R.—Same ........... $499.50 

Profitable Enterprises & Trading Corp.— 

Same 

Phillips, Moses—Same 

Popper, Ferdinand—Same ... 

Panama Timber Lands C 

Robert P. Matches & Co.., 

Robertson, Joseph L.-—-Same 

Robitscher, James 

Reich, Charles—Same 

San Pedro Electric 

Same 


Light 


Morris—Same 

Spetner, Joseph—Same 

Starr, John ©.-—-Bame 

Stockman, Frank-—Same 

Skelly, Thomas J.—Same 

Schechter, Lazarus E.—Same 

Sachs, Moses A.—Same 

Wagner, Jacob B.—Same $338.42 

A, Salomon, Inc.—Union Bank of Chicago, 
$2,950.54 


Aberman, Nathan-—S. Aronson et al. .$158.01 
Burns Reality Co.—Burns Bros........$636.43 
Baker, Wm. H.—B. Altman & Co....$176.68 
Criterion Garment Co., Inc.—Rlialto Silk 

$435.33 
and Fillmore Bullding Corp. 


—Volpi & Castaido, Inc,.......... $1,855.24 


Chillerton Corp.—Churchill Hall, Inc.$3,107.08 | 


Capono, Jacob A.—Reo Motor Car Co. of N. 
¥., Inc, 
Colucci, Louls—Lehigh Valley R. R. Co., 
MOG pi cvers ccc suns sha paskecne Gandake $260.79 
Capone, Jacob A.—Reo Motor Car Co 

is: Bey. Bee Ses 


Davis, Arthur P.—Bryan & Weil, Inc.$129.84 | 


Day, Arthur—C. H. Stanton 

Dimonda, Julio V. and Amella—A. Bicch- 
mella $257.57 
Bisenkraft, Harry—Netherland Bank ot NB 
Y HAO 5 


Feinberg, Semuel S,.—Joseph Zukin ‘Blouses, 
Inc., costs $ 
Finkelstein, 


Fine, Jacob and Abe, 
Jacob Nadelbaum—Beacher Bros 


Charles—J. E, Olsen et al.» 
$682.53 

(6tyle Bag Co.) and 

$101.21 


Fiasconaro, Mariano—S. A. Rausch. .$430.97 | 


Feldman, Irving J., and Charles T. Baird— 
Valley Rolling Mills, 

Fusco, Michael J. and Vincenzo—H. Berkel- 
heimer, Inc. $440.55 


Green, Dorls—Equitable Surety Co. .$25,000.00 | 
| Greacen, 


Thomas E., Joseph W. and 
Thomas—Meter Renting Co., Inc....$170.12 
John—B. McNamarn.........$224.81 
Garrson, Murray W.—Leslie Judge Co.8264.95 
Greenberg, Sigmund and Joseph Welkowitz— 
J. J. Schnurmacher 
Gottlieb, Daniel and Nathan Breilkopf— 
John 8. Silis & Sons, Inc $120.90 
Graney, Thomas F'.—A. Rollis et al...$139.54 
Greenberg, A. C.—B, J. Trautman et al., 


Grogel, Morris—P. Voutsas 
Grecco, Joseph—L. Ippolito... 
Grieff, Louls (Williamsburg 
Standard Oil Co. of N. ¥ 
Heffernan, Wm. O.—Bonwit Teller & . 
$270.64 
Earl—Kelly-Springfield Tire 
$1,224.44 


Import Novelty Co., Inc.—Preferred 
Prpduct® Corp. .ccsccccscccsesccsess $216.02 
Interborough Rapid Transit Co.—L. BD. 
Schaeff 
Same—M. C. 
John Thallon & 
et al. 
Jamieson, 


$8,703.95 


Holmes, 


Co., Inc.—C. T. Bullard 
Inc., 


$423.35 


Fred C.—Stafford Bros., 


Keystone Wooden Products 

Caugiles 

Klosk Contracting Co.—B8. 

Kropacek, Frank—Lion Brewery of N. 
CRY se 
winews Lines, Inc.—Koninklyke Mederland- 
sche Stoomboot Maatschappy...... $9,389.10 
Leo and Albert Groce—Melrose Con- 
Inc $1,072.78 
Jacob—American 


Lewin, 
crete Co., 
Lapidus, 


Louls J.—Chatham & Phenix 
of N. Y. City $449.75 
O.—Buckley Newhall Co., 


Lindenauer, 
Ntl. Bank 
Lund, Carl 


Lewin, Leo and Albert 
crete Co., Inc. 


Murandi, Raffael—Ww. 


Fred F.—J. C. 
George—Richardson 


Leepameecer - Cc 
1.072 


costa, 
$110.00 
Marshall... .$1,781.96 
& Boynton Co., 
$936.19 


Connor, 


Moore, 
Miller, 


Novich, Solomon-—A. Abrams... 
O’Brien, Patrick, John 
tick Dunleavy—Jacob Ruppert....... $587.38 
Orr, Wm; A.—N. Y. Telephone Co... .$192.99 
Parrish, Rial T. and Thomas C. Leake— 
Equitable Surety 
Pittsfield, Lime and Stone Co.—B. A. 
$12,010.92 
Preston, Jerry—Lion Brewery of N. Y. 
ueen Paper Box Ca., Inc.—Our Trustees, 
. -$707.45 
Beardsley, 
$194.10 
Charles 


Rosenberg, Elias and 


Mandel, costs 
Rothstein, Samue!—B 
Reilly, 

Ine. 


. Dretel......$165.45 


Nat—8. 

Same—Same 235.07 

Same—Same 963 

Rice, Jacob—A. Hendrickson.....:.. $5,687 

Strauts, Herbert-—-S. Bernard......... 

Stuart, Chas. E.—J. J. Tierney....$12,8 

Stinson, Paul—S. BE. Eillis............+. $1 

S. S. Jones Contracting Corp.—Merritt C 
man Seott Co $2 

Sofransk!, Henry—W. 

Steinhorn, Sadie, San Dafilak and 
Sazan Concourse Fiat-Wet Wash Laundry 
Co.)—Travelers Ins. Co.............+-$190.96 

Smith, Morris—F. Schwartz.... ... $791.41 

Sanders, James H.—J. Kandell........ $689.77 

Titus, Malcolm H. and Sarah A.—S. D 
Rarig 

Turner, Edmon C.—J. Steinberg 

Uptown Garage, Inc.—Utility 


Wohlberg, Solomon H.—United Electric Hight 


Inc.—Same. | 


| 
~ | Weisinger, 
= | Sullivan, 


|Goldbranch Shoe Co. 


| Sandusky, Lena--} 





5.00 ! 


$1,449.25 | 





| Drubin, Gersh—H. Mirsky 
$145.80 | 
385.95 | 


33 | Myers, 


Co., | 
Radio | 
Ripavadadvenedd 6 cieuatsuaeens $00.04) | 
DOOOEE . 6.5k.60 Cccacadgucs $100.00 | 
PPR TERE aOR Cee ees 3,416.57 | 
| Charles J. 
| Edwin J. Dryer—Best 
| Alfred B. 


$4,126.45 | 
' Jacob Abramson, 


8 


Tne., | 
$2,427.19 | 


| Kostanoski, 


| Jackson, 


Hanrahan and Pat- | 


Beall, | 


City, | 
$103.89 | 


Brand—M. | 
$159.55 | 


Philip J.—Encyciopaedia Britannica, | 
$115.70! 
, 506.9 ts) 


| second 


3 | Berg, L 


| Var 


Nathan Wolkowitz—American Mutual Credit | 
Union .. $476.50 | 


Weinberg, Samuel W.—W 

Werthan, Leonard and Austin J. Hare (H 

Werthan, Leonard and Austin J. Hare (H 

Co ‘ 

Zahn, Joseph—H. A. McNally.......$1,7 

Zraick, Melia—Anderson Holding Corp., 
fas 


in Kings County. 


Bislowsky, T. M.—Equitabile Sure 
Green, Doris—-Same ... 


| Diamond, Anna-—Bk. Sheer 


Chaffee, W. — Birr 
Bank o% 
Varone, Angelo—Frank A, WV 
Pittsfield Lime and Stone 
eal taeles 
cer, John — Industrial Commis 
New YOrh..ccccccccas « 


Earl 


Co. — Byron A 


Dominick—Same 
Charles—Same 
Jonn—Same........ 
Carrig, John—Martin Connelly 
Same—Same 
Harris, John 
Campbell 
Argonne Const. 
Stone Co. and O. L. 


Caruso, 


Cut 


Co.—Gould & Taylor 
Kaiser.... 


Mfg. Co 

Edelman, 
, Armand J.—The Fuller Brush Co.384.31 
Kaiser, Gus—Clarence Rhoden........826.90 
D'Amico, Josephine-G. and P. Lapollo.... 


$185.90 | 
Kalish. | 
$536.05 | 
emuth | 
$274.05 | 


Magnasio—Sarouel D. 


The Wohl 
Paper Box Co maak a 
Logan Realty Corp. et al—Greenlawn 
lafsky 
Goldzweig, Charles—Same............. 
Byrnes, Robert J.—James Meringla....$ 
Berman, M.—--Union News Co........$ 
ax P. Senberg 
Vendetti, Charles—The Hecht Co..... 


Romanelll & 


& Ma- 


| Guellugio, John—Joseph Spinelli....... 


Abel—William Zuker 


Inc., et 


Kaufman, 
The Lindarose, al—Bensonhurst Cu 
Stone Co, . $802.50 
Tartar Painting Co.—Harry Zimmerman, 
$187.90 
Groffel, Harry—Louls Popkon 


| Hildredth & Atkinson—Pinto Bros,.... $363.95 | 


North Assembly Restaurant—Harry Speus 


Leavitt, Louis—Stephen Kolbele. ..-....$3% 
Leventhal & Simon—Jacob Block......%. 
Dewey Tea & Coffee Co.—A. Weisenman, 


$143.90 
Mark’s Avenue Realty Co.—North 
ABSUPENCO COs. wc icaccccccsccccaaveapeStt,e 
De Bernardo, Joseph, et on 
Products Corp......e-eeeseeecereecees $90.65 


1,610 St. 


Hirshmet, Jacob—Albert Achkouti. .. .$464.90 | 
Schenkoff & Rafinow—Rubin Enger. -$212,90 | 


| BAYCHESTER AV., Nos. 3,345-3,851; Atlas | 


In Bronx County. 
Boyle, William C.—Moucha & Quelch, 4gnc. 


$100.21 | 


Dorf, Bernard — Weber McLoughlin Co., 


Co. 


Dorbor Realty, Inc.—Weber McLoughlin 
DiStefano, Lorenzo—H. Abramsky..-. $567.22 
Grubman, Samuel—H,. 8. Meltzer... 
Louts Glantz, Inc.—M, H. Weiss.....--4 
Willlam—H. 


In Westchester County. 


Emma W. Mittelkauf, Charles W. Mittel- 
kauf, doing business as 
Wehmeyer Coal Co,, Inc. 
Lydia C. Thorman—Doctors 
Ine. 
George Finer—Same 
Sidney Duffy—Same sania’ 
Scroder—Weaver Ebling Aut 
Co. einen 
Co., Ine..++.. 
Maty B. Gross—Henry M. Lloyd..... 
Tieuell—Clarence A. Pearsall, 
$116.32 
Pauline Abramson—A. 
Rodfing Co., Inc. 
James Longacré, an t 
D. Longacre, guardian—Yonkers R. 


. $233.15 


Service Corp., 


bile 4 - 
: $857.70 
$510.36 


The New York Central R. R. Co.—Charles | 


$1,104.72 
In Nassau County. 


Leo George and Michael Killian—Fitzgerald, 


Stapleton and Mahon....... 
John — The Modern 


Co. 


Korwith, Bernard J.—Armandon H. 


Inc. wot 
Langer, George—The American 


In Saffolk County. 


Robert J.—Ferdinard } 
Merwin—Swift & Co 
Valter—Isidore Goldberger. 


Dayton, 
Raynor, I. 
Seaman, 


$115.73 


In New Jersey. 
HUDSON COUNTY. 
Borarsky, Morris—Eastern New Jersey 
Fixture and Marble Co. 
Morton, Frederick—Jersey Printing and 
lishing Co. 


Store 
532.38 


Pub- 


The first name is that of the debtor, 
that of the creditor and date 
judgment was filed. 

In New York County. 


Rodney—L. Abraham; Feb. 


Same—J, Firth: Mar. 25. 1913.... 
3ame—Same; Mar. 25, 1913 ........$1,364.71 
Putton, Richard, et al.—People, &c.; 
Apr. 1, 1925 (canceled). $1,000.00 
Berman, Seliz, et al.—J. Demor et al.; 
Jan, 20, 1925 Rap 

Wicander & Co., Inc., et 
« Ine., May 


= 90 
Clewa, a 


| Zeller, Anna-Schiefflin & Co.; 


| Power 
Powers, 


. .82,010.92 | 


| Klein, 
) 


a ae 
$1,640.66 | 


| - » -82,941.87 | 
Enamel Products Corp. — Anzona Lacquer} 


| 70TH ST., ne, cor. 


14TH AV.., 


90 | 
‘15TH ST., EAST, 
| 34TH ST., 208 EAST; Frank Palazzo against } 


$92.46 | 
Sayka, John—Rose Alfer and Mollie Slotcher, | 


al — MAgnuson | 


£495.35 | 


.$1,067.60 | 
$508.75 | 


- $264.90 | 


;| LOTS 19 and 20, Highland Park, New Ro- 


Mittelkauf & Co—| 
3 | JONES AV, w sa, 


Inc. |} 


and } 





|SATISFIED MECHANICS’ LIENS. | 


1 on) 
Murdock, | 
$85.62 | 
Costa, } 
$189.93 | => 


+» | 61ST 


rier. .8230.66 | 


. $139.40 | 


| NOSTRAND AV, 
. $24.66 | 


the | 
when | 


nee } 


James B.—r. May 29, | 


Arriving Buyers may register tn this column 
by telephoning Lackawanna 1000. 
BALTIMORKFDaniel Miller & 
Morrison, silks; 72 Leonard 

hugh); Pennsylvania. 

In Kings County. BIRMINGHAM, Ala—Louls Pizitz D. G. 
* rs s Pizitz, georget oats 

. C. R. R. Co.—Regina Pipko; May 23, 1925/ suits: 115° W. 36 2 2 Levies 


$940.30 | ae 
May 20, 1925.$1,083.00 | BOSTON--Might) Coat Co.; L. Gold- 
| stein, § T cotton dresses, quan- 


Inc.—United Cement 
30, tities; . (Goldstein & Levy). 
April 20, 1925 | CHICAGO—wWeil & Kaufman; A. M. Kauf- 

$163.38; man, silk printed crepes, tub silks, regu- 

Nov. 11,{ lars and atouts, large quantities: 1,209 

--..374.60| Bway. (A. Siaselman & Co.). 

Cohen and | CHICAGO—Cha Cohen & Bro.; H. 

29 fall coats; 370 7th Av. (B. Geltner). 

CHICAGO—L. Friedmar E. l. Friedman, L. 
Friedman, fi 53 & nsylvania. 

. & R. Folkman: F. Folk- 
man, printed crepe dresses, quantities Eng- 
lish broadcloths; 1,1 Bway (Lipschitz & 
Shaptro). 
CLEVEIAND—Asadow & 

I. Asadow, fancy 
earters, fancy 

100 W. 32d (Sales Co. 
CLUMBUS—Ohrbach 
silk’ dresses; 870 7th v. 

| DETROIT—J. L. Hudson Co.: John O'Toole, 
voile dresses, basement; Mrs. M. King, 
stout cotton dresses, basement; 1,440 Bway. 
(Retail Research : 


ve.; R. Fe 
Morgan, Willlam—L, Stein; May 14, 1925 (H. W. Phz 

$147.7 
Co.; 
ensermb!s 


Same—Anna Dubdlsky; 
Sea Gate Builders, 
Producta Co.; Mar. 


Julius-Benjamin Erlich; 


Cohen, 


Abraha 
$731.38 
In Bronx County, 
ee on 
Adolph—A. T. Sintdimand 
é tea aprons, wo- 
dry goods novelties; 
of America). 
Stores Co.; J. Steiner, 


Mackenzie; 
(job- 


May §8, 


1925 -- $180.57 


Filed yesterday: 


In New York County. 
185TH ST., 15 WEST; Robert Cobban &| 
Inc., against Fannie White Realty / 

Inc., owner and contractor; Fannie|Graxnp RAPII ; . «a 
contractor $1,725.43 | GRAND RAPIDS urg, D. G, Co.; J 
CROSBY ST., 3% 86: Prince Brothers L. aoente. wash dreases; 32 W. 35th (Jay 
against General Society of Mechanics and | <*7,--;’- aie 
Tradesmen of the City of New Yor, owner: | KOKOMO, Ind.—Boston Store; 


‘otha , M. J. Silver, 
The cp A VV ses clothing, men’s furnishings; 
coe Ficke Warehouses, $5500 |_(B. F. Levis) Pennsylvania 


115 W. 30th 

6TH AV., 467 WEST and 101 West 28th st.:| 40S, ANGELES—Pacitic Novelty Co.; M. 
Plumbers’ §pecialty Co., Inc., against | — at. ae saves. wether Gores 
Charles M. Rane and 467 Bixth Avenue Co.,| Stationery, no! —— oe 
Inc., owners; Leo Fay, Jacob. Block and} St LI hy ants. 

Edward Jonas, contractors ... $473.24 | MINNEAPOLIS—Dayton Co.: Mr. Hoagland, 
28TH 8T,) 202 WEST and 204 7 ‘ were em mle; La 
and 314;' 1 Grass ©o., Seate asen.}. 
Longlast H, Conn.—Princess Shoz:; 8. Agron- 
tractor — h, large sizes printed voile dresses; 156 
TTH AV., 824 and 203 West 53d St.; Tarter| .W. 34th (C. & G.). 

Painting Co., Inc., against Elkon Realty | OKLAHOMA CITY, Okla.—McEwen-Hallibur- 
Corp., owner and contractor $3,961.00 os" S. J. Kirschner, furs; Pennsyl- 
vania. 
|OKLAHOMA CITY., Okla.—Gloyd 

ton Co.: S . Kirschn 
(Wm. M n Buren) 
OKLAHOMA CITY, Okl 


tor Co.: Mrs Cc. 


Hallibur 
0, W. 35tb 


In Kings County, 
of Colonial Road; Bar- 
Weber against Leuzzi Holding Corp., 
owner and contractor . «+ $8,804.50 
\ w _s, 61 feet north of Bay Ridge} 
Av.; Supro Building Products Corp. against 
Bessie Scourby, owner and James Construc- 
tlon Company, contractor 





J 
nett ve 
en-Hallibur- 
3 jobs sport 
georgette dresses; (F. Lillen- 

thal & Co.) 
| PHILADELPHIA—Gimhel Bros.: 

Garretson, trimmed millinery; 
32d (N. Y. office); Imperial. 
PHILA DELPHIA—Blum Store; 
eet, dresses; 261 W. 35th 
Frank Vessio, owner and contractor. .$38.55 | eosenaw) Pennsylvania. 
~ : tially 7. | PITTSBURGH—Sede O8.; nt rit 
ITH ST., EAST. 6 e cor. of Avenue K;| low end silketic aad tub sik pantrowits, 
Jack P. Blanck against Harry Zaslawcky, | W. 28th (M. B. Freeman) Sa 

Dept. Store; H. 


owner and Miller & Scolnick, contractor | PITTSBURGH—Kaufman's 

: $128.00 | P' TTSBURGH—Kaufman’ 

‘50H ST,, “a cor. as ; Av.:. Bonded | eS ey, Bn ne suite, dresses; 
F! ompany, Inc. against Philip Min-| pgp a wip age, py + ; 
inberg, Owner and contractor $1,331.06 | ee eee en Swe a 


In Bronx County, } mdse. mer., Buckley, silk, cotton 
plece goods; W. 38th (National Dept. 
Stores, Inc.), 19th floor. 
SAN ANTONIO, Tex.—Kaufman’s D. G‘ Co.: 
A. Kaufman, georgette coats and ensemble 
suits; 115 W. 80th (B. F. Levis). 
SAN FRANCISCO—Emporium; Mr. Lobinger, 
draperies, basement; 1,440 Bway. (Retail 
Research Assn.). 


1,150 Bway. 


Mrs. 
Bway 


M. 
. of Avenue L; | aud 
Felix Pasquale against Greenleag Land | 


Company, owner and contractor... .$4,810.00 Mire, 


(Amelia 


15th 


Masons Supply Company, Ine. against Bay- 
chester Homes Builders. Inc. owners; 
werd Thompson, contractor 
MOSHOLU PARKWAY. EAST, 25; Kraus | 
Kastoné Products Corp. aguinst Odom corp., | 
owners and contractors $120.00 | 
” HRE AV., 3,070-8,072; C. Avallone against SCRANTON—Maurice Shon: J 
Matilda Eagle owners and _ contractors, fur borered suede coats: 455 
$905.01} B. Golubock Co.) ; 
| SCRANTON—Lashin’s, [Ine.: J. 
jobs fur border suede coats; 
(M. B. Golubock Co.) 
SPRINGFIELD, Mo.—M. Netter D. G. Co.; 
neeetnticn, Inc., contractor $754.56 | M- Netter, ready-to-wear, furs; 38 W. 324 
TS 53, 54, 535. 56 ek 7 Sw “an (Tittman & Storch) Pennsylvania. 
stead, Port Chester: Wreck CO lee STEUBENVILLE, Ohio—Reiner’s; Miss B. 
Son against Elmhirst E. > : get peer state and ensemble suits; 
1f 30th (B. F. *vis). 
, ™ £ r 


North Tarrytown; Meyer | gh RE se pe Mh dasa he wees 


against The roadway Es- : 

owner and sentenaten 3.71051 priced; 156 W. Séth (Jonas E. Levy) 
LOTS 122, 123, 135, Empire Park, Yonkers; |S. PAUL—Schuneman & Evans: R. 
Meyer B. Gruzenski against Empire Park. annenen. Cress soude, Hnines, stip: 
Inc., owner and $2,206.57 
PRESCOTT ST, 352, Yonkers: Joseph Stau- 
bach Jr. against Nikita Homika and Mary 
Homika, owners, and Gillert Bros., | 
contractors 1,23 
MAPLE ST, 44, Yonkers; Joseph Staubach, 
Inc., against Michael Konrid and Philipina |} 
Konrid, owners, and Gillert Bros., Inc., con- 
tractors $733.60 
PRESCOTT ST, 354, Yonkers; Joseph Stau- 
bach Jr. against John Choma, owner, and 
Gillert Bros., Ine., contractors....... $556.90 
NEPPERHAN AV, 884, Yonkers: Joseph 
Staubach Jr. against Joseph Pompelio, own- 
er, and G Bros., contractors. ..$316.37 | 


Goldberg, jobs 

ith Av. (M. 
In Westchester County. Shulman 
455 7th Av. 
chelle; Napoleon Sano against Matilda Mar- 
tenis, owner, and Empires Home Building 


Lightburne, ow 
and Adam J. Dengler, contractor... $672.16 
Co.: I. 
B.  Gruzenski popular 
tates, Inc., 
E. 
220 
Sth Av. (F. Atkins): Cc re 
WILKESBARRE—Dress-} ; J. Goldberg, 
jobs fur ordered suede cs nts: 455 7th AV. 
(M. B. Golubock Co.). 
39 | WILKES-BARRE, Pa.—Justin Bergman: C. 
Pfifferling mdse I hotions, laces, 
gloves, hosiery, und 31 
(Hartmen & Hartblay); y I 
WILMINGTON, Del.—Rock Strong Hostlery 
Sigmund, hosiery; Pennsylvania. 





Co.: .B. 


BUYERS’ WANTS. 


Fifteen cents per word each insertion. 


Gillert 
BROADCLOTH 
quantity § striped 
cash. Lucette Dress, 2 


Wanted—Open 


English 


for large 
In New York County, 3 “ao 
518 EAST; Samuel Rosenbluth a — on : 
t 418 East 15th St. Corp. et s!,| PRD crepes Wanted—Open 
1G. SQUB. Se cmusuce¥auaiicns cece OLS ntity. Schirmer, fest 36th. 
ST., 209 WEST: Liberty Sheet 1 7 ae ; 
Works against Edit Arms Realty Co., i“: 
et al., May 14, 1925 $1,052.80} — > 
ST., 3 to 7 WEST, and 62d St | RADIUM Wanted—Sev 
to & West: F. J. Hill’s Sons, | printed flowered rz 
Hermitage Co. et al., Jan. 22, Elienbogen, 10 West 
Tv Kings County ait c 
' SILKS Wanted—Open 

20TH ST., EAST, w s, 300 feet printed crepe de 
Avenue P; Traubsai Cont. Corp. Dress Co., 144 Wes 
Greenlawn Bldg. Co. et al., Jan. “ane 

SILKS Wanted—Printed crepe de chine, 
n e corner of Avenue J:| . heavy quality, at a price. Monarch Dress, 
Sons_ Co., Dorbeck | 5€0 7th Av. 
Inc.. Feb. 25, -:,,: $550.00 | TUB Silks Wanted—Striped. 


Maher William Bro., 526 7th Av. 





15TH ST, 
to buy 





© CiOCK, 





thousand yards 
will pay cash. 





uantities 
einberg 


j large 
south of | Irving 
against | 
17, 1925. | 
$98.40 | 





M. Lehman 


F Moe Leipzig & 
Johnson, Sept. 17, 

754.39 | 
Cropsey 
Finewhin | 


against 


OFFERINGS TO BUYERS. 
Fifteen cents per word ea h insertion, 


PARKWAY, 6 correr of 
Av.; Marcus Leavitt against | 
Realty Co., Inc., Dee. 2, $2,675.00 | 
CARROLL ST., 688; Benjamin Raphael and| 
Max Powsner against Emma Conway, May x 
1, 1925 "$127.80 
In Bronx County. } 
S e corner of 156th St, 25 by 
Cavalluzza against S. Green- | 
Oct. G, 1922. ......+-. $8,710.00 
Sawyers & Bartocc'ni 
Inc, against same; July 24, 1922..$3,893.39 
MICKLE Av, ¢ s, 350 ft s of Givan Av, 50 
by 95; A. Johnson against Mara Jara ét al: | suits, 
Feb. 5, 1925 .. $225.00 
CITY ISLAND Av, n e corner of Fordham | 
St, 33 by 94;/A. T, MacKenzie against A. 


KELLY St, 
100; I. °F. 
stein et al; 

SAME PROPERTY; 


Beaches and 
ivery. J. 


Summer 
Levine & 





_ $5.50; beach and 
$6.50; tropical worsted 
man, 713 Broadway. 


, Klein et al.; Sept. 11, 
192 SAME PROPERTY: 
$468.50! same; Sept. 20, 1922 
June i, 1923|5AME PROPERTY; H. G. 
$108.10} same; Sept. 16, 1922 
1925 SAME 
$147.70} same; Sept. 16, J 
29, 1825|SAME PROPERTY; F. Ramstedt against 
$250.00! same; Sept. 19, 1922 seseesesscees + $000.00 


1925 


Zins, Louis—S, Goldfarb; Feb. 20, 


Hoffstot, Frank N.—L. Clews; 
Morgan, Willlam-—I. Stein; May 14, 
ate James B.—B. 8. Tobey; May 


$912.03 | 

Wirsing against | 

Stile 3 $335.00 | 
Sillee r. against | 

$1,477.33 | 2903. 

PROPERTY; A. Diamond against} 

322 $291.00 


OFFERINGS TO BUYERS. 


BROADCLOTH, cotton, good count. ai! 
stripes; spot delivery. Newman, Franklin 


DRESSES—Graduation, white, to close out; 
excellent values up to $19.75; repe de 
chines, georgettes. B. 2 & Gone 
1,359 Broadway. ’ i 





Mr. and 
Wettner. 


Miss Peggy Paris, Mra, _S 
Emilio E. Morty, 


W. W. Williams, 
New Yorkers due to arrsa| 


g the 
|toaayt ireen Genoa and Naples are: 
Miss M. Fecheteler, 


Stout, 
thy Mrs. A. Forrester, 
Mr. and Mra. Frank 
w 


ow nell, 
Mr. and Mrs. George iid, 

Mrs. Anne Ficxner, 
John Starr, 


SIX LINERS LEAVE 
“TODAY FOR EUROPE : 


Two Will Go to South America \t' M'rmatvons,” Meas Florebes 
o Mis lice Wing, Miss Mary xon, 
and One to West indies and and Mrs, L. Clairkesmith, 
Miss Louise Wood, 
Central Republics. 


FP. HH, 


Mr. and Mrs. Walter 
Miss Jane McCabe, 


Cheney, 

| Arthur 

Chamberlain, Miss Maud Kurlan, 
} 

| 


Mr. and Mrs. 
Mrs. Inez Cook, Mrs. R. Brisbane. 


Among those who arrived yesterday 
from Antwerp by way of Southampton 
and Cherbourg in the Red Star Liner 
Lapland !were Mr. and Mrs. A. 
| Bliven, Miss J. T. brecke: J; 2. Cow- 
| ley, Lyman J. Fisher, Mrs, T. P. Geary, 


Many Notable Figures in Business, 7; L. Hardman, Mrs. B. M. Harrison, 


E. Trish, Mrs. H. ‘Mason, Mrs. at 
the Theatre and Education Are _| and Mir Mrs G. Livingston, and Mr. 
Going Abroad. } 


7,500 PASSENGERS ABOARD 


and Mrs. M, T. Lynch. 
Passengers who arrived 
from Hamburg in the White Star Liner 
Arabie included Miss M. Alber, T. B. 
Barrows, Mr. and Mrs. J. N. Beam, 
| Mr. and Mrs, lL. Becker, James Brown, 
r | Miss Sarah Brown, Miss Mary A. 
Clarke, Dr. and Mrs. Beverly Douglas, 
| Ber and Mrs. W. Pitt Duffee, Miss 
Glaser, Mrs. KE. E. Harwood, Mr. 
SF = F. Kroll, Miss N. Jackson, 
| Miss Carolyn McFee, Mits Irma Sack 
j}and Miss KE. Taylor. 


‘FACES PERJURY TRIAL AGAIN. 


Six steamshIps leave today for Et 
Tope carrying many prominent Ameri- | 
cans. Two steamships are leaving for 
Seuth America and one for Central | 
America anc the West Indies with 
good lists. There are 7,500 passengers 
on the eight Liners. One ship, the 
Lieoyd Sabaudo Line’s Conte Rosso, is 
due to arrive this morning from Naples | 
and Genoa. Witness in avis Case Indicted on) 

Among the notables. leaving today | 


Account of Conflicting Testimony. 
for Plymouth and Havre on the French | 


: ; . ; | Michael Gallagher, 
liner Paris, which has a capacity list, chael Gallagher 
are: \last week in Jersey 


|the trial of Charles Parish, who was 
gerne 4s goa | Seauitted of the murder on Oct. 19, last, 
Carrel, e |of Michael Healey, was indicted again 
Dr, E. B. Babcock, eka io A a ao 
Dr. L. Wroblewski, } yesterday in Hudson County on another 
Mrs. Wroblewski, | charge of perjury. 
agg oe + anor }of Gallagher charges him with perjury 
farementior, 4 : 
Miss —" Dh. before the Grand Jury in testifying he 
Eddie Cantor, |had seen Parish shoot Healey 
r ‘ 
egg |In the trial he had testified otherwise. 
Genevieve ‘Tobin, The indictment of Parish, 
aime. m. oaee, | yesterday by Assistant District Attorney 
“Rev Wa Aloysius McMahon, was based largely on 
Gallagher's evidence before that body. 
Gallagher and five other men were in- 
for their evidence in Parish's 


who was acquitted 


FE. E. Calkins, 

F. Coudert Jr., 
Charlies PD. Chapin, 
Mrs. P. Pennington, 
Mrs. J. T. Loree, 
Mrs. Jacob Riis, 
Miss C. Smith 
Philip J. Britt, 
Mrs. Britt, 

Carroll S. Bayne, 
J. W. Maitland, 
Mrs. G. M, Moffett 
Rollin H. Wilbur, 
Mrs. Wilbui 
Michael Be sak 
Mr. and Mrs. 


r. 


Dr. A. 


The Rev. T. Wucher, 1: 
Joseph E, Gilbert, Mesker. 
Prince D. Mahmoud, Mis. H. A. Uterhart. 


Migs B. Skinner, | 
| dicted 
On the Rotterdam. 


trial, 
Among the prominent passengers sail- | being made gainst them after Nicholas 
fng today for Plymouth, Boulogne and 


; Vinola, one.of the six witnesses, had 
= : testified they had agreed not to give evi- 

Rotterdam on the Hoiland-America 

liner Rotterdam are: 


dence unfavorable to Parish. Following 
Gallagher’s acquittal by a jury, 
McMahon said he would continue prose- 

Mrs. A. L. C. }eutions in the case with new charges} 

ag = land this indictment of Gallagher 

Mrs. J. W. Allen, 

Miss Beatrice Alien, 


| firs 
Alfred | first. 
Mr. ‘and Mrs. Wil- 
liam Baruch, 
David Beer, 
Mr. and 
Benoit, 
Miss Barbar 
den, 
Miss 
den, 
Mr. and Mrs. Herbert 
Hu. Bradford, 

Mrs. Kingsland Brad- 
ford, 
Mr. and 
Bush, 

. and 
Butler, 

Mr. 
Clark, 
Mr. 
Content, 
Mr. and Mrs. 
A, Colman, 
Mr. end Mrs. 
Dreyer, 
Mra, A. L. 
me and 


hese 
and 
nk 


vd 


Adams, 
James 


Page, 
PP, a 


Miss Jessie A. 
Mr. and Mrs. 
Roon, 

Dr. and Mrs. 
Taylor, 

Mrs. David Weingar- 
ten, 
Mrs. 
Mr. 


faces a new trial on the charge of atro- 
cious assault in connec tion with Healey. 


WOMAN, 74, IS HELD. 


Walter Wilcox, 


Mra. . and Mrs A. 


a Blag- 


Shannon, 
$. Shelil- | 


Biag- as 
Miss Helen 
enberger, 
ripe Anna Shepard, 
Miss Lucile Short, 
Mis 83 B. Shulte, 
bb! A. H. Silver, 
A. H. Silver, 
Sarah Skiller, 
J, Smith, 
‘ . V. Smith, 
*s. Sheldon Smith, 
Kobert Smolka, 
Mrs. Robert 
Henry Sobel, 
Mrs. Henry Sobel, 
Miss A. M. Speary, 
Mrs. Ross Spiegel, 
Dor, Sigmar Stark, 
Mrs. Sigmar Stark, 
Julius Stern, 
Abe Stern, 
Mrs, Abe Stern, 
Mrs. Frank Stiles, 
0, T. Stockman, 
Ferdinand Strauss, 
Mrs. F. Strauss, 
Mrs. Dora Strouse, 
John B, Swift, 
Mrs. Sarah L. Swift, 
Mrs. A. C. Studer, 
Miss Edith Studer, 
Mra, Robert Sweeney, 
Robert Sweeney Jr., 
Charles Sweeny, 


Frances 


Will 
Arraigned for Homicide. 


| Mr 74 years old, 
{the oldest woman ever 
|cide charge in New York City, 
rarraigned today in the Homicide 
| in connection with ¢he death of Mrs. 
eT Ory McGreen, 30 years. old, 
Smolka. + waitress, who was found dead in the 
| basement apartment of the old woman 
jat 215 West Sixty-siath Street 
| Thursday. 


Nora Prendergast, 


s. 


Mrs, 
Mrs 


J. 


Charities 
E 


Erlanger, 


Mrs. H, 


skull and had 
the head 


a fractured 
beaten about 


waitress had 
|} been severely 
}and shoulders. 

Mrs. Prendergast was Questioned yes- 
j}terday by Assistant District 
|; Morgan A. Jones and Detectives 
lin and McGovern of the West 
| eighth Street station, but held to 
original story that she had no knowl- | 
| edge of how the woman met her death. 
The detectives say they found blood- | 
stains on Mrs. Prende rgast’s ecyeglasses 
pessengers booked to} and also on her cane and crutch, She | 
Cherbourg and London} admitted that she and Mrs, McGeeren 
Minne- | had been drinking heavily but said the 
last she knew of anything in 
j tion with the affair was when 
McGeeren lay down on a couch to sleep 
a few hours before she was found dead. 


CAT’S FALL BRINGS POLICE. 


| Report Goes Out That It’s a Child 
and Ambulance Comes. 


Mra 
Z Mrs. W. 
Guthrie, 


and Mrs 
Guggenheim, 
Mrs. Bennet J. King, 
Mr. and Mrs, Fran- 
cis J. McCann, 
Miss Helen McCann, 
Frances Mc- 


A. 
A. 


Max 


Conk- 


iss 

Cann, 
r. an 
Popper, 


d Mra. W. C. 


Some of the 
leave today for 
on the Atlantic Transport liner 
tonka are: 


Prof. George G, 
Curdy 
Wi! 


Mac- Mrs. LeRoy 
Mr. and Mrs, 
Monjo, 
Miss M, § 
Mies H. A. 
Mr, and Mrs. 
M. Ralston, 

hirs. S&S. Rumbaugh, 
Miss E. Rumbaugh, 
Mr. and Mrs. Melvin | 
E. Sawin, j 
Mr. and Mrs. Roberts | 
Walter, | 
Miss K. Walker, 
Misa PD, Walker, 
Miss Rhoda Walker, 
Miss Challis Walker, 
Mr. and Mrs, H. H. 
Weekes, 
Mr. and Mrs, Norman 
F. Wells, ! 
Mrs. F. Schenck, 
Miss A. R. Schenck 
Mr. and Mrs. B. 
Alcock, 
Mr. and Mrs 
Sykes, 
Mra, J 
Mrs. Coleman 
McGovern, 
Mrs. Dilworth 
Richardson, 
Mr. and Mrs 
Foraker, 
Mr. and Mrs. 
Norwood, 
Mrs. A. C. 
Mr. and Mrs. 
James, 
Mra, W.G. Randolph, 
Miss V. Randolph, 
Miss Alice LeRoy, Mra. F. B. Smith, 
Sailing on the White Star liner Baltic | 
today for Queenstown and Liverpool 
are . 
Cap Mr. and Mre 
Wi liam’ T Olcott, Bernard, 
irs, Oicott, Miss H. V 
O'Br Mr. and 
Ww, Silos, 
Mra. H. 
Mrs. Mu 
gesha)), 
Miss M. 


Martin, 
FL N. | 


T 





lam 
Potter, 
Provost, 
| ee, 
Prof. ffer B. 

Fletcher, 
Prof. A. 

Smith, 
prot M. M. Ci 

Dr F Ww. ene: 
Mrs. Crov Pov 
Bishop Wilbur 

Thirkield, 
Rev, Wallace 

eliffe, D. D., 
Mrs. Radcliffe, 
Judge H. G. Ward, 
Col. A. Hi. Woods, 
Mrs. Woods 
Walter Woodbury, 
James H. Perkins, 
Walter P. Fearon, 
Charles T 

- iE 


rson 


Hopewell- 


a kitten fall 


of 420 


of persons 
from the 


saw 
roof 


Seores 
P. | yesterday 


Rad- | one of them, 


{injured animal's cries, ran to the West 
| Forty-seventh Street Police Station. 

“A kitten 4: from the roof on Forty- 
|} eighth Stre she cried, 
| and indistinctly, to Angelo 

| doorman, who ran to Desk 

|} Harry Stainkamp. 
H.| “‘A kid fell from 
}eighth Street,” he 
| tenant detailed 
| Welch and ordesad an ambulance from 

Bellevue to tne spot They arrived to- 
gether, but the ambulanee left imme- 
| di ately, and Patrolman Welch shot the 
| kitten and disperse: i the crowd. 


SENTENCED FOR LIBEL. 


a woman, 


Ross, the 


the roof on 
eried, and the 
’atrolman 


Ww 


Hiuston Coles, 
Jo seph 1 b, 
Mrs. T 
Miss I 
Mr. an 
Tyrell 
Mrs. F 


NM. 


} 
Davis, Fr 
(', Pratt, 
Miss S$. H. Woolley, 
Mrs. S. W. Clark, 
Mrs, R, F. Valentine, 
Mr. and Mrs. George 
T. Knight, 
Mr. and Mrs 
Hoyland, 


Carlisle 
i 


+ : | 
Clarkson, | 


I.G 


a. Cc 


Gets 60 Days. 


MINNEAPOLIS, Minn., June 5 
A. N. Jacobs, author of an article 
the publication of which he was 
| victed on a charge of criminal libel 
against former Senator Magnus John- 
“| son here on May 2, was sentenced yes- 
bi pe terday to sixty days in a workhouse. 
rra, , 
; The court granted a twenty-day stay in 
which to file\a motion for a new trial 
In the article Jacobs accused the 
| mer Minnesota Senator of having been 
| arrested for drunkenness in Monneapolis 
jon May 7, 19M. It was brought out in 


‘, 
the a different Magnus John- 


trial that 
son was the man arrested. 


'BANDITS GET $10, 000 HAUL. 


| Hold Up 3 Persons in Silk House 
and Carry Off Cloth in Truck. 


$10,000 was 
| silk house M. EF. Mailhouse, 117 East! 
Twenty-fourth Street, late yesterday 
| afternoon, according to report made 

at the East Twenty-second Street police 
® | station. 

Just before closing hour yesterday, the 
| report said, three men walked into the 
place. which is on the ground floor of a 


| loft building, and after holding up three 

persons who were in the store, bundled 
up the silk. They made their escape 
jin a motor truck, 


CONVICTS AI MISSING MAN. 


| Jury Acts in $1, 000, 000 War Stamp 


(P).— 
for 


Lvans, J. E 
3ernard, 
Mrs. J. P 
Andrews, 
F “aris, 
; O'Leary 
“Gt osve 
Gr osvenor, 
aire. Archi- 
Barrow, 


(Go<c- 
ior 
Cog 


- i « 
: Elsie es 


and 


eshal) 


Franconia’s Passengers. 
Among the passengers leaving 
for Queenstown and Liverpool 
Cunarder Franconia are: 


Prof. W. W Mr. and Mrs 
hell Johnson, 
Mrs cdward 

Robert 7 Sidney 

Mr 
tlarwood, 

Cornimmissioner T 
til 


today 


on the 


Camp- 


and 
Oppen 
heim, 
John Clayton, 
M:, and Mrs. 
Davis, 
Hiughes Fawcett, 
Horatio N. Smith, 
Albert F. Free 
Mrs. M. A 
meyer, 
Mrs. W. L. Oates, 
Mr. and Mrs. G, 
Foster, 

Mr. and Mrs 
Stewart, 
Scott J Courtney, 

Mra. N. Craig, 

Miss I. Fuller, 

Miss G. Burdett 
Miss |}. Renwick, 
Miss |. Herring 
Miss BE. Marvell, 


Miss M. Wormacl 


Silk worth 


D. T. of 


Mrs. W. ¢ G 
Alfred ©. Knog 
Mrs iXnopf, 

Violet Stott 

Betty 
Mrs, 
Mrs. 
Miss 


a 
Smith, Lind 
Cc. Joh: 
E. Jobnson, 
G. F. W, Grainger, 
Mr. and Mrs, E. 
Dickinson, 
Ww 
a 


B 


¢ 
isen, 
Ss. | 
Ww. 

M Totten, 
Brush, 


“ew 


A 


8S 
Jeronie 
Vv, 

Mrs 


Ay 


4 
A 


s 
srad- 
p owles, 


R 


r BE. Kr 
4» 


T ‘ 
Mr. and Mrs 
Reynolds, 
Mrs. W. H. Sheldon, 
On the Anchor liner Assyria, sailing 


today for Moville and Glasgow, will be: Counterfeiting Case. 
Major V. O. Pritch- Mrs. T. MeNab, 


ard, A. G. Dunlop, |} CHICAGO, June 5 (#).—A jury 
Miss A. MacFadyean, Mrs. FE. Murray, ; $1,000,000 war savings stamp 
Mrs. G.’L, 2} *. Murray Beate 
oo — ~ “ oe. ;, erg, | feiting conspiracy case today, after 
Beumas J. Dinsmore, i nearly sixty-eight hours of deliberation, | 
x pa by ae }found guilty Santo Jemalli, a missing | 
Capt. R. 4. iss Jean Duff, | defendant, and disagreed as to Anthony | 
B. Harvrisor George Dundas | Volpe. Ortginally there were fourteen | 
Harry Garnett, | defendants charged with the conspir-| 
Among the passengers sailing for| acy, which had ramifications In Cleve- 
Routh America today on the steamship| land, Pittsburgh, New York and 
rid, operated by the Mun-| cago 
are the following New 


F. 


K 


McManus, 
K. McKen- 


Condie 


Western "WV 
gon Line, 
Yorkers: 
Miss P. Marguez, 
Dr. and Mrs. P. 
Kempster, 
Mr. and “Mrs. 
Rodriguez, 
Edward Kallenbach, 
i Mullen, 

Ww heim, 
ker, 
aterman, 
ehy, 
lieffinan, 

Rh. Heffinan, 
Grothy, 

J. Water- 


| ENTERS JAIL TO REPAY BAIL. 


Barber Acusid a Reenion Shop 
Too Late, Goes as a Protest. 


Spectal to The New York Times, 
ATLANTIC CITY, N. J., June 
| order that the bail his wife bor- 
rowed can be returned, Julius Schneider, 
|& barber, surrendered today to the po- 
lice, te be kept in jail until his hearing! 
before Recorder. Joseph Corio. 
Schneider was charged with 
| his shop on Stages Avénue open 
| the time set by city ordinance. He. de- 
{. Smith, | nies the charge. 
Mr. and Mrs. He«k.| “I aim going to remain 
Gaid, | protest -until the hearing, 
Miss B. Weiner, | been twice postponed,” s 


F. 
A. 
L 
M. 
Mr. 


De 
A. i 
L 


J Linderborg, 


and Mrs 


G. 
c 


4 1g, 
Ke 
Ww 


Sh 


Milton Maver, 
Mr. and Mrs 
White, 
Mr. and Mrs 
Ostrander, 
Mr. and Mrs 
Pulmasee, 
Miss H. G. 
Dr. and Mrs, 
Wyant, 
Mr. and 


Miss D. K. D cash 
ey Frank 
. Wy a 

| . 
Talmadge ie 


L.. D keeping 


Wate 
Craig, 
’. Cratg, 
Bergman, 
John Carey, 
t. A. Toledo, 
W. Le Bonnemaizen. 


man, 


Mrs. Ivan 


in jail as a 


which 


{ 


ee 


Attorney | Firshfield 


breathlessly | 


The new indictment | 


whereas | 


is the; ! 
| derived 





| One Witness 


yesterday ; 


TELLS OF THREATS - 
AT GRAFT INQUIRY 


|Woman Says “Pushcart King 


Warned Her Not to Testify 
Further. 


CHRISTMAS FUND TRACED 


Names Two Super- 
visors Who, He Asserts He 
Was Told, Got $35. 


Further evidence of intimidation of 
witnesses and of money collected .‘vom 
peddlers for the benefit of market 
supervisors was heard when Magistrate 
George W. Simpson resumed yesterday 
in the City Hall his investigation into 


| alleged graft and oppression among the 


| 


| ciation and 
| king,’’ 
City of perjury in} 





| fied, 


{organizer of the 


| last Christmas by Max Kreisler 
it was said |} 


pushcart -merchants. 

Mrs. 
nue, testified that Morris Loopesko, who 
is the head of the pushcart men's asso- 
is known as ‘‘the pushcart 
had threatened her last Thurs- | 
called her vile names 
her sent to jail 


day, 
he would have 


| appeared again to give testimony in the 


inquiry. 

Karl Brenner of 299 Avenue B, a ped- 
dler in the-Avenue C market and an 
independent peddlers’ 
association there, told of a coilection 
being taken among the peddlers there 
of 738 
East Sixth Strect, and Sam Sorosky of 
195 Avenue B. They told him, he testi- 
that the money was given to Mar- 


ket Supervisors Mandelbaum and Keogh, 


| who were then assigned to that market, 


charges of perjury and conspiracy | 


Mr. } 


Parish was released from the Hudson | 
County jai) Thursday in $15,000 bail and | 


but who have been since transferred. 
When tne witness was asked by As- 
sistant District Attorney Jacob Gould | 
Schurman Jr., who is conducting the 
examination, whether his association 
ever had given any money to market 
supervisors, Brenner declared that the 
Same two supervisors had received $35 
from his organization last Christmas. 
The money, he said, represented revenue 
from dues of 10 conts a week’ 
paid by each of the peddler members. 
Brenner also declared that Supervisor 
Keogh had borrowed $5 from him and 


never had repaid the loan. 
} 


| eald, 
| fi 


Be Oldest of Her Sex to Be! 


“It was the middle of last Summer 
Brenner said. aenae 

‘Let me have 
ive it to him,” 
renner declared that Keogh practiced 
the same method on another peddler, 
Jack Fuhr of 734 Sixth Street. 

The witness told of a collection made | 


5 until tomorrow, 


| by the supervisors on a Sunday last Fall 


held on a homi- | 
will be} 
Court | 


al 


on} 
| up 


An autopsy yesterday revealed that the | 


Sixty- | 
her}, 


| ty-fourth 


! 
{ 
} 
| 
| 
| 


connec- | 
Mrs. | 


the $400 you promised him,”’ 
| he 


| Was 


| 
| 
| 


} 


+4 fore 
| Commissioner 


West | Vehicies 


| Forty-eighth Street to the sidewalk, and | League Officers Write Commissicn.|on the east side of Hulat Street 
moved by the | 


when the peddlers were selling theit 


and told her | 
if she } 


| 


Lena Susserman of 16 First Ave- | 


| 
| 


| Robert E. 
[plots in Green Knolls, its new develop- 


| 


| Atwood, 


} 


| 
| 


REAL ESTATE. 


LATEST DEALINGS IN THE “REAL ESTATE FIELD 


re 


.| PLAN MORE HOMES 
FOR WESTCHESTER 


Sales of Development Properties 
Indicate Small Dwelling Im- 
provements. 


$175,000 SCARSDALE DEAL 


Estate at Cedarhurst, L. 1., to Be 
Cut Up for Private Resi- 
dences. 


Development plots in Westchester 
County, were sold yesterday, indicating 
the erection of more small homes. 


of lis Searsdale (N. Y.) holdings on the 
west side of Oli Mamaroneck Road and 
bo... sides of Palmer Avenue, held at 


$175,000, to the Heathcote Land Corpo- | 


ration, Rush Wilson, President. 
The property will be developed along 


ithe lines of the present development of 


this corporation. W. J. Ackerman was 


the broker. 


Scarsdale Estate sold through 


Farléy Organization three 


N. Y.;,-te A. W. 
a builder, of Port Chester 
N. Y. Mr. Atwood recently purchased 
eight plots in Green Knolls. 


At Hartsdale, N. Y., Chauncey B. 
Griffen sold for the Scarsdale Estates 
two plots on Brewster Road, in the 
Greenacres tract, to J. S. 
Mr. Alexander will use the premises 
connection with his present holdings. 


Flood & Ehrhagt, Inc., sold for J. B. 
Van Haelen his brick Colontal home on 
Walworth Avenue, White Plains, N. Y.. 
to S. Y. Austin of New York €ity, who 
purchases for his own occupancy. The 
residence contains eleven rooms and 
three baths, and is surrounded by a 
landscaped plot of about three-quarters 
of an acre. The property was held at 
$65,000. 


The Drummond 
sold for J. T. Davis the remainder 


ment in Scarsd-le, 


in 


Realty Corporation 
of | 


h came to me ana len holdings located on Hunter Avenue, 


Pelham Manor, N. Y., which consists of 
a large plot of ground im maprov ed with a 
new Colonial residence. he purchaser, 
George E, Westberg of Brooklyn, N. 

will make his home here early in July. 


Through the same brokers, 


Bloemecke sold one of his heuses on 


wares on the Sabbath by special] permis- | Edgemere Street, Pelham Manor, N. Y., 


sion of the Department of Markets. On| 
two Sundays, ce declared, a collection of 
50 cents from each peddler was made, 
although he was not asked to contribute. 
He explained his being overlooked in 
this wise: 

“The supervisor had a habit of coming 
to my cart and taking fruit 
paying dor it. He'd tell me to pack 
after I weighed it and then 
walk off with it. Later I refused 
let him have any more and he wouldn't 
talk to me.”’ 

Brenner said he took the charges be- 
Mrs. Louis Reed Welzmiller, Deputy 
of Markets, who held 
hearing. Later the pushcart men 
before Commissioner of Accounts 
a and, he sald, 


it 


a 
went 
David 


their story. 
Joseph Holdner, who said he lived in 
the rear of a store at 2,931 West Twen- 
Street, Coney Island, whi 
operates a pusheart in the Or 
chard Street market, the license for 
which he had held for five years, 
called, Holdner 
Adolph Goldenberg earlier in the 
quiry of having approached Goldenberg 
with the suggestion that he give Alder- 
man Morttz Graubard “at least $100 of 


his wife 


ever made that statement. 
No afternoon session of the 
held. Owing to the heat, 
trate Simpson 
til next Monday morning. 


PROTEST WOODEN CARS, 


“Death Traps,” 


inquiry 
Magis- 


Civie 


Daniel Gutman, Executive Secretary, | 


and Maurice Gersing, Transit Chairman, 


| 


| 
| 
} 
| 


| prohibition 
| Brook 


Man Who Anousel Megnue Johnson | 


| coneludes, 


Lieutenant | Transit 
| further 
Forty- | 
Lieu- | 
Charles | 


of the 
Brooklyn, 
Commission protesting against 
use of wooden cars on the ele- 


East New York Civic League, 


vated. 

The letter blames the recent fire at 
the Van Siclen Avenue Station of the 
Fulton line on a short clre uit touching 
a wooden ear. It declares the city’s 
of the use of 
lyn Bridge eould be 
widening the clearances, that 
of wooden cars is a menace to s 
the event of a collision, denies 
wooden cars on the B. M. T. have an all- 
steel underframe, and calls wooden 
cars “‘death traps."’ 

“‘Having stated our stand,’’ the letter 
“we demand action on your 
will do everything fn our 


overcome 


part, and 


| power tg force such action.” 


con- | 


' 
| 


for- | 


ham 


stolen from the! 


|; nue 
| this 
| will 


| Station 


| capsized. 
in the) 


counter- | 
|companions clung to the Benen and were 


Chi- | 
| consisting of twelve 


5.—Ln | 


; Company, 


after | 
! 
| builuing, 
has) 
aid Schneider. ical Company. 


on 


grappled 
body 


Jersey 


NEW STATION FOR FORDHAM | 


New York Onset. to Build, Ending | 
“Litigation With City. 


As a result of negotiations 
by the Transit Commission, the 
York Central Railroad Company 
begin soon the construction 
railroad station at Fordham to replace 
the present antiquated structure. 
company was in litigation with the city 
in regard to its rights to the 


station site and adjoining property, 
further delay was prevented by the 
tlon of the commission. The new 
tion will be on the north side 
Road and 


New | 
will | 


and 
ac- 


will cost about $50,000. 
Upon the removal of the old station 
the south side of Fordham Road, i 
is expected that the city will construct 
a new plaza over the railroad right of 
way, which will ews the effect o 
widening and straightening Third Ave- 
at its northern end. The cosi of 
work will be about $500,000, and 
be borne equally by the city and 
railroad company. The cost of the 
will be borne entirely by 
railroad company. 


the 


“buckling”’} ~- é 
afety in| property 


all} 


| 


without | 


he’d |} 
to} 


which fs now in the course of construc- 
tion. The purchaser, Mrs. M. S. Peck of 
| New Haven, Conn., will take possession 
| when completed. 


The McCann Agency, Inc., sold for the 
| Tomphyn Realty Corporation an English 
dwelling located In New Rochelle, to 

Alfred D. Howard. The property 
held at $22,000. 

The of Dr. 


estate Leo Stieglitz 


associated with L. J. Phillips & Co., its} 


| property on Ola White Plains Road, cor- 


ner of Winfield Avenue, adjoining the 


| Winged Foot Golf Chub, "Mamaroneck. 


“they stuck to} 
; acre plot. 


Was | 
had been accused by | 
In- | 


lL. 


He denied | 


adjourned the hearing un- | 


| 
} 
-| 
' 


| 


sent a letter yesterday to the| 


| than fifty 


| situated 


|} Road, 


' 


steel cars on| 
by | 


| 


| 


} 
| 


| 


| | north 


instituted | theatre, 


of a new! Mollitor estate 


| 


The | 
present | 
Sta-| 


of Ford-! 
in 


} fo 


cant 


The a stone resi- 
dence, 


Harned, 


property consists of 
formerly the home 
and outeenenge on a 

John Kadel, the purchaSer, 
bought the property fully furnished, for 
occupancy. 


To Cut Up Long Island Acreage. 


The Jonathon 


C.arles B. | 











+] 


| 
} 


Alexander Jr. | 


| 
| 


| 


1 ¢ 


| 
| 


West Side Storage Building 
Resold to Amos R. E. Pinchot 


Max N, 
to Amos R. 


Natanson, operator, resold 
E, Pinchot the five-story 
and basement brick building, used 
mainly for the storage of automo- 
bifes, at tl.» northeast corner of West 
End Avenue and Sixty-seventh 
Street, on a plot fronting 100 feet on 
the avenue and 125 feet on the street, 
The building is of substantial con- 
struction and has two electric ele- 
vators, one passenger and one 
freight, and complete automatic 
sprinkler equipment. The property 
was held at $250,000 and was sold for 
cash through Simes & Simes, brokers. 


MANHATTAN FLATS 
FIND READY BUYERS) 


i 
i 
} 


Malti-Family House—Altered 
Building in Sale. 


George Fauer & Son and Robert Levers | 
sold for Henry Wehnes to an investing 
client the five-story brownstone double 
flat on a plot by 100 at 538 Fast 


9 
~~ 


the | Eighty-ninth Street. 


Nathan Wilson bought from Samuel 
Flash 745 Madison Avenue, a four-story 
altered building, 16.8 by 60 feet. The 
property was held at $80,000. 
Elliman were the brokers in the 
action, 

Adolph & Aaron Weiss sold through 
M. Theodore 418 West Fifty- wird Street, 
a twenty-family walk-up, size 25 by 100. 
which rents for $5,800 and was held at 
$36,000. The property was sold 
investor. 


trans- 


resold for Taylor} 
138th Street, 
apartment, 
Realty and Security 


Louis W. George 
Gordon 115 West 
family five-story 
feet, to the Right 
Company. 


Cahn & Cahn, operators, 
Third Avenue, adjoining the southeast 
corner of Forty-sixth, Street, to Darwin 

Curtis. The property consists of a five 
story building with two stores and two 
five-room apartments on each. upper 
floor, on plot 25 by 80 ceet. Joseph A 
Rauschkolb was the broke 


sold 7 


PLAN PRIVATE HOUSES 


| 
| 


was} 


sold | 
| through the office of R. Franklin Hull, | 


of Virginia | 
seven- | 


| ¢¢ 


Reakty Corporation | 


(Benjamin S. Catts and George Shaskan) | 


sold the four-acre place at Cedarhurst, 
I., formerly owned by Charles Op- 
penhelm of Oppenheim, Collins & Co., 
to John cc. Jorgensen, the suburban 
builder, who will cut up the property 
and improve it with a number of dwell- 
ings. 


William H. Murphy 
feet of land, situated 
of Summer Avenue, 40 feet 
Greenway South, Forest Hills 
L. I., for John Welsh to the J. 
Building Corporation. 


The same broker sold two lots aitasied 
{ 
of Anable Avenue, Long Is- 
land City, for William Krauss to J. 
Malloy, and two lots situated on the 
west side of Forty-sixth Street, 115) 
feet ap oo of Astoria Avenue, East Elm- 
hurst, for P. Demaria to J. Rizzio. 


The William Quinn farm in Great 
Neck, in the Quinn family for 
years, was sold by I. G. Wolf 
New York investor. The farm 
in the new iIincorporated vil- 
of Kings Point, on Red Brook 
and has a frontage-of more than 
1,000 feet on Red Brook Road and con- 
tains over twenty-seven and a half 
acres with a twenty-room house. The 
was held at $75,000. 


also sold a plot of 
a frontage of 100} 
Great Neck, with 
with a 
The 


sold 10,800 square 
on 
east of 
Garden 


B. K, 


| feet south 


to a is 


lage 


‘ 


The same broker 
about one acre with 
feet on Poiters Lane, 
a depth of more than 425 feet, 
seven-room house, to a Mrs. Gales. 
property was held at $15,000. 


the north side! 


more | 


| 
i 
| 


} 
j 


| 


| 
| 
| 
| 
| 
| 
| 


The Maynard Construction Company, | 


Louis Eisenberg President, sold to Sam- | 
uel Dietz the northwest corner of} 
Brighton Beach Avenue and Coney Is- 
{land Avenue, a plot 111 by 189 feet. 
This is the only vacant plot on the 
side of Brighton Beach Avenue. 
The purchaser is preparing plans for a 
building, which will have a 
a dance hall and stores. Stumer 
& Levinson were the brokers. 


Iselin & Co. sold for the 
a section of their hold- 
L. ,* containing 


Hamilton, 


ngs at Brookville, 

about thirty acres, 
of Geraldyn Redmond. 
Mrs. Charles A. Blackwell, 
the old residence. 


The purchaser, | 
will remodel 


Sales in New Jersey. 


One of the 
lots to be made for some months 


Jersey City was closed yesterday 


when contracts were signed whereby the 
| Melbro Realty Company of 15 Exchange | 


} compromising 


} 


the | 
| will be passed Aug. 
vom Cleff of Montclair | 


Hunt for Drowned Man Fruitless. 


Special to The New York Times. 
BOONTON, N, J. June 5.—Nine 
unsuccessfully today for 
James Rourk, years old, 
N. J.. who was drowned 
City Reservoir 
a boat in which 
Rourk, with 
was rowing toward the 
sudden squall upset the 


men 
the 
of 


re 
ve 


or 
Chester, 


here yesterday 
he was fishing 
five other 
shore 
boat. 


when 


when a 
tourk's 


saved, He, however, ruck out for 


| Summit 


in the} 
| Kelley 


men, | 


shore and sank after he had swum only | 


a few feet. 


“Co-op” for bawere| E. B. Adams. 
Edward E. B. Adams of E. F. Hutton | 
& Co, 
rooms 
|} baths in the new 100 per cent, 
| tive building being erected by 
P. Robinson & Co., at 1,030 Fifth Ave- 
nue, northeast corner of [ighty-fourth 
Street. Brown, Wheelock: Harris, 
Vought & Co. negotiated _the sale. 


and four! 


Real Estate Notes. 
The Trafalgar Holding Corporation is! 
now located at 1,440 Broadway. 
The property which the 922 Realty 


controlled by the. Schulte 
Cigar Stores, sold to the Anray Trading 


| 554 Ogden Avenue, 


has purchased a large apartme nt | frame, 


| 


coopera- | payment 
Dwight} side of Mallory 


} 


| 


| tract 


from Antonio Barbieri a 


containing eighty-seven lots and 
two blocks and a half, 
bounded by Tonnele, Liberty and Colym- 
ibia Avenues, Leonard Street on 
south and the Secaucus Road on 


Place bought 


the | 


north in the upper Hudson City sectiom | 


to be paid is $35,000. Title 


1. 


The price 


Mrs. Celin W. 
sold to Frederick V. Manzo for $10,000 
the two-story frame dwelling on a plot, 
50 by 100 feet, at 65 Lincoln Street, near 
Avenue. The buyer resold the 
property to Thomas FP: Browne fer 
$11,000. 


Max Paikin bought from Thomas B. 
for 
ing, 34 Lincoln 


by 104 feet. 


Aaron Fuchs soéd the two dwellings, 
; 124 and 126 South Street, near Central 


Street, on a plot 50 


opposite the estate | 
- ~ | seph 


| nyues, 


} 


. ~ i for the B. 
largest transactions in va-| 


north 


| frame 


| architect; 


FOR BRONX SITES , 
‘Many Small Dwellings to Be’ 


Erected by Builders—Ten 
Flats to Cost $500, 600. 


The following plans for dwellings and | 
tenements have been filed with the| 
Bronx Bureau of Buildings: 

Barnes Avenue, west side 
south of Bartholdi Street, two-story 
brick dwelling 21 by 52; Frank Cerbone, 
owner; De Pace & Justin, architects 
cost $12,000. 

White Plains Avenue, northeast corner | 
or 237th Street, six two-story brick | 
dwellings and stores, 20 by 58 and 25 by 
feet; Liading Construction Company, 
owners; M. A. Canton, architect; cost} 
$75,000. 


145 feet | 


=o . 
o 


Johnson Avenue, east side, 62 feet 
of 30th Street, two- story frame 
dwelling 26 by 22; Peter A. Smith, 
owner and architect; cost $5,000. 


Lodovick Avenue, east 
north of Astor Avenue, 
dwellings, 33 by 
Rosanoff, owner: Robert 
cost $20,000, 


Waring Avenue, 
west of Fenton 
half-story frame dwelling, 
Louis Nussbickel, owner; 
architect; cost $5,000, 


Davidson Avenue, east side, 147 feet | 
south of Burnside Avenue, ten five-story 
brick tenements, 45 by 65; 2,026 paride 
| Avenue Company, owners; Dav 
Lang, architect; cost $500, 000. 


317 feet 
two two-story | 

feet; Effin 
H. Rowland, | 


side, 


a 
oo 


south 
Avenue, 


side, 75 feet 
two-and-one- | 

16 by 31 
E. R. Kane, | 


; Inc 


175 feet |} 
two-story | 
20 by 60 
‘BR. Bates 


Holland Avenue, west side, 
north of Rhinelander Avenue, 
frame dwelling and garage, 

“arl Schuling, owner; Allan 
architect; cost $8,000. 


BRONX REALTY DEALS. 


Plot and * Block Front Sold for} 


Improvement. 
old 


Corporation, 
Featherbed 
a plot 
who 
on 


the Mur- 
the 
Lane 


MeLernon Brothers for 
ray Hill Alexander 
southeast corner of 
and Shakespeare Avenue, 
144. feet. The purchaser, 
builder, erect a taxpayer 
site. 

Albert Byons has sold through 
D. Phelps the block front on the 
side of East 165th Stre between Sher- 
idan and Sherman Avenues, fronting 
200 feet on 165th Street and 50 feet 
depth on Sherman and Sheridan Ave- 
The purchaser, the Ludin Con- 
struction Company, contemplates the 
erection of a five- 
stores. 


is 
will 


Albert 


et, 


for Jo- 
brick 
near 


Rullman Brothers, Inc, sold 
Cc. Sche the two-family 
dwelling at 1,319 Plimpton Avenue, 
170th Street. 


ve 


Inc., sold 
Oscar 


Company, 
& O. Realty Company, 
Pedersen, President, 1,112 Grant 
nue, @ three-story apartment. 


Thomas C, Loughlin sold 
Isaac Glager to an investing 
five-story tenament on a plot 
by 29 by irregular at the 


Eugene J. Busher 


through 
Client the 
115 by 104 


southeast cor- 


{fer of Bainbridge Avenue and Mosholu 


j}and was held for $e 


Phe | 


| 


| the 


$12,500 the two-story dwell- | 


Avenue, to Charles Edelberg for $15,000. | 


Henry G. ; 
Hollstein the two-story frame dwelling, 


The price was $15,000. 


sold the “two-story, 
dwelling, 346 Vir- 
ginia Avenue, for $14,000 to Louis 
Rosenberg. The buyer gave in part 
three vacant lots on the ¢ast 
Avenue, he ita a A the 


Avenue, he ar 

The three-story frame flat with store, 

266 Pine Street, at the corner of Maple 

Street, has been purchased by Anthony 

Kulaska for $19,500 from Richard D. 
Kelly. 


. Immanuel! Britten is said to have paid 
$11,500 for the two-story frame dwel!- 
ing, 284 Union Street, on.a plot 26 by 
159 feet, sold recently by Chestey A. 


feet. 


Bernstein 
four-family 


Sidney 


corner of Lex inten 


$6.50 0, 


Corporation, was 10¢ and 106 West 116th} Glover. 


Street. 


Chemical Company ‘Buys Site. 
Brett & Wyckoff sold the three-story 
size 25.6 by 53.7 feet, at 
Greenwich Street, to the Plunkett Chem- 


471) 





| 


Gorlin Construction Company, sold 
the large two and one-half story frame 


Sunynit Avenue, opposite Astor Place, 


to Abrahain Levine. 


000. The building will be razed and a 


on a plot 50 by 64 


Bonnet bought from Gustav | 


; zen 
|completed building 
;dentists at 


‘ 


IK 
| 


The price was $21- | Columbus Avenue. 


Parkway. The property rents for $17,500 


20, 000. 


ASSEMBLES ON THIRD AV. 


Major James C. McGuire Adds 939 
to His Holdings. 


Pease & Elliman sold for Emma Linck | 
the Yive/story building, 20 by 80 feet, at 
9: Third Avenue, on the east side of 
avenue, ‘between Fifty-sixth and 
Fifty-seventh Streets, in a_ tocation 
where there has been much 
lately. The buyer is Major 
McGuire, who recently bought the 
joining two buildings at #41 and 
Third Avenue, also through Pease 
Elliman, 


James 
ad- 
943 

“« 


Professional Leases. 
Leasenfeld and Eliiot H. Bin- 
rented apartments in the 
for doctors 
30 East Fortieth 
the following members of the 
and dental professions: ‘The first floor 
apartment to Arthur L. Holland, M. D., 
and apartments on the upper 
John F. McGrath, M. D.; Mervin 
Myerson, M. D.; Walter H, 
M. D.; Julius J. Valentine, M. D.; 
Archie L.* Dean, M. D.; Warren S. 
Holder, D. D Charles C. Linton, 
iD. D. S.; Amos Stranece, D. D. S 
Le 

W 

D. 


Carl A. 


and 


Cc 


G. 
dD. 
and 


se 5 
eRoy Hartman, D. S.; DeCourcy 
hite, D. D. S Arthur L. 

D. 8. 


. 


Milliner Buys Apartment. 
The Houghton Company has sold for 
Susan M. Merian the four-story and 
basement brownstone front, apartment, 


| dwelling on a plot 67 by 183 feet at 70/103 West Eighty-seventh Stree t, twenty- 


northwest of 
The purchaser, 


oeceupy the ground 


five feet from the corner 


is a milliner, will 


four- -story brick “apartment erected on/|floor for his own business and resi- | 


the site. 


dence, 
' 


i 


125 BY | that period. 
al 


this |} 


\ Joseph P. Day to Sell Winfield | 


IF OUR AUCTION SALES 
LISTED FOR TODAY | 


| 


Hall—Griffen to Offer 
White Plains Lots. 


“Winfield Hall, ” the ‘the residential estate 
of the late Frank W. Woolworth at Glen 
on the North Shore of Long Island, 
is to be sold today by public auction on 
the premises at Glen Cove, L. I., at 12} 
‘lock, noon, in partition sale by order | 
of the Nassau County Court, under the | 
direction of J. Edward Downing, referee, 
by Joseph P. Day, auctioneer. 


Th he Woolworth estate is a part of the 
exclusive north country colony and it 
consists of cighteen acres of rolling, in- | 
tensively improved property. The resi- 
dence we ~ erected from plans of C. P.|! 
H. Gilber 


Mr. Day will also sell at 2 P. M. today | 





Cove, 


o¢ 


|} on the premises 257 residential and busi- | 


“ . e| 3 Mori bet! 
Thomas Simpson sold sixty-five acres Investors Active In Parchase of | outskirts of EI fore-~Etisabeth. 


| horn 


ip 
‘ oint, 
| location of the Se snff-Se hermerhorn pr 


} 


| 


| 


| Chauncey 


Pease &| 
‘of 110 to 
} proved 
| many 


| vate 


a ten-| 
27 by 100) . i 
|To Remodel on Taking Possession | 


27 | 
ot 


| Company, 
fro 


| Pa 


‘| doctor's 


| Dr 


| long 


mont 


| the 


'| REPORT SHOWS 1925 


| 268,850 were filed. 
south | 


story apartment with} 


| were 
| $131, 


Ave- | 


ae | 


HILTON CO. LEASES 


to an} 


ness lots at El Mora Gardens, on the} 


Ns “Je 
and the 689 residential and waterfront 
lots comprising the Senff and Schermer- 
states on Fifth and Seventh Ave- 
and adjacent streets, Whitestone | 
Borough of Queens, L. I., The 


op- 


nus 


6n a line with the sta- 
tion at Whitestone on the Long Island 
Railroad, which is at Seventh Avenue. | 
The sale will be held today at 2 P. M. on 
the premises. 


Fifty-one building plots inthe section 
of White Plains, nown as Highlands 
Wood, will be sold at public auction by | 
B. Griffen, auctioneer, today 
M. on the premises, rain or | 


erties is directly 


shine. 
The 
ranging 


at P. 
sold have frontages 
from 50 to 75 feet and a depth | 
150 feet. The streets are im- 
with sewers, water and gas and | 
of the plots are wooded The | 
plots to be sold will be restricted to pri- | 
residences of moderate cost. 


plots toe be 





FIFTH AVENUE SITE} 


in 1926—Other Commer- | 


cial Leases. 


| Harry 


Hilton 


President, 


Lee leased for the 
Philip Hilton, 
Fifth Avenue Company, | 
and S. K. Jacobs, the} 
is now divided four | 

about 54 by 75 feet, for a | 
term of years. The Hilton Company on | 
| possession in 1926 will remodel ented 
four stores into one large store. 


E Turner rented for Bing & Bing | 


Richard L. 
Inc., 
80 

Morgenthau 
which 
being 


n 


the 
M. 


‘orn int 


stores, 


A. 


| the fourth loft in the building, 119 West | 


to Deselmonie &/} 
a term of years. Also/| 

Adana Realty Com-| 
111 Ex Twenty-eight Street, 
Koplik, for 


third Street, 


for 


Twenty- 
ndolfini, 


third loft 


! 


the for 
pany 
to J. 


6 East 


r M. Koplik, the store at} 
Twenty-ninth Street,, 25 by 100) 
feet, to the Allied Employment Bureau, 
and the store for the Royal Restaurant | 
& Baking Company, East Twenty- 
geventh Street, to Weiner & Newberger 
Mf 


Ww : 
Mel. 


offices 
Arthur ©, 


do 


Company leased 
Park Avenue to} 
at 46 Wes | 
Ninety-fifth Street, to Dr. Adam Adams | 
and an apartment at 149 West Fifty- 
seventh Street to Mrs. James 8. Léh- 
maier. Also leased the street floor ghop 
at 339 Lexington Avenue for a term of 
years to D. Minard Shaw as executive 


offices. - 


Merrill 
at 45 
Stoney, 


Payson 
| 
| 
| 
f 


for | 
anda 
for a 


Elliman have leased 
I. D. Wolf the store 
60 Cortlandt Street 
years. 


& 
and 
at 

of 


Charles F. 


Pease 
Jacob 
basement 
term 


Noyes Company has 
leased additional ground floor space at 
the northeast corner of Seventy-second 
Street and Amsterdam Avenue to the 
National City Bank. About twelve 
hs ago the bank leased the imme- 
orner for a ten-year term and the 
of this branch is indicated by 
necessity for additional space, the 
w lease giving the bank 100 per cent. 
trease over their original premises. 


diate 
succe 


BUILDING INCREASE 


'Plans for 468 Buildings Costing 


$127,245 ,074 Filed for 
First Five Months. 


York 


five months 1925 
468 buildings, 3t- 
ing $12 in New York City with} 
Superintendent of Buildings Charles 
Brady, according to his report covering | 


the first 
filed 


5,074, 


in 


During 


plans were for co 


3 ~ 


This is an increase of $5,976,224 over 
the same period last year, when plans} 
for 466 buildings at a total cost of $121,- 
Plans for sixty-six | 
new buildings, costing $15,759,000, were! 
filed during the month of May, 
against sixty-seven plans of buildings to 
cost $31,617,925 tn 1924. This shows a 
loss for May, 1925, of one in the 
ber of buildings and a decrease of $15,- 
858,825 in money Involved. 

Of the sixty-seven plans filed, 
for dwellings at a total 
00, eleven for tenements 
$6,180,000 and two for hatels at 
} es 1 cost of $2,000,000. One other resi- 

nee cost $15,000. Eight store and 
lofts $1,744,000; four office buildings, 
$2,125,000; seven factories, $1,865,000; 
two municipal buildings, $365,000; fif- 
teen garages and stables, $1,238,650, and | 
five other structures costing $4,850. 

There were no plans filed during May 
for hospitals, churches or schools. 

The report also shows that during the 
period from January to May, inclusive, 
applications for alterations to 1,441 
buildings, costing $12,401,922, were filed. 
This is a decrease of eleven buildings | 
ind $2,497,204 over the same period in 
1924, when alterations costing $14,899,- | 
26 were made on 1,452 buildings. 


2,500 PER CENT INCREASE. 


Bought for $2,200 in 1877, Brings 
$500,000 in 1925. 


Some idea of the tremendous increase 
value of Atlantie City realty is con- 
by the sale of the southeastern 
of Missouri and Atlantic Ave- 
In 1877 the late Mrs, Jane For-| 
a pioneer resort hotel woman, | 
this property and a section of | 


as 


num- 


nine 
of 
osting 


~Aat 
cost 
c 


a com- 


| residential 


in 
veyed 
corner 
nues, 
tesque, 
bought 


| the Boardwalk on Arkansas Avenue for | 


| $4,400. 


At that time the Boardwalk} 


lwas undevs sloped and both parcels were | 


newly | 


Street to| 
medical | 


floors to | 


McNeill Jr, | 


Johnen, | 


| five 
who | 


considered of equal value. 

Yesterday the parcel on the corner of 
Missouri and Atlantic Avenues wag sold 
for $500,000, or an increase of nearly | 
2,500 per cent. above the original buy- | 
ing price of $2,200 in forty-eight years. 

Pell Building Sold to Investor. 

The twelve-story fireproof building at 
24 and 26 West Thirtieth Street, known 
as the Pell Building, was reported sold | 
by the taylean Realty Company to} 
Moses Harris at a_ reported price of 
ound $300,000. The purchaser will 
hold, the building for Investment. The 
brokers weré Thoens & Flaunlacher, 
Inc. 


al 


Mortgage Loans Placed. 

Co. have placed the fol- | 
lowing loans: $32,000 at 6 per cent. for) 
years on 850 Home Street, $16,000 | 
at 544 per cent. for three years on 318} 
West Twenty-seventh Street, and $15,000 | 
at 6 per cent. gm second mortgage on 


Derecktor & 


| 329 Bighth Avenue. 


PRIVATE HOUSE SALES 


‘Row of Three Dwellings on West 


| this type 


| private dwellings, 


118.9 by 100 feet to Romayne Burton. 


lis 


we 


; coal operator, 
icels of its Dyckman holdings, which were 


| Four lots 
| Street, 
| four 


i W. 


| Tenth 


| Private Houses In Flatbush Bought | 


| preceding week, 


| offices and 


| The consideration was. about 
| The 
| alterations and improvements. 


/PROCTOR’S THEATRE 
SOLD TO INVESTORS 


| Schnee & Schnee Acquire Cor- 
ner at Broadway and Twenty- 
eighth Street. 


Contracts Let Since Jan. I 
Show a Gain of 7 Per Cent. 


Value of engineering and construc- 
tion contracts let in the United States 
from Jan.“1 to June 1 shows a gain 
of per centy compared with the 
corresponding period a year ago. 
The total yalue of contracts actually 
let in the first five months of the 
year amounted to $941,019,000, as 
against $880,029,000 in the same time 
a year ago, Engineering News-Rec- 
ord reports. Construction has been 
on the up-grade in all sections of the 
country, except the South and the 
Middle West. In the South the slow- 
ing down occurred mainly in public 
works, while in the Middle West the 
decline reflects lessened activity in 
bridges and commercial buildings. 

Contracts let in the month of May 
were valued at $199,205,000, which 
compares with $239,785,000 in May a 
year ago. 


|-MANY APARTMENTS SOLD 


; Operators and Investors Purchase 


Many Choice Manhattan Proper- 
ties—Allendale Sold. 


One of New York's famous old 
ville houses passed into new han 
|} an all-cash transaction that will inv 
jan investment of $2,500,000, when 
| International Amusement i-empany 
| the property known as deyag Fi 
Avenue Theatre to Schnee & shnec 
| Br ‘idgeport. 
CENTRE IN A L | ‘he premises are located on the no 
west corne Broadway and ‘Tw 
| eighth § treet. The theatre building is 
four-story structure, with stores. it has 
a frontage ef i05 feet on Broadway and 
return of 1389 feet on Twenty-eighth 
Stre et, containing a superficial land area 
of 16,824 square feet. 
The theatre contains 1,600 seats and is 
fone of the most successful vaudeville 
| houses in the city. Short-term leases 
are held by Weber & Heilbroner, 
Ostreicher Brothers and, A. Warendorf, 
eentred | covering ground-floor space, andthe 
“ four-story office » haticine occupied by 
part of| mont hly tenants 
property is consid 
: finest Broadway corners in the 
Harry Golden sold 118-120 West 124th and has not changed hands 
two three-story and basement | decades. The Durcnasey as 
? fa A ges | the Douglas V. Eskell office. The same 
18.9 by 100 feet, ‘oO | sellers recently aia the property at the 
Realty Corp. Louis W. | portomreat corner of 123th Street and 
the broker. 


ude- 


is 


s 
5) tn 


124th Street Sold by 
Harry Golden. 


' 
} 
| 
Private house sales yesterday 

Harlem where the largest 
of trading took place. 


in is 


he of the 

market 
in two 
client f 


one 


Street, 


So 
George 


the way 


was 


Fifth Avenue. Messrs. Schnee & Sehnee 
|also have purchased within the last week 
j} the twelve-story American Press Build- 
ing, known as 225 to 229 West Th . 
ninth Street, at a reported price of $750, 
| 000. 
rhe brokers were the Charles F. Noy 

Company and Douglas V. Eskell, repr 

sented by J. William Mullins. 


Samuel Augenblick bought 120 West 
Seventieth Street, a nine-story eievator 
apartment on a plot 93 by 100 feet, from 
ithe 20 West Seventieth Street Corpora- 
tion. The property rents for $100,000 
}and was held for $700,000. William J. 
| action. 


Harry 
a three-/} 
dwelling, 


same broker sold for 
116 West 124th Street, 
basement private 


_ The 
Golden, 
story and 


Charles M. Pocher sold the three- 
story and basement brownstone dwell- 
ing at 138 West 122d Street, size 18 by 
100, and held at $18,000. The purchaser 
Simon 8S. Friedberg. Porter & Co. 
2re 


the brokers. 
Hidal 


zo & Lefkowitz have resold for 
Williams the three-story and 
basement dwelling, 155 West Ninety- 
fitth Street, plot 18 by 100. The prop- 
erty was held at $30,000. 
M. Melhuish sold €or Harry A. 
the three-story private dwell- 
West Ninety-fifth Street. 





Stielberger was the broker in the trans- 


Operators Buy Allendale. 


Edward J. Gould and Jack Stein, 
ators, purchased 808 West End Avenues, 
a | known as the Allendale, situated at the 
Ennis & Sinnott resold 23 Wane northeast corner of West End Avenue 
Thirty-ninth Street, @ five-story and| ang Ninety-ninth Street, consisting o 
eng ment private dwelling on a plot 20 j Ewalve-story apartment a pe A, 
by 83 by 100 feet to Annette Offerman. | house. It is on a plot of 116 by 100.11 
| Slawson & Hobbs were the brokers. | feet, the layout consisting of two eight- 
}room apartments and one nine-room 
| apartment on each floor. 
his property has an annual aggregate 
rental of approximately $142,000 and was 
held at 51, BO, OO 00. The seller, the Ken- 
tucky y, Holding Corporation, was repre- 
Newman represented 


} 
Hattie 

Willlams 

ing at 1 


oper 


DYCKMAN HOLDINGS 
SOLD B BY ESTATE 


Builder ie Last of the Robert 
Gordon Tract for Improvement 
With Apartment Houses. 


sented enry 38. fansfield, and 
Gould & the pur- 
chasers. 


Milford and Regent Hall Seld. 


The Milford, a seven-story elevator 
apartment, at 211 West 10ist Street, on 
plot 54.9 by 100.11 feet, has been sold by 

| the Lersand Realty Company, Murray 


The estate of Robert Gordon, west side | Sandler, President, The new owner i 

‘ the Cranston Real Estate Corporation, 
sold the remaining par-| formed recently by Phillips, Jaffe & 
Jaffe, with G. Feinman, F. Goldstein 
and F. Lieberman as directors. The 
apartment adjoins the northeast corner 
of Breadway and was conveyed subject 
to a mortgage of $167, 


. The six-story elevator apartment, 
in the south side of 210th; known as Regent Hall, at 3,100 Broad- 
100 feet east of Tenth Avenue;j| way, northeast eorner of 123d Street, 
lots in the north side of 210th!has been sold by Francis Fiorio t 
100 feet west of Ninth Avenue, } Ezriel Horowitz. The structure oc- 

125 feet on the west! cupies a plot 100 100 feet, and carrics 
side of Vermilyea Avenue, 100 feet south} mortgages of $250,750. 


of Isham Street, comprise the Property: | 
e roke The Arof Holding Corporation, opera- 
1 Hustos & Son were the bi one Ns | tors, Jack Orlean, © preaident oticheand 
he same brokers sold to a client of . 500° West 11th 


P. Cavanaugh four lots in the north | through Aaron Gershein, Po Bo 


of 210th Street, 200 feet east of | Street, southwest corner 
Avenue Avenue, a five-story apartment house 
: * 100 feet 


with stores on a plot 100 by ‘ 
renting for $45,000 and held for $325,000 


The 
chased 
through 


purchased before the subway construc- 
tion. W. C. Lester is the buyer. He 
intends to resell these lots to builders 
for improvement with apartment houses. 


Street, 
and a plot 50 by 


side 


THE BROOKLYN MARKET. 


Napalo Holding Company pu 
from PP, & M. Schraz nk, 
Slawson & Hobbs, the 
west corner of Amsterdam Avenue and 
for Occupancy. | Ninety-fifth Street, a five-story apart- 
iment house wi g ‘ The property) 
Rabbi Jacob Eskolsky purchased a| was held at $123 000 ee property 
‘ivate @ ¢ > t 2 | 
| private dwelling on Enet Twelfth Stre ‘| Sicmndt Goes acth 40 Winans 
Flatbush, from E. Harris, where he Will} mutter the six-story apartment iho “de 
make his home and rabbinieal office| located at 545 West 129th Stre be- 
after July 10. Rabbi Eskolste is prom-| tween Old Broadway and Br adw a 
Paty af deen ete : 37.6 feet wide by 100 feet deep. * T 
inently known in Jewish circles through- 


37 

. . house is all rented at 310,2¢ 0 and was 
country, having come to New} sold for about $100,000. Mrs. Perlmutt 
many years ago from Scranton, 


| now owns the northwest corner of 12%t 
Street and Old Bro: ray, 2 
Meyerson was the broker in the| stre n¢ 1 Broadway, and 
The house was held at} 


no 


Per 


]- 
r I 


the 
with this 
adjoining apartment house will have 
plet 75 feet wide by 100 feet deep. T! 
William H. Wyckoff Company was ti 
broker. 


1, 
2 
18 

Bulkley & Horton Co., through its | 
Flatbush office, sold the one-family at-| 
tached dwelling on a lot 20 by 100 at! 
336 East Twenty-fifth Street to a cus-| 
tomer for occupancy. 


Harding Park Homes Company, Inc., 
solid ten lots on the southerly side of! 
Avenue T, 200 by 100 feet, between | 


was the broker who negotiated the sale. 
Brown and Batchelder Streets, to Dr.} es Bini o . Wain 
Benjamin L. Hoch, and also four lots Audley Estates, Inc. (Nathan Wei 


si owe .. Tiatean 
on the easterly side of Batchelder Street | | We gg Baty ty - Hans Tietgen, 
100 feet north Avenue U, to | te nement on lat 35 b y 100 rs oo ee 
ame purchaser. Also sold thirt ive 4. Ho Ym S14 y Wweat 4 i M 
lots on the easterly side of Gerrits | oa E On . , eQ 
Avenue, 100 feet north of Avenue arcs: 8 2 ory front and re 


to Abraham. Marinoff. meet an, Set ae 8 yee 


TAXPAYER CHANGES HANDS. | be offered for resale 


Bloek Front Property on Broadway 
Sold to Augenblick. 


& deGourguss, represented by | 
Louis 8. Morris, of Morris & Gray, 
the two-story block front taxpayer on 
the east side of 3roadway, be- 
| tween Eighty-seventh and Eighty-eighth 
on a plot 200 by 100 feet, to 
Augenblick 

property was held for $1,600,000. 
purchaser intends to improve the 
“ D. Barrett was the broker 


The Adson Realty Corporation (Adolph 
Sonnenthal) has purchased from ths 
Basar Realty Corporation 948 Colun 
| bug- Avenue, 25 by 100 feet, consisting 
| of a five-story apartment ‘with S 


stores 
and ten apartments. Louis F. Sommer 


= 


marl 


¢ 
OL 


Charles B. 
Mrs. Teneorn to a client 
34 and 36 St. Nich 
at ory apartment, on 
et, renting for $23 
50,000. 


Van Valen, Inc., 
7. 


ior investmeé« 
Place 
plot 

000 and 


1as 
2 io 
¢ 
$1 


Dulard 


soid 
so! Brener Buys in Garment Centre. 
Samuel Irener h bough: 
Pix torial Review 
story buildings 
ighth Street, 22 by 8&9 
new Kay building, 
venth Avenue, and at 
hth Street, 22 bv 
eet west of Seventh 
Marks and Pease 
brokers. 


as fron 


at 203 
Streets, 
Samuel 
The 
The 
same. 


in the 


e 


the 


fee 
at 
207 


t. 
the 
West 

90 feet, fifty 
Avenue, Alfred 
& Elliman were 


eo! 


am 
transaction. 


oh 375, 000 in Building Projects. 
nstruction operations in the United 
eo proposed in the week just ended | 
invé the expenditure of $51,375,000, | 
which compares with $62,400,000 In the 
the McGraw-Hill Daily 
Construction News Service reports. Of- 


REAL ESTATE AT AUCTION. __ 


For Business 
For 2-Family Houses 
For Private Houses 


275:%:LOTS | 


Road, Floral 
rag ‘ent st 3 
R. R. N. J.) station 


ELIZABETH | 


and, adjacer 


El Mora- Biizsbeth 


New Jersey 
Buy Now Before the Rise! 


Absolute Auction 


TO-DAY 


Saturday, June 6th 
2 P. M., on Premises, 


U Inder 
8O on Instalment 
fe) Contract 
Policies Free. 


s ¥. La € Atty 
road St th, 


} 
i 


El Mora 
Gardens 


On Summit 
Ave. and 
to El Mora (cc 


Wilson 
venient 


fice buildings and commercial structures 
held first place, the value in this group 
amounting to $17,200,000. The total in 
projects, including hotels, | 
amounted to $13,775,000. Public works | 
announced reached a total value of! 
$6,350,000; schools and churches, $5,650,- | | 
000; industrial plants, $5,000,000, and | 
hospitals, $3,400,000. 
Tarrytown Music. Hall Sold. 
Free & Brannigan sold for Mary E. 
Newman to Robert Goldblatt the build- | 
|ing at the corner of Main Street and/| 
Kaldenberg Place, Tarrytown, known as| 
| Music Hall. This is a large theatre} 
building, ‘partially occupied by stores, 
apartments. The building 
covers the entire plot of 75 by 145 feet. | 
$100,000. 
extensive | 


new owner will make 


New Park Avenue Apartment. 

Attilio D'Antona, who recently ~ pur- 
chased the southwest. corner of Ninety- | 
fourth Street and Park Avenue, is plan- 
ning the erection of a modern fourteen- 
story apartment building, containing | 


apartments of six to nine rooms, to be 
ready in the early Sunimer of 1926. The | 
renting and management of the building | 
has been placed in the hands of Dougias 
L. Elliman & Co., Ine. 


Operator Sells Mid- Town Lott. 
Daniel H, Jackson resold to 
Forshay 49 and 51 West Twenty-fourth 


Street, between Fifth and Sixth Ave- 
nues, an eleven-story loft building, on a} 
plot & by 100 feet. { 


Tent, Rain or Shine 


orte 


Eliz 


~~ 


sabe N 


J. 
67 
Liberty 
Street 


Telephone 
Cortiandt 
Stewart o744 


Auctioneer 





. +. 
ea 


BEAL ESTATE AT ATCTION. 


os 


Today we aré going to sell 


699 


RESIDENTIAL and 
WATERFRONT 


REAL ESTATE. 


REAL ESTATE AT AUCTION. 


eet i ae Be Ae 
THE YORK TIMES, SATURDAY, JUNE 6, 1925. 


REAL ESTATE AT AUCTION. 


You have the opportunity of a lifetime. 


You seldom, if ever, get the chance of buying at whatever price they will bring, at an 
absolute auction sale Waterfront and residential lots, on the East River in New York City. 


LOIS 


On 5th and 7th Ave. and adjacent Sts., Whitestone, L. I. 


CHOICE WATERFRONT LOTS 
CHOICE RESIDENTIAL LOTS 
CHOICE BUSINESS LOTS 


AND TWO MANSIONS 


IT’S YOUR CHANCE. 


TODAY OR NEVER. 


The Senff-Schermerhorn Properties 
on the shorefront at Whitestone 


The Residential 
Waterfront of 


Flushing, N. Y. City 


ABSOLUTE AUCTION SALE 


TODAY, Sat., June 6th, 


And to Be Continued at Night 
Title Guarantee & Trust Co. 


policies free to purchasers. 


ATTEND THE SALE AND BUY! 


ON 


80% 


67 Liberty Street 
New York City 


DE WITT, LOCKMAN & DE 
WINTHROP & STIMSON, 32 


MORTGAGE 


Auctioneer 


ATTORNEYS: 


WITT, 88 Nassau Str 
Liberty Street, New York City 


2 P. M., in tent 
on premises 


Telephone 
Cortlandt 0744 


eet, New York City 


MORRIS & McVEIGH, 60 Wall Street, New York City 


Go TO-DAY and see these choice residential and waterfront Lots 


‘ 


From Pennsylvania Station take Long Island Railroad (Whitestone Division) to Whitestone Station, walk north 


on Ith Avenue directly to property. 


Buses operating from Whitestone to Flushin 
Jamaica, Long Island Railroad to Manhattan and trolle 


Bridge afford connections 
y connecting Corona subway and cars to Brooklyn, 


to Flushing with trolleys to 


18th Street, Whitestone, Is a paved auto thoroughfare, leading to College Point Ferry to the Bronx, 
BY AUTO follow Jackson Avenue (Northern Boulevard) to Flushing, turn left on Whitestone Boulevard to 18th 
Btreet, right to 7th Avenue and left to these Senff-Schermerhorn lots. 


TO-DAY 


Inc. 


SATURDAY, 
JUNE 6th 


at 12 o’clock noon, on premises, at Glen Cove, L. I. 


PARTITION SALE 


by order of NASSAU COUNTY COURT—J, EDWARD DOWNING, Referee 


Magnificent Estate 


‘ie Frank W. Woolworth 


known as “WINFIELD HALL” 


GLEN COVE, L. I. 


In the pre-eminence of its location, its architectural features and the com- 


pleteness of its appointments, THE bctag et 
intensively 


architect, Mr. C. 
acres of rolling, 


the 


18 


ment of which 
Comprises about 


ESTATE is an achieve- 
H. Gilbert, may well be proud. 
improved property, sur- 


rounded by substantial, ornamental iron fencing. 
The Estate includes the superb residence of white marble and stone in the 


style of the Italian 
with apartments for 


Renaissance, a large white stone and outdoor garage 
employees, several greenhouses and outdoor flower 


and vegetable gardens; a tennis court and an excellent 9-hole private golf 


course. 
Aeolian Orchestral 
bathing beach, for 


Pipe Organ, 


One of the most impressive features of the mansion is a Superb 
having 
the exclusive use of the North Country Colony—of 


stops. A splendidly equipped 


a 
iv 


which the Woolworth Estate is a part—is near by. 
SOME ADJOINING ESTATIS are those of J. Pierpont Morgan, the Pratt 


Estates, De Lamar, Maxwell, E. 


R. Ladew, J. F. Aldred, W. H. Porter, 


J. Cc. Ayer, Andrew Fletcher, Thomas L. Leeming. 
60% May Remain on Mortgage 


ATTEND THE SALE 


New York City | 
67 Liberty Street 


Telephone 
Cortlandt 0744 


Auctioneer 


. 


IANG ISLAND—FOR SALE OR TO LET. | LONG ISLAND—FOR SALE OR TO LET, 





English Studia Bwelling 


SLATE. COPPER, ROCK CONSTRUCTION 
4 BEDROOMS, 2 BATHS, 2 PORCHES, 
MAIDS’ QUARTERS. 


A REAL HOME 


Overlooking Long Island Sound, with 
Golf — Bathing — Tennis Advantages 
INSPECT TO-DAY 


BY TRAIN. PENN. STA. 8 MINUTES 
AFTER EACH HOUR, 
OR 


69TH STREET BRIDGE, 
AT FLUSHING HIGH 


MOTOR OVER 
TURN LEFT 
SCHOOL. 


KEYS WITH Ww. J. McCORMACK, 
BUILDER, AT MALBA R. R. STATION 


Or Apply 


Beatty. Tras 


509 Fifth Ave. Tel. Van. 6646 


A Remarkable 


House 


For $21,500 


Complete, Ready Today, 
CHE SOOND 


at 
i 
LONG ISLAND 


North Shore, L. I. 26 Minutes 


FIRST FLOOR PLAN 


CHAMP & DASEY 


Sales Director 
of Melba Property 
C2 





i 








MANHATTAN—FOR SALE OR TO LET. 


LLULULALOLE 


1150 
Fifth Avenue 


North Corner of 96th Street 


cA Choice Location 


mers om” Constructed 
New Building 


PARTMENTS are offered 

at moderate rentals, quite 
low in price compared with 
other apartment buildings 
with similar surroundings and 
rspabtd an Overlooking 
Central Park and opposite the 
entrance at 96th Street and 
Fifth Avenue. 
Apartments are well arranged 
for housekeeping. Large, 
light rooms, plenty of sun- 
light, abundant closet space. 
Excellent house service. 


If you will inspect these apart- 
ments, you will appreciate 
their desirability and reason- 
able rents, 


6 rooms, 2 baths 
8 & 9 rooms, 3 baths 
Rents $2,900 up 
See representative on premises 
PEASE & ELLIMAN, Agent, 340 Madison Ay. 


Must Be Sold At Once 


Two-family New Model Brick House 


Bailey Ave. & 236th St. 


2 blocks from Broadway 238th St. 
Subway Station, Van Cortlandt section. 


M. Weiner, 5580 Broadway 


LONG ISLAND—FOR SALE 08 TO LET. 
00 0 D0 SD 


LONG BEACH 
APARTMENT 
HOTEL 


All the comforts 
of a hotel com- 
bined with the pri- 
vacy of a3 home. 


Colonial Apartments. 


Furnished or Unfurnish 
READY FOR OCCUPANCY 
me FROEHLICH, Agent. 

elephone Lo Beac 180 

or in New York Columbus 5665 
’ for appointment 


1 0 0 0 0. 


SSO 0S 


FIRSTIN FIVE MONTHS 


In five months of this 
year The New York 
Times published 11,521,- 
334 agate lines of adver- 
tising, a gain of 478,390 
lines over the corre- 
sponding period of last 
year and an excess of 
4,520,900 lines over the 
next New York news- 


APARTMENTS FOR SALE OR TO LET. } APARTMENTS FOR SALE OR TO LET. | APARTMENTS FOR SALE OR TO LET. 
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FOR IMMEDIATE OCCUPANCY 
‘New Garden cApartments 


OF 4, 5, 6 or 7 ROOMS, 1 to 3 BATHS 


FOR #145 To #300 MoNnTHIY 


Under the 
Jackson Heights 100% (Cooperative Ownership Plan 
SMALL INITIAL PAYMENT secures any one of these 


new, perfectly planned, ideally located apartments in 
the finest residential section of New York City. 


. ‘ us » Rs As A APS we Uf we Sy 
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get immediate possession of your apartment and pay the 
balance of your purchase in monthly payments the same as 
you now pay rent. 


Attractive Resale Offerings 


4 ROOMS—=2nd Floor, overlooking 6 ROOMS—:,a BATHS, ist Floor. 
beautiful Garden. Total monthly pay- Total monthly payment $130, part of 


ment $107, part of which is applied to which is applied to the purchase. 


the purchase. 
5 ROOMS—2nd Floor, overlookin 7 ROOMS—a BATHS, 3rd Floor. 
i Total monthly payment $175, part of 


_ beautiful Linden Court Garden. Tota regal: ' 
monthly payment $120, part of which is which is applied to the purchase. Large 
rooms, garden outlook. 


applied to the purchase. 
Initial Payment—Terms Arranged 


Jackson Heights 


THE QUEENSBORO CORPORATION 


Broadway B.M.T. Subway to Jackson Interboro Subway to Grand Central By Motor, 59th St. via b 
Heights. Take Corona train at Queens- = Station, transfer to aon emer 4 Subway _ Bridge, Jackson Ave. Pet th any oa 
boro Bridge Plaza. (Corona Line) to Jackson Heights. vard), to 25th Street, Jackson Heights. 


Visit the Garden Homes Exhibit, Delmonico Bldg., Fifth Ave. and 44th Street 


Hourly Cadillac 
Service from 

Delmonico Exhibit 

to Jackson Heights 


Jackson Heights Ofice: 
25th St. & PolkAve. 
Havemeyer 2360 
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300 West End Ave. 


N. E. Corner 74th St. 
14 story fireproof apartment 


Overlooking the Schwab Mansion 
A few suites available October Ist 
Earlier possession if desired 


8, 10 and 12 Rooms 


4 bathrooms and one washroom for each apartment 
Largest rooms of any apartment on the West Side 


Inquire agent on premises 
daily and Sunday, or owner 


A. M. DRUCKMA 


Brokers Protected. 


Rents are 


Down 


Here — Now 
Y 


Ehsey a fashionable new 
apartment, with a 


master chamber 
living room 
dining alcove 
kitchen 

foyer 

bath 

five large closets 


And merely $1430 yearly 


in New York’s most exclusive 
residential section — Twelve 
East Ninety-Seventh Street— 
Two thousand dollars less than 
rentals on Fifth Avenue, and 
less than twenty actual steps 
away. 


1 


2 


47 West 34th St. 
Wisconsin 2780 


At Liquidation Sale 
$2,500 BELOW COST 


1 & 2 Family Dutch Colonial Center Halls 


in Brick, Stucco and Frame of quality construc- 
tion. Every modern improvement, including steam, electricity, gas, par- 
quetry, open fireplaces,, tiled baths, tiled kitchens, built-in tubs, showers, 
sun parlors, breakfast rooms, artistic decorations, fine fixtures. Some with 
arages; driveways to each house. Plots 2,500 sq. ft. to 24,000 sq. ft.; 
forse trees and flowering shrubs, high elevations, fine views. Every house 
accessible to depots of the finest suburban train cervice in the world—536 
train: to the heart of New York in 20 minutes, Five cents subway fare, 
buses, trolleys; near public, parochial, high schools. 


$6,900 Houses for $5,400; Cash $400; $25 Monthly Principal. 
$8,000 Houses for $6,500; Cash $500; $25 Monthly Principal. 
$8,200 Houses for $6,750; Cash $600; $27 Monthly Principal. 
$10,000 Houses for $7,900; Cash $600; $30 Monthly Principal. 
$14,000 Houses for $11,500; Cash $1,000; $40 Monthly Principat. 

$15,000 Two-Family Solid Brick for Only $12,500; 
Cash $1,500; $50 Monthly Principal. 


Call, Phone or Write for FREE DEED FORM, which gives all particulars. 


T. I. McNEECE 


hange Bank Building (ground fleor), Sutphin Bivd., Jamaica, opposite Jamalea, 
t. O*Fation. ake any Long ‘sland train to Jamaica, er take Breokiyn Broadway tralia 
to Sutghin Boulevard Station. 


PHONE JAMAICA 8010, 


Open Daily and Sunday—9 A. M. to 8 P. M. 


COSC i See Sts Ys 


EF III 


Heo 
a FL FS 


Semi-Bungalow types 


$Ts7 
eas 


BD 


Big, luxurious rooms, sensibly- 
sized closets—an address that 
will hold its own in any com- 
pany—at a yearly rate that 
can’t be duplicated! 


APARTMENTS 
range from $990 to $3800 Yearly 
According to Size 


READY IN OCTOBER 
but renting NOW! 


<b rd ps4 


Pst 


Send for booklet with blue- 
yore and plan—’phone 
Jatkins 3193. 


TWELVE 
East Q'7 Street 


MPO DIT 


57757 


WHITE PLAINS 


Dwelling with about two acres, in the 
exclusive Sound View Ave. section, near 
the Fenimore Country Club. Large, mod- 
ern dwelling, garage, shade and fruit 
trees, beautiful shfubbery and grape 
arbor, 

Will be sold at a sacrifice. 

For particulars write 


SURNACK REALTY Co., 
842 Madison Avenue, 


Beautiful New Homes : 
25 Minutes from Penn. Station. 


7 gooms — $5260—$590 
and bath 

The biggest home-buying opportunity of 
the day! 240 new homes being built at 


Marathon Park, Little Neck, We: Ee 
Within city mits. 
EASIEST OF TERMS 


c nt Industrial Savings Bank holds 
int mortgage $2,760. Write for leaflet. 


MARATHON PARK HOMES, CORP. 
Tel. Bayside 2763, Little Neck, N. ¥. 


Unfurnished—West Side, 


THE ROGER MORRIS 


Elevator Apartments 
3-4-5 and 7 ROOMS. 
IMMEDIATE POSSESSION. 
EVERY MODERN IMPROVEMENT. 


400 WEST 160TH ST. 


, OVERLOOKING POLO GROUNDS. 
Near “L” and Broadway Subway Station, 
PHONE WASHINGTON HEIGHTS 2800. 


—La Rochelle Apartments 


57 West 75th Street 


modern, high class, fireproof apartment. 
very desirable residential location, only 
few minutes east of Broadway. 


7 Very Large Rooms 
IMMEDIATE POSSESSION 


at rentals that are very attractive 
APPLY ON PREMISES 
Unfurnished—Queens. 


ENGLAND—FOR SALE OR TO LET. 


To Americans wishing to reside in 
London. To be sold in Cadogan 
Gardens, the 50 years’ lease of a 
charming house with direct access 
to pleasant garflens, Close to Sloane 
Square. 4 sitting rooms, 10 or 12 bed 
and dressing rooms, 8 bathrooms, 2 
service lifts, white tile basement. 
Moderate ground rent. Price $27,000. 
Write LADY H., 3, Evelyn ens, 
London, 8. W. 7, England. 


A 
A 
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NEW JERSEY—FOR SALE OR TO LET. 


oin—the — 
OUR HOME Colony Club 


The Answer to Your 


Housing Problem 


Before Buying Elsewhere 


investigate our new and unique plan, 
THE OWN-YOUR-HOME COLONY 
CLUB solves the housing problem of 
the Rent-Ridden Public. 5 minutes 
from Broadway, on the far-famed 
LACKAWANNA RAILROAD, A beau- 
tiful $5,000,000 residential park, unsur- 
passed by any other development within 
commuting zone of New York. 


$300 Down 


AND 


$15.° Monthly ‘ 


Will pave the way to Home Ownership; 
five rooms and bath, on a plot, 50x200; 
price 56,750; other houses up to $15,000; 
extremely moderate first payment; bal- 
ance monthly LESS THAN YOUR PRES- 
ENT RENT; exclusive, but not expen- 
sive; REFERENCES ESSENTIAL; club 
of 100 members almost completed, so 
act quickly; bridges and vehicular tun- 
nel now under course of construction 
will enhance Real Estate Values ire- 
mendously in New Jersey. Let us tell 
you about the ADVANTAGES OF THE 
OWN-YOUR-HOME COLONY CLUB. 
FOR PARTICULARS, ADDRESS: SEC- 
RETARY, D. V. BOX 56, HUDSON 
TERMINAL STATION, N. Y. 


OWN 


BUSINESS PROPERTY, SALE OR RENT. 


FOR RENT. 


SMALL OFFICES 
| AND STORES 


P 
4 ROOMS, $62—$68 


De Luxe Apartments. Someth new 
and Different. Hot water; tiled kitch- 
en; bath and shower; all large outside 
rooms; hardwood floors; fully decorated. 
Alongside Grand Ave. Subway Station, 
Astoria. 12 minutes to N. Y. 


MATHEWS CO. § Grand & 4 Aves. 


ASTORIA, L. I. 


North Light 


Ready for Immediate Possession 


1650 Broadway 


Corner 5}st Street 


BETHLEHEM ENGINEERING 
CORPORATION 


Phone Circle 1540, 


MORTGAGE LOANS. 


SECOND MORTGAGES—A retired merchant 
authorizes $60,000 invested in second mort- 
gages; sums $1,000 up; New York, New Jer- 
sey; quick, liberal, courteous, confidential. 
Greeley 164 Nassau, 
| MORTGAGES AND BOND ISSUES. 
Anywhere—Any Amount—Any Class 
OGDEN & CLARKSON CORPORATION 
21 EB. 47th Bt. Vanderbilt 1275. 


ATTORNEY has $10,000 for immediate, 
eral, first mortgage investment; Manhat- 
‘ tan, Brooklyn, Bronx; quick decisions, Room 
1422, 154 Nassau. 


MONEY for first and secofid mortgages; 
quick action. Windsor Mortgage Co., Room 

1806, Times Bldg., 42d and Broadway. 

|} 2D AND 8D MORTGAGE LOANS MAD: 
QUICKLY; NO RED TAPE, FELBER, 
482 7TH AV. CHICKERING 7311. 

| CHEAP SECOND MORTGAGE MONEY, 

| DUROSS, 350.MADISON AV. 

PHONE VANDERBILT 4981. 


HAVE $100,000 for second mortgages, Great- 
er New York. Phone Caledonia 6622. 


BUYING 2d-3d mortgages, any amount. 
4 B. Realty, 5 Beekman St. 





Agent on Premise-:. 


BUILDING MATERIAL. 


lobe=Wernicke 
STEEL SHELVING 


AQJUSTABLE~—REMOVABLE 





oe sessment 





| able. 


| 2,825 Sedgwick Av. Tel. Kingsbridge < - | nook; 


REAL ESTATE. 


MORTGAGE LOANS WANTED. 


BUILDING loans, 5% cover, by sub- 
stantial institution. 0. asi Times 
Downtown. 


FOR the use of $10,000, secured by 
mortgages, will divide profits on quick real 

estate turnover. R 149 Times. 
VANTE mortgage of 
bank ist of $35,000; bonus. 


HOUSES AND ESTATES. 


Manhattan For Sale or Rent. 

708 (between Amsterdam, Columbus)— 
Beautiful, partly remodeled 14 rooms, 6 
baths, parquet, electricity, handscme furni- 
ture; income over $7,500; five years 
straight; rent ; cash required $2,500; 
will also sell furnished; no brokers. R 
Times. 


$15, 
Ril 


, over 
Times. 


82D ST., (near Central Park West)—Four- 

story basement, 22.¢x102.6, 18 rooms, T 
baths, steam, modern, excellent condition; 
income $1,500 monthly; beautifully furnished; 
entire proposition $49,000; cash $15,000. Ray- 
mond P. Quinn, 2,255 Broadway. Endicott 


5 


900. 

-~ ES ee ee ne 

GREENWICH VILLAGE, 4-story, 17 rooms, 
3 baths; price $29,000; cash $10,000; pos- 

session. H. Sinclair. 177 Madison Av. 

GREENWICH VILLAGE—For sale, long 
lease, furnished, 20-room house. Call 280 

West 11th St., basement. 


WASHINGTON SQUARE 

able residences; A-1 condition; 
prtactoals only. Pepe, 40 
Square. 


SECTION—Desir- 
$45,000 up; 
Washington 


YORKVILLE BARGAIN. 
Av. A, neam 86th St.—Two five-story cold 
water, stores; rent $7,000; all details of 
Geo. Sauer & Son, 205 East 85th. 


DWELLING, unusually attractive; near Cen- 
tral Park; $27,500. Leroy Coventry, 54 
West 72d. 


Bronx For Sale or Rent. 


CITY ISLAND—Nice eight-room house, 50x 
100 feet; price $10,000; easy terms. | 
O'HARA BROS., Webster Av., 200th 8t. 


A BEAUTIFUL HOME FOR SALE. 
12 rooms, 2 baths, large foyer, 
ground 75x95; Colonial style; must 
be seen to appreciate its beauty 
and comfort; so arranged that one 
large family and one small one 
can enjoy it; price $23,000; cash 
$12,000. 1,755 Clay Av., near 
174th St., four blocks east of 


Grand Concourse. 
TS 


ATTRACTIVE. 

New ‘tax exempt two-family house in 
West Bronx, brick stucco, Spanish tile reof, 
garage, garden: lot 50x112; eight rooms each 
floor, upper floor rented for $150_ month. 
2,788 Kingsbridge Terrace, near 197th. 

ROBERT BAUSCH, BUILDER, } 


' 
ATTENTION—Nice house, 10 rooms, porch, | 

steam heat, electric light; neat decorations; | 
price $15,000; only $5,000 required -down. | 
O'HARA BROS., Webster Av., 200th St. | 


BEAUTIFUL 2-3 family brick houses; all 
improvements; 2-car garages; reasonable 
price. Orbach, 1,457 Bryant Av. | 


wt 
Brooklyn For Sale or Rent. 

FLATBUSH—Midwood ; high-class, solid 
brick, 2-family home; lot 40x100; 14 extra 
large rooms, 2 enclosed porches, kitchen, 
baths and standing showers, tiled, 8.6 high 
15x36 dance room, 2 laundry rooms; 2-car 
garage; extra fine electric fixtures; steam 
heat; %-inch parquet floors; 2 Hoffman wa- 
ter heaters; asbestos tiled roof; bargain; | 
$25,000. Open Sunday. Builder, 1,308 Av. M, 
Brooklyn. Brighton station, 


FLATBUSH—$1,250 cash buys most beauti- 
ful tax-exempt one-family, seven rooms, 
fully detached house; every modern improve- 
ment; absolute sacrifice, $7,950. Inquire 2,973 | 
Ocean Av., corner Avenue Z, Brooklyn. | 
Lee ae FR el Ng GRIND PE REE A 


FLATBUSH—Corner house, 10 rooms, ga | 
rage; all improvements; best neighborhood 
for physiclan. 2,820 Av. M._ Tel. Dewey | 


7018, 





HIGHLANDS — Large one-family stucco; | 

modern improvements; 2 sun parlors, 2! 
baths; spacious grounds, grape arbor, fruit) 
trees; near sub. and ocean; suitable club or 
large family. Bensonhurst 0568-W. 


$2,599 CASH buys 19-room mansion, Bay 
Bist St., one block from beach; all im- 
provements; parquet floors throughout; plot 
58x96; beautiful lawns, flowers and trees; 
rice only $17,500. Aclin, 178 East 118th. 
arlem 8909. 


DAINTY RESIDENOE, 137 East 18th &t., 
near Church Av. express station, Brighton 
Beach subway; 8 rooms, 2 baths; 50x100; 
heated garage; $26,000; easy terms; owner 
occuples. 


HOUSE —Sublet furnished, electrical {mprove- 

ments, for 10 weeks from July 1; best loca- 
tion on Manhattan Beach; price $2,000; must 
furnish good references. Y 2474 Times Annex. 
pk se hl 


SEVEN-ROOM house, sun parlor, garage. 
2.422 $34, Brooklyn. 25th Av. station, 


Staten Island For Sale or Rent. 
ELTINGVILLE (1 block from_station)— 
Modern 6 room, all year semi-bungalow; 

fully equipped; $50. Dongan Hills 606. 


Queens For Sale or Rent, 


HOLLIS (10,944 196th St.)—Handsome 10- 

room house, 2 baths, ail improvements; 
stucco on hollow @; 100x100; terms reason- 
Owner, Hollis 6430J. 


| JAMAICA'S finest Park Hill section; $6,500 





| 2-FAMILY, tax exempt, honestly constructed 


i 
| 


| 
| 
| 


| 
| 


| 


| 


| parquet, 


| RARE opportunity buy nouse that is 


buys this $8,000 Bouse; 10-mile view; ga- 
sean space; 20 minutes Manhattan; 535 
trains daily 5-cent fare, subway; excellent 
schools; large rooms, sun parior; steam, 

tiled built-in bath, shower; 

cash, $25 monthly principal. MeNeece, ‘Build- 
er, Corn Exchange Bank Bidg. (ground 
floor), Sutphin Bivd., opposite Jam 
I, station. Phone Jamaica 98010. 
uine 
gem; large plot; 26 minutes Manhattan; 
select neighborhood; contiguous woodland; 
high elevation; fireproof roofing; ven) 
parquetry, tiling; sun parlor, breakfas 
room, lath and plaster; artistic decorations, 
fine fixtures; near million-dollar 
high school, parochial schools; 
this beautiful $8,500 house, $5 
ance $33 monthly principal. McNeece, Build- } 
er, Corn Exchange Bank Bidg. (ground 
floor), Sutphin Blvd., opposite Jamaica, L. 
I., station. ° Phone Jamaica 8010. 


$500 CASH. 
: tax exempt; price $8,750. 

Frame, detached; price $4,900. 

$25 MONTHLY ON PRINCIPAL. 
All latest: improvements, 
space, sidewalks, polished floors, 
decorations, heat, gas, electricity; 
house also has tile bath and tile kitchen; 
sound in construction, unique in design. 
FROHWITTER, Butider, 90-50 Sutphin Boule- 
vard, Jamaica. Phone Jamaica 5257. One 
block from L. I. Jamaica station. 


$5,750 BUYS new Colonial, tax-exempt home, 
etached; large plot, with private drive- 
way; 28 minutes to Manhattan; high eleva- 
tion; trees, tiled bath, tiled kitchen, modern 
plumbing; Jath and plaster throughout; 
tapestry brick stoop; white enamel gas 
fine electric fixtures; steam heat; 
close to grammar, high, parochial schools, 
stores, churches and all transportation; $500 
cash and $80 monthly principal. Mahoney & 
Slade, 34 Union Hall St., Jamaica, Phone 
Jamaica 9851. Open Sundays. 


houses; fireproof garage; 5 and 6 rooms 
per apartment; rent of one apartment will 
ive owner rent free and carry house. From 
21,000 to $26,000; Clyde St., Forest Hills 
L.'I. Forest Hills Building Co., Inc., 47 
W. 424 St.. N. ¥. ©. Longacre 7007. 


Long Island_For Sale or Kent, 


BALDWIN—Home de luxe; Croll’s better- 
built houses; only $7,500, cannof be equaled 
for much higher price; 7 large rooms, ample 
closets, every improvement; plot 50x150; near 
station. Croll Bros., Inc., 74 Chureh 8t., 
aldwin. ‘‘We are not at the station, but 
the bus passes ¢oor."’ 


BAYSIDE—Rent, modern 7-room house, tiled 
bath, large living room, fireplace, laundry, 
reh, vapor heating; 2 blocks 
F neighborhood bathing beach; 
in ve desirable section; lot 50x200 ft.; 
beautiful trees, shrubbery, old-fashioned 
garden; completely redecorated; $115; pos- 
ay~ 


session June 15. one William Alling, 
side Boulevard, Bayside 1957M, 
BAYSIDE—S8 rooma, nicely furnished; must 
take year’s lease, longer. Bayside 2159. 
BEHNCHHURST, L. L—i0 rooms, 3 baths, 
two enclosed porches; rage; jot 460x100; 
beautiful view, overlooking Sound; stucco 
house in new condition; restricted nelghbor- 
hood; bathing beach 8 minutes from sta- 


tion; best commuting, 80 minutes; price 
25,000. G 26 Times. 


BELLE HARBOR (127th 8t., Newport Av.) 

-—Splendid tax-exempt two-family; garego; 
apa: ent 6&7 rooms; sell or yearly; Sum- 
mer rentals, furnished, $750 up. 


BRIGHTWATERS—HANDSOME OOLONIAL 

COTTAGE, 9 rooms, 3 baths, hot water 
heat, screens, enclosed porch, Scar heated 
garage, 4 master bedrooms, finest location, 
on cement road, nefir lakes and harbor, a 
modern all-year home; only $25,000; terms 
and ssession arranged. T. B. & H. W. 
ACKERSON, Merrick Road, Brightwaters; 
151 Pierrepont St., Brooklyn. 


BRIGHTWATERS—8-room ———, steam, 

enclosed porch, large garden, Y-car ga- 
rage, unfurnished, to y 1, 1926, $900; we 
also have a few very desirable furnished 
cottages to rent for Summer season. T. B. 
& H, W. ACKERSON, Merrick Road, Bright- 
waters, L. I., or 151 Pierrepont St., Bklyn. 


BRIGHTWATERS—8-room dwelling, stucco, 

hot water heat, 2-car garage, on large 
wooded plot, overlooking lake, near club:- 
finest location; all-year home; bargain at 
$15,000; terms and possession arranged. 
Keys at Ackerson Real Estate Office, Mer- 
rick Road, Brightwaters, L. I. 


BRIGHTWATERS—Beautiful Oolonial home 
on bay; magnificent water view, boating, 
bathing, fishing at your door; 9 rooms; 2-car | 
garage; plot 75x140; price reasonable; terms | 
suitable to buyer. Call Owner, Bay Shore | 
1612, 
DOUGLAS MANOR—11 rooms, 3 baths. | 
shower, hardwood floors, stucco and on 
hollow tile, tile roof; wonderful location; 
comer plot; totensl sengrenkinn; price 
an erms W @ submitted u request. 
PHONE W. H, HOMMAN, BAXSIDE 12485. 


enclosed sun 
from bay an 
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HOUSES AND ESTATES. 
Long Island For Sale or Kent. 
DOUGLASTON. 

Distinctive English style 8-room house, 139 
feet street frontage; stucco and frame; 3 
baths, 1 extra toilet; billiard room; hard- 
wood floors throughout; copper leaders and 
gutters, asbestos shingle root; 2-car garage; 
heated vapor steam; iocated on ‘“The Boule- 
vard,’’ highly restricted section near Broad- 
way; bay view; direct from bullder or your 
own broker; nearing compietion; inspect it 
tefore going further. Terms to suit respon- 
sible buyer. Theodore Will, builder and 
owner, ¥,029 178th St., Jamaica. Phone Ja- 
maica 1853. 

FAR ROCKAWAY—2-family houses at 2,392- 

2398 Mott Av., 3 blocks from school houses; 
will rent single apartment, 5 rooms, $800: ¢ 
roome, $800. Can be bought on liberal terms. 
Agent on premises or local broker. 

FAR ROCKAWAY—For sale, new 2.family 

house; apartment rented. Friedman, 1,363 
Columbus Av. Far Rockaway 2765, 
FLORAL PARK HOMES, $10,000 TO 314, . 

Worthy of your consideration and inspec- 
tion. Neil A. Flannery, K. of C. Building. 
Telephone 915. 


¥YLUSHING—Colonial dwelling, 6 rooms, sun 
parlor, 2 tiled baths and kitchen, hot- 
water heat, fireplace, copper leaders, 
screens; plot 50x100; 2-car garage;+ finest 
location; price $21,000. Von Sholly, 33 Main 
St. ‘Tel. Flushing 1393. 
FLUSHING—Two-family, new, 12 extra large 
rooms and 2 sun parlors; tile bath, oak 
floors, 2 steam plants, copper leaders, &c.; 
plot 409x100; excellent location; price $20,000, 
= Von Sholly, 33 Main St. Flushing 
FLUSHING—Will rent for Summ i 
5 I rent or Sur er nicely 
furnished home, five rooms, bath; garage; 
references, Phone Flushing 4543, 
FLUSHING—Free list of houses for sale, 
$8,500 up. Von Shoilly, Main St. 
FOREST HILLS—TUDOR HOMES. 
EXCEPTIONAL 1-FAMILY HOUSES. 
None better built anywhere; see these 
charming houses at 
Fleet St., bet, Herrick and Strafford Avs. 
or phone owner, Murray Hill 3461. 
FREEPORT—If in market to buy, rent or 
Sei: houses, bungalows or acreage, consult 
Goldman & de Guiscard, 60 West Merrick 
Road, Tel. Freeport 2019. 
GARDEN CITY—On Nassau Boulevard. 2- 
, year-old Colonial house, 12 rooms, 8 baths: 
=Car garage; beautiful garden; grounds 100x 
150; excellent condition. For information 
call Garden City 2410. % 
GREAT NECK, DOUGLASTON, BAYSIDS. 
Our Netings of superior homes are very 
complete ; let us know your requirements. 
@ i, T. McKNIGHT, 22 EAST 83D ST. 
Great Neck 27. ___._ Vailedonia 4951. 
GREAT NECK—$i2,500, modern 6 ms, 
ere ge heat, 2car garage 
minutes to station. 61 Susquehanna ; 
Great Neck 83R;5 weekdays, Chelsea onan 
HOLLIS BARGAIN—$750 cash: new @ 
room house; enclosed porch, breakfast 
Parquet ficors, steam heated, hot 
generator; beverage storercom un- 
porch; convenient to stores, school, 
and irar only $7,000, fabi 
$55 monthiy. R ay & "gon, W647 Ja. 
maica Av., Holli Phone Hollis 4207. 
HOLLIS (Chapelle Gardens)—Six-room bun- 
galow, gum porch, tiled kitchen, bath; 
steam, fireplace; tax exempt; lot 453x100; oc- 
cupied six months. 185-31 Luzerne Av. 
Phone Ashland 3040, Ev gs Jamaica 4436. 
HOLLIS—For rent, opti of buying, new 
duplex ‘ two-family house, id rooms, 
modern improvements: garages. Roland, 
334 East 72d. Rhinelander 4175, 
HUNTINGTON BAY—260 feet 
with unobstructed water and land 
bungalow type of house, large livin 
with open fireplace, dining room, kitchen 
with electric range, 2 sleeping rooms with 
connecting bath, maid’s room with toilet and 
basin; hardwood floors throughout; gvod 
heating plant; electric lights, telephone and 
fine water supply; garage; lot 560x136: finest 
bathing beach; restricted neighborhood 
paseo $3,500. CHAS. E. SAMMIS JR., 
New York Av., Huntington, N. ¥. Tele 
phone Huntington 435. 
HUNTINGTON TOWNSHIP—A private and 
secluded estate among the north shore 
hills; 20 acres on new cement road; orchards, 
lar shade trees, shrubbery; Dutch Colo- 
nial type house, 10 rooms, 3 baths, hot water 
heat, fireplaces; large garage, poultry build- 
ings and dog kennel; out of town owner 
very anxious to sell, asking $20,000 on ex- 
ceptional terms; wants offer. Hall, Ruland 
& Gale, Inc., 345 New York Av. Tel. 1180 
Huntington, L. I. 


HUNTINGTON-—A Summer cottage of 4 


rooms and bath, electric lights, telephone 
and excellent water supply; well built, good 
walls, nicely decorated, open fireplace: 
shaded plot 60x100; good beach rights; price 
3,250, $1,000 cash. Charles E. Sammis Jr., 
33 New York Av., Huntington, N. Y. 


Telephone Huntington 435, 
HUNTINGTON—Elegantly furnished 
front home, 5 bedrooms; 3 acres, garden; 
private bathing beach; sale or rent for sea- 
son, $1,500. ‘0, H. Schultze, Shore Road. 


JACKSON HEIGHTS, L. I.—Rent furnished, 

beautiful new 8-room stucco house, en- 
closed sun porch, garage; will rent for 
season or year from June 15, $150 per 
month; references; adults preferred. 3,728 
20th St. Phone Havemeyer 3699J. 


KEW GARDENS’ charm r 

ural beauty plus fine hon Write, call 
or phone, Kew Gardens, Richmond Hill 1715, 
or 216 West 34th St., New York City, Lacka- 
wanna 1400. EDGEWORTH SMITH, Inc. 
“COVERING LONG ISLAND.” 
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LONG BEACH—Don’'t miss this opportunity 
at these prices. All houses near beach, 
ocean and boardwalk; all improvements, in- 
cluding concrete streets, gas, sewer, water 
and electricity. 
East Beech Street—8 rooms 
completely furnished; garage; 
or will rent for $1,860. 
East Beech Street—3 rooms 
wee $12,000. 

fest Penn Street—15 rooms 
37,500. 

This warm weather will positively cause 
these houses to be taken this week, so act 


quickly. . 
SANDRINGHAM, INC., 
405 Lexington Av., New York City. 
Telephone Murray Hill 1050 or — each 
Office. Telephone Long Beach 1543. 


and 2 baths; 
price $14,250 


and 2 baths, 
and §$ baths, 


LONG BEACH—If you require an 8 or 9 
room house near the ocean and boardwalk 
in Long Beach proper at very reasonabie 
price and easy terms, see me. Impossibie 
to duplicate for the money. J. Bruce Rob- 
ertson, 405 Lexington Av... New York City. 
Murray Hill 1050 or Long Beach 1543. 


LONG BEACH —New house at 626 East 
Beech St. ready to move itn: 8 rooms and 
2 baths, completely furnished; garage; sales 
price $14,250; easy terms, or rent $1,650; 
purchaser should act quickly. Otis 8. Salter, 
representative, 621 East Beech St., Long 
Beach, L. I. 


LONG BEACH—New detached 2%-story all- 

year-round houses, garage; § rooms, sun 
parlor, breakfast nook, 2 baths, 4 bedrooms, 
maid’s room, fireplace; sell or rent; best 
location, near ccean and station. 418 to 436 
W. Walnut St. Write for booklet I. J. 
SBHARLOT, Woolworth Bulding, New York, 
or local brokers; agent on premises. 


LONG BEACH—New 18-room house, on 
Broadway, between Riverside and Long 
Beach Boulevards, near ocean; splendid lo- 
cation for boarding house; running water In 
all bedrooms; would sell or rent on easy 
terms. Particulars of Long Beach brokers or 
telephone Bryant 1353. 
LONG BEACH (341 West Market)—$3,500 
above mortgage buys beautifully furnished 
house; all-year; stucco; § rooms, 2 baths: 
double bn a must sell; sacrifice. Phone 
2117 Pennsylvania. 3B, Feinglass, 840 West 
End Av. 


LONG BEACH. 

Beautiful résidence for sale, 
reasonable; 4 master bedrooms, 2 baths, 2 
maids’ rooms, 1 bath. Apply Weyl, 799 
Madison Av., New York, or Long Beach, L. I. 


LONG BEACH—All-year house, 10 rooms and 

2 baths, furnished; sale or rent; 1 block 
from station. Apply 128 East Chester St. 
today and tomorrow. 


LONG BEACH BARGAIN—New 6-room 
bungalow, near ocean; also lots and busi- 


ness properties. F. J. Knob, opp. station, 
LONG BEACH—House, furnished, 10 rooms, 

§ baths; garage; rent or sell, easy terms, 
241 East Penn, 8t. Phone Worth 0248. 


ae hn Bk ne brn Sc a 
ESTATE SALE—Distinctive Dutch Colonial 
hall, tax exempt; plot 4,000 square feet; 
rivate park; at depot; 26 minutes Manhat- 
an; 198 traing daily; tapestry brick; open 
fireplace, tiled bath, kitchen; parquetry 
floors; Hoosier cabinet; paved streets; large 
trees; $1, cash, balance $42 monthly prin- 
cipal. McNeece, Corn Exchange Bank Bias. 
(ground floor.) Sutphin Blvd., opposite Ja- 
maica, L. I., Station. Phone Jamaica 8010. 


SOLID BRICK 2-family; ideal location; 15 

minutes Manhattan; near 4 depots; 5 cents 
fare, subway; steam, electricity; parquetry 
throughout, tile baths, tile kitchen; attrac- 
tive decorations; driveway; garage space; 
sacrifice $2,500 below cost; small cash pay- 
ments. McNEECE, Builder, Corn Exchange 
Bank Bidg. (ground floor). Sutphin Blvd., op- 
posite Jamaica (L. I.) station. Phone Ja- 
maica 8010. 


SHORE FRONT BUILDING SITE. 

Beautiful hilltop of nearly 3 acres, wooded 
right to the water’s edge; extensive white 
ae A beach, protected anchorage for boats, 
bathing at all tides; no restrictions; an ideal 
combination of woodland, water and privacy; 
offered at great sacrifice to close an estate. 
Hall, Ruland & Gale, Inc., 845 New York 
Av. Tel. 1180 Huntington, L. I. 

CLOSE ESTATE AT MALBA. 

New brick corner residence, 8 rooms, 3 
baths, overlooking Sound and golf course; 
‘all decorations, eelectric fixtures, gas range, 
shades, screens, &c.; cost $27,500; must tis- 
pose best proposition at once; key with care- 
taker at Malba R. R. Station, or phon® Mr. 
Drew, Vanderbilt 6646. 

FOR SALE or Rent—Beautifully furnished 
home, 15 rooms, 3 baths, Z lavatories, 2-car 
garage; chauffeur’s quarters; exclusive 
neighborhood, near the ocean. 65 East Olive 
St. or any Long Beach broker. 
WOODSIDE, L. I.—Will sacrifice 
beautiful 2-family semi-detached 
house, 12 rooms, tiled baths; all latest {m- 
provements; driveway, &c.; near school, 
minutes from 42d St.; $500 down; balance 


in small monthly payments, Inquire th 
rem 2 508s. 


near ocean; 


at cost 
stucco 


Elsby -« 100 East 42d. 
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i HOUSES AND ESTATES. HOUSES AND ESTATES. HOUSES AND ESTATES. | SUMMER HOMES. SUMMER HOMES. APARTMENT HOUSES WANTED. OFFICES. 


Long Island For Sale or Rent. Westchester County For Sale or Rent. New Jersey For Sale or Rent. Island For Sale or Rent. Connecticut-New nd For 3ale or Rent, | HAVE investors for city property; unlim- Manhattan-Bronx For Rent. 
onty_ =e = i For 8: -Bronx 
LYNBROOK—Desirable hame, unfurnished, 8 | PELHAM—Business transferred to Philadel- LONG BEACH—Absolutely exceptional op- 1 P. M. TODAY DARIEN—Attractive, well furnished home cia wae ak tem lan BROADWAY, 1,974 (67th)—Small office; sep- 
rooms, every improvements, newly deco-| phia causes owner to sacrifice charming ° portunity; new seven-room stucco house, for rent, season or by the year, 8 rooms, |iiogicon Av. Caledonia 5340 , * arate entrance; telephone; furnished or un- 
rated, wide porches, ao een large | new Colonial residence; lovely grounds; high-| PHELPS MANOR (BERGEN COUNTY). | every convenience, double garage, open Classified’ ad : f 2 baths, 2-car garage; garden; salt water B’. Suey. furnished. Ho >son. 
dl gp le a fi tg a oe aa aed centre i ae See re poets dock, magnificent view of entire assified advertisements for privileges; convenient to beach and —_ a CORNER ih hy aig BROADWAY, 1,775 (Colonnade Building. 
p ; a mily adults - | parlor, dining room, breakfast room, sf ay; boating, bathing, fishing, trolley min- ; ; ; "4 muting station. Phone 398-3 or address P. uitable for alterations; buy_or lease. R 230) —- Maoud ENS 
ferred. ae: Mott, owner, 140 Merrick Road. ler's pantry, kitchen, maids’ Ba Ro ra Colonial home in restricted section ; ute away ; 51,400 long seascrr; also cosy insertion in The New York | 0. Box 512, Darien, Conn. CHARLES MOCK, INC., 200 West 10ist. | nic” 70)—Handsomely furnished office to 
. 2 £ . e +}la . uate q 4 s Se eee oe ae ened bs, NN 
YNBROOK—L: od h heated garage, ‘awnings, screens; see this on cteat of fhilly “Sik Reales tinauones; Call Hackensack 625% ‘Satu — ~— Times tomorrow will be ac- FAIRFIELD BEACH, CONN.—To rent, at-| UP to $100,000 cash, good income properties. GRAND CENTRAL—Four beautiful private, 
a mee a me gag Agi a age veal Bicaaia th . ; laren white aftiese green “sinutters: eopper pe nh cept d 1 P M t d tractive new bungalows, furnished, all con- Cahill Realty, 25 West 42d. sound proof, largé, mahogany furnished 
hardwood trim pained decoration throughout; DRUMMOND REALTY CORP., leaders; special hot-water heater; foyer hall, — gto cate & caen a epted up to a ie - today, yeniences. Apply C. W. Thorpe» — XxX {{z*—*K*:=ZIEIKIE[[[_E | suite: new bank building; stenographer; fur- 
garage; 7 minutes station; plot 50x150; sac- | 4,768 Boston Post Rd., Pelham. Phone 5109.| mahogany-trim staircase, spacious living and attic, eta haede "itera By mag, aes subject to omission. | GREENWICH, CONN.—Attractively furnish- HOTEL PROPERTIES niture optional; sacrifice $50 each. 9 East 
rifice $15,000; leaving town. Young, 15 2d | 17 East 42d St. Phone Murray Hill 7323.| room, Colonial fireplace, French doors to End: all’ iaiprovements Tartiones.” $i 200 ed English cottage, 4 bedrooms, 2 tile ° eS 
St. PELHAM MANOR—17 rooms, 3 baths; $17,-| large-solarium, sunny dining room, breakfast] season. See Caretaker ‘any ‘local broker or Advertisements for daily editions baths, porch; garage; _convenient to sta- All Sections For Sale or Rent. LEXINGTON AV. (southwest corner 40th)— 
PORT WASHINGTON, LONG ISLAND 500; owner moving away is anxious to| nook, sanitary kitchen; {icebox receptable; | Caledonia 6630. : must be recerved before 4 P. M. tion ; reasonable rental; Summer or year. RING LAKE 3 J 1 and 2 rooms, $1,000 up. 
Miami Beach Is Calling Me. * | dispose of attractive home in excellent con-|0ak floors throughout; full tile bathroom | ———————_________- on day preceding publication. Phone Greenwich 799M. Cott ee ae LAKE, oN; 6 100 feet | LIBERTY ST., 142—Modern offices: large 
2 wish to sell my house before leaving to | dition; plot 75x125; garage. Make offer to| with shower, set-in tub and fixtures; 3 large LONG BEACH. Telephone LACkawanna 1000. GREENWICH—June 15 to Oct. 1; convenient | » 50.‘8s° \ et ehenston EgnaD and small units: good service. Rector 4435 
make Miami Beach home. It has a|Murray B. Parks, 1,315 Pelhamdale Av.| bedrooms and radio room on second floor; Housekeeping apartments, first floor, seven to station; 5 master bedrooms, 2 baths; | front on Ocean Av., with riparian rights. pe a 
te ges ae | Pelh i nae owing to financial difficulty, this home is|T0oms, bath, with porches; also furnished —_—_— garage; 1% acres; delightful porch with J. R. EMBERY, LIBERTY ST., 135—Large, light offices;$25 
mung: room with fireplace, dining room, | Pelhmrn 6766. ro -ost—$12 non-housekeeping apartment with baths. 158 ws gs ig Pb Shige = 7 Real Estate Trust Bldg., Philadelphia. up; excellent service, Rector 4433 
kitchen, coat closet, two pantries, two} 5 JOR offered at less than gost—$12,500. Seller & ofti f | broad view. Tel. Greenwich 2078 or Rhine Up; excellent service. Rector 3. 
, ee ; PELHAM MANOR. Whitely, Inc., 142 Palisade Av., on Hudson | Jackson Boulevard. ces 0 | lander 4303. Ee ——— S| MADISON AV... 300—Office space; Grand 


rches and oak floors on the main floor; ESPLANADE AND JAMES ST. : ; LONG BEACH Beautiful house ?urniahaa lle: i 
r LAD i ° River trolley at Main St., Bogota, N. J.|; LONG BEACH—Beautiful house, furnished, | fs) RU 3 > Central section; telephone and stenographie 
ik bath with shower oad ined saat attic: Most Mittractive detached homes of Phone Hackensack 5676. ae = poe ta gh Ra —— peraae 9 cael The Nem York Times To let oc ane ae cea ae sevan BUILDINGS AND FACTORIES. service. Murray Hill 4823. _— 

‘e ; 50 by 100 d °c = on nis court, bathing, boating, fishing. me. Times Building Harlem | rooms t d £ 1s 25 ft. ~reened Mant ge FFICES 
ee ee ee Se rie RR a By D'Etretilis, 414 Bay Boulevard, last house. Times Square 187 West 125th S¢ porch; bay and surf bething. C. A. Slade, 5 Sei. aerie Svectiener.. $20 month and up. 


the adjoining plots are large; garage. Price | JOHN R. ALTIERI CO. Phone 8357 Pelham. . 
~ ; —e eee Ee | RIDGEWOOD N JU Will Sacrifice brick | Telephone Long Beach 43. | Tri a y 55 
$11,000, with very satisfactory terms. If PELHAM MANOR RIDGEWOOD, N. J.—Will sacrifice brick | -Ctephone Long |} Times. Annex Brooklyn Truro, Mass. One-story brick taxpayer, corner, i53x7% 236 West 55th Street, 


_— ee be a bas in ad New private houses, rental "$140-$150, sok ean datas Le cana pci Te ee —s Bane gp cam alll wana ig a Apne 43d Street 300 Washington St. | SOUND BEACH, CONN.—s0 minutes from | 39 stores; just completed, one of the best re- ee me fate cme agi ‘ 
cc ihe i es age - : * = 6 large rooms, 2 tiled baths, garage. us bd “ ; ; :  § West of Broadway Grand Central; June 18 till Oct. 1; fur- | tail business streets East Bronx; no schemes; | ——+S2_2 *ew_ completely furnished. 
F. Sheeban, 65 Bar Beach Road, Port Esplanade and Carol Place, in family, For particulars inquire L. E.| rage; block from station; would exchange Bronx Hished, modern, 6-room house and bath; ga-| renting for $32,500; price $350,000; principals SUPERB OFFICES FOR RENT 
Washington, L. I. JOHN R. ALTIERI CO. Tel. 8357 Petham, | Marrow, Ridgewood, N. J. vie suitable lots. Telephone Long Beach * Downtown 2,829 Third Av. rage; overlooking golf course; electric stove | only. ie tate aoe SY ee 2 in the werld-known 
PELHAM MANOR—New brick residence, 6; RUTHERFORD—For sale, 6-room Colonial te RS TSE eae 7 Beekman St Fordham and light; large, shaded grounds; restricted MAX ROSENZWEIG CO.. FLATIRON 
~ rooms, 2 bathe garage; built by owner ‘ house, all ene pprewoed ene Ws pn a gg Nomen house, beautl- Wall Street 11 BE. Fordham Ra section, -Vanderbilt 4869. 2.855 3d Av. (149th). Mott Haven 9334. BUILDING. 
Wt -* many ext ‘ st be sold; easy terms. See mmediate occupancy; $9,750; part cash. ully furnisifed, two porches, on Monroe 166 Broadway (149th St.) | TOKENEKE, DARIEN, Conn.—Overlooking | NE Ww e-story brick buildi 100x20 jea) | ATTRACTIVE large office or part office in 
ROCKVILLE CENTRE. 0 eet ee ee ee ee a 5996. | Tel. G47R. 3 Boulevard, near ocean; reasonable rent. Send. 8 miautes’ well Lineke Club and t- all filet wll ay 200, ideal | ¢ ~a Pind gg te office in 
' WM._ESHBACH, Boston Road. 10. 006. | RUTHERFORD—For sale, modern one-fam | Telephone’ 1811, | bench: 4 rosater's tedrocunsy S maids’ rooms, | tuteg reer eere eae rae Set tact | or withowt Sarvine tae Wee tha oe pee 
88 minutes to N. Y. and Brooklyn. Will rent WINN ~¥ handsome furnished|. ‘ly homes direct from builder; reasonable | LONG BEACH—Furnished two family 3 bathrooms; 2-car garage; to rent until | jg St. to 135th St.. east of Southern | 405. ra 
house, spacious sume J acre, beautiful old| terms. Van Houten Bros,, 212 Eastern Way.| houses; five-six rooms; for’ rent or sale; SUMMER HOMES October or Nov. 1. For further particulars yard; reasonable terms, sale ot lease. | DESK, $13, mall, telephone privilenes 957 
- N OFFER trees | p pe oa ear the water Telephone kutherford 2778J. rent can be applied toward purchase. 349 ————_ Apply H. T. Blodget, Architect Samples; Rauch & Fera Co., Builders. Telephone In- furnished affies "$30 4 ne ~g eges, $5; 
oe RE DEE SeEh in SE- noes OM STEWART. C, SCHENCK. WOODCLIFF—For sale, 7-room house, all | West Chester St. Westchester County Fur Sale or Bent, Corp., 101 Park Av. Ashlahd 1400. | tervale 6532. . ae one, ae ead 
ECTION OF SIX DIFFERENT SPECIALIST COUNTRY HOMES, modern improvements, parquet - floors,| LONG BEACH—Rent or sell; sacrifice; | SCARSDALE—Home in Edgemont for rent,} THREE BUNGALOWS AVAILABLE ON|” FACTORIES ANY SIZH~ANYWHERE $$ aT 
ESIGNS OF IDEAL HOMES 51 East 424 St., New York. hardwood trim throughout, hot water heat,| beautiful stucco house; furnished; seven| furnished, July 1 to Sept. 1, $600; eight) MOUNTAIN LAKE FOOTHILLS OF THE GAILLARD REALTY CO., DESK ROOM 
FROM OUR OWN ARCHITECT Phone 5462 Vanderbilt. Rye 600. 3, enclosed porches, copper leaders; plot 50x|rooms; two baths; large porch. 134 East | rooms, bath, extra la®atory, gas. B. Van| BERKSHIRES, 80 MILES FROM NEW FACTORY BROKERS, a RY ° 
AND BUILDER, MOST ATTRAC- RyYE_Reauliful stucco house with charming | 100; one-half block from trolley and bus} Pine, or telephone Kanes, Wadsworth 5440. Doren, Scarsdale, N. Y. YORK; SECLUDED AND PRIVATE: NOT | 100 EAST 42D ST. ASHLAND 8714. Manhattan-Bronx For Rent. 
7 ‘4 y \f aS. p ‘ J 7 TANG ROGAN DADA ittiae 2. SS 1 ~ 7 , r IT e AU IG > 10ST" N EXCEP" = — x - > i ee wi 
TIV ELY BUILT _AND BUT 13 views: 10 rooms, 4 baths, lavatory q|line. Phone Union 3875. LONG BEACH BARGAINS—Rent, sell, ex- WILL RENT FOR JULY AND AUGUST >. S ea wire ty ty GARAGE. 127x150, for sale, with 8 stores, |}STH AV., 263—Pr @ desk room, $15: fur 
MINUTES’ WALK FROM THE sun porch; hot water heat; l-car garage; $800 CASH, $55 MONTH UP. change, bungalows, houses, lots. Nicely furnished 8-room house, bath, hn oR WEEK-E: ND’ BOATS INCLUDED: | ..o2 Broadway. Call John 0334. Fleishman, | ished offices, $25; phones. Franklin. 
STATION. plot 100x158; special privileges for owner at Direct from builder; new six and seven | CHARLES GOLD, INC., 571 Long Beach| extra washroom Isf floor; 2-car garage; cet Ee Ae gt LI, OM JUNE UNTIr, | 80 Maiden Lane. 5TH AV., 246—Desk, private office. phones. 
Westchester Biltmore Country Club; attrac- room houses; all modern improvements; Blvd. Phone Long Beach 800. desirable section, near station, &c., short | COTTAGRES LEAS = FROM J a IL | etedantinkers Sta. Ln ges office, phones, 
tively priced; cash required $15,000. Phone| % hour out; some with additional sun |fonG BEACH Reautiful large furnished | distance to water; §3¢0 per month. OCTOBER, THIS a Ty a te ah Fat Brooklyn-Long Island For Sale or Rent. | ——— aphers, $10: mail address, $5. 
Bach 6 rooms and full tiled Marshall, Rye 900 or write R_ 284 Times. parlors, sleeping porches, roof gardens; rooms, shaded verandas; centrally located;| Chapman, 530 Main St. Phones New | TRACT Dee OLR, HOUSES RENT. |100,000 FEET of ground floor space for|~ aii oF Phone service, $3: desk, $5; pri- 
bath, plot 40x100, with Spares SCARSDALE. | breakfast nooks, garages, pantries, in- | comfortable, homelike; season; 22 West | —ochelle 3881 and 7854. lED “OO! LECTIVELY OR SINGLY. H 326| heavy or light manufacturing; near termi- ate desk, $15. Levin, 19 West 34th. 
-——N  magca runways, sidewalks peng en rt od pp gg magpie * Walnut; local brokers. SUMMERING at beach, Wintering in Flor-| miyps sie : “"\nals, ferry, bridges: will divide. Ludden-| — =e a 


° re A a a ° 2 Mr. Kisco home furnished, | ——~——___________._t___ | Corwin-Bronk, 373 Fulton. Triangle 6835. sa ios 2 
FIRST FLOOR. Exceptional Values Offered This Week. house differently designed; wonderful | LONG BEACH (25 December Walk, West-| yin arg Aucust, $800, or will sell: also FOURWINDS FARM, STOWE, -VT., —<_=_rrt oe — | BUSINESS PLACES (Miscellaneous) 
Large living room and vestibule 1,000. PLOT, 50x100: especially fine plot view; price $7,200 up; small first_pay- holme)—Six-room | bungalow, very nicely have small furnished bungalows to rent.| to rent for the season; unsurpassed view of New Jersey_For Sale or Rent., All Sect —— 
with a real open fireplace, large +1. by 125 ‘feet $4 ge with brook ment, balance monthly. Inquire Boun- furnished. Telephone Long Beach 954 or any Phone Mt. Kisco 105, W. B. Raymond, 303 | Green Mountains; altitude 1,500 feet; house i Sections For Sale or Rent. 
et, carter. os of eta , ~ Ay woe! a. ge homes "$9,000 ° dary ngs A 347 Sth B¥6 ag rec heme of local broker. E. “Main Street Mt. Kisco commodious, ae built by city rest- | TO LET FOR BUSINESS. 
chen, pantry, glass cabinet, sd taped Prospect Av., corner Essex, Hackensack. | LONG BEACH—On ocean front, foot ene | dent. Mrs. Henry Holt, 57 East 72d -3t., {ODERN FIREPROOF FACTORY arriman Bank Building Sth Av. f: 
Vermont St., 5 and 6 rooms; very at- NEAR Brewster and Ridgefield, Conn., de-| New york City, or Frances E. Stafford, n > | desk room with phon rvice to ME oon 


breakfast nook, inlaid cork compo- : . © YOU PAY $75 RENT 
sition floor, white enamel combina- $12,500. COLONIAL COTTAGE, six rooms, D > aeaee lightful country residence; ail modern con- | ¢ a 2 = . atte: gattetaciae oe esp 
tractive furnishings. Telephone Long Beach Senlenes: 80 aeres of tnountain lake; $1,060 Stowe, Vt. IN NEWARK, N. J. ty ome a 44 references; office and 


a a . very h? With this monthly pay- 
tion pedestal sink and tub, solid tiled bath with shower, oak floors; all every mont yn ‘ bs eT hk ORS or eee ‘arine ; 
PD 954 or any local! broker. till October: half usual price. Gates, North WHY NOT NEW LONDON? 8928. - N. Waring, Murray Hill 


y improvements; garage; fine location; ment you can easily own your own 
brass and glass hardware. $3,000 cash. home at Hydewood, N. Plainfield; we LONG BEACH (817 Ocean Front)—Delight- | Salem 236F13. Humboldt declared it the healthiest place Modern concrete construction; over oe 2 
f on the coast; well-furnished house, secluded 100,000 square feet; 100% daylight, BUSINESS PLOT on Merrick Road. at a 
brick 


SECOND FLOOR 
ECO F build your home to suit and help fi- ful -6-room apartm mp! - | GABINCThr 
= 0 partment, completely fur : Thr : oa oe ; ; 
ont Gassth Gote tied bath. built. $18,500. ENGLISH brick and stucco on tile, nance it. Send for particulars of nished; rent $1,250. Hunt, Vanderbilt 2232 en Sea ph amet eed Bag —_ in its own grounds, but near beach and 100% sprinklered; on trolley and bus Sacrifice, 3-story | and limestone 
in Pembroke tub and shower, Fair- four bedrooms, 2 baths, all finest finish the ‘‘Hydewood Plan. or Long Beach 547. Bog . ile ceca.” eran Crot mcitY: | country; rent now and see Yale and Harvard lines; to be sold far less than replace- stores and offices anc sartments: must 
: , large Fred'k Southack & Alwyn Ball, Jr., Inc., THING. REACTLA cant anwaval af me alae phone; mile station. Frerichs, Croton-on-| »,.6 “Address Owner, 826 Ocean Av. ment value. sell at once. Joseph T hlich Co., Mer- 

LONG BEACH—WI!] rent several of my ele- | Hudson. | rick Road. Telephone Rockville C nti 645 

load. elephone Rockville Centre 645. 


facts fixtures, all brass and lead and appointments; attached garage; Raa A PT PS PO ne ey ee 
gantly furnished rooms for season. 465 Fick? acer omnes In aoatharn: Weeks EXTREMELY desirable furnished cottage LOUIS SCHLESINGER, INC., — 


: . y N. Plainfield, N. J. Tel. Plainfield 711. 
piping, parquet on both floors, plot; near station; easy terms. © a, Ne ; 2 - 
r 11 Broadway, N. Y. Bowling Green 85&@. homes in pa sae = gga “al 5 sets e Saari aan ST Bo 
Lafayette Boulevard. Wong Beach 1545. : wha time 7 rooms; Lord’s Point, Conn., 12 miles FIVE-STORY FIREPROOF BUILDIN 
y £ . chester, moderate rentals. Irwin & Kent.| cast New’ London; bath, garage, private Grand Central zone lease, pep 


shades, American steam heat, Al Bs a =< 

ne gg Sg $23,000. | CLINKER | BRICK. od ender, 8 | LN RIDGEWOOD, N. J.—Desirable suburban |T>NG— BEACH (proper)—High-class, finely | 10 : Sete. ‘Apente 

a ten cases bik. wee pate Oe comer Sicouke paieaes "ut Oey SUnTEIEe x | Kose. Wi ee furnished apartment; near depot ; $400 pea 2S Seexwood Ave. Yonkers. 4 beach, golf, tennis; directly on water; $600 / oe 8 “ re feet, manufacturing or storage: 
. 2 oe “| ATTRACTIVE house near station and Sound; | season, Address E. A. Pond, Box 624, - Be an also permit for auto storage. Inquire 

son, or lease yearly. Phone Jamaica §010. very reasonable rental. Ladd & Nichols | Stonington, Conn. Essex Bullding. Market 6500. 245 East 47th. Murray ein ‘dses 


MALBA, L. 1.—Attractive, furnished house, | Inc., Post Road, Rye, N. Y. Tel. 880. THREE refined families club together: have Newark, N. J. 5-ROOM apartment, especially d abte foc 

















all graded, tapestry brick stoop rooms, 2 baths; attachéd garage; near) bedrooms and tile bath; chestnut trim, oak 
and chimney. A comfortable and school and station; genuine bargain; easy | fiogrs, hot water heating system; nicely lo- 
attractive home at the low price ; terms. cated on large lot; garage; we ae 
of $8,500. Small cash and your } terms. McKenzie Brothers, filsey Bldg.,| garage; rent June to October; 25 minutes - : : | & pemacnta forntekék’ hastened antton euatinmais eae: uth @aaniienten 6 ucurkc ¢ 
own terms. | $30,000. Te? Fenn temp ae Rea Ridgewood, N. J. Phone Ridgewood 695. |Penn station: golf, tennis, bathing. Tele- New York State For Sale or Rent. lall ieuprewent egy on a — satan banal F aaa ‘ah Gn Lame er sub- 
nes « ° eee ee On a " . mot —— — ' Mpt Ske, SUSSUs » 5 rivar acn ~~ Station, ext to Hew 
ee ag 9 teen Scat garage; beau- | SPLENDID Colonial residence to rent or for phone 1955M_ Flushing. 00 ADIRONDACK MOUNTAINS. front home; 3 hours Grand Central. R 227 HIGH-CLASS modern factory 10.000 square SH-CGLASS ic eo RE ee 1,620 Bedford Av., Brooklyr 
l i 1 F Col tiful home: low up-keep costs. sale; 8 large rooms and attic, large porch,| MANHATTAN BEACH—Choicest water-front 9-room house, completely furnished; near | Times. | HIG -C LAS Ss modern MRT teal "Ger —_—_— ——————— 
Pa Baa gy ee % }2 bathrooms: every modern convehience; fur- location; new 8-room brick house, 4 bed- lake ; moderate rental for season. Box 106, | Bua deninia, =Stnahiond ana” wleinite Peo a teas Siding. De erminal, ar- a — - 
with bath, in the finest of our .| $175 per month FURNISHED house, 7| nished or unfurnished; grounds 200x200; can| rooms, 2 baths, sun parlor; garage; newly | Wells, N. Y., Hamilton County desirable places from $500 to $4,000. The | - APARTMENTS TO LE 
to f $9,000 ¢t rooms, bath; garage. be seen any day or evening by appointment. | furnished, piano, victrola; sublet season, re- | ADTRONDACKS (Fourth Lake)—Bungalow, | Gillespie Co., Gurley Building, Stamford Other Sections For Sale or Rent, a. . 
re ee aes ‘nn , 4 | Mrs, Victor Emanuel, 7th ates enaee sponsible adults; reasonable, 5 Girard St. four rooms, bath: season $400. Swope |¢Conn.  — a ’ weak AUREe ee Gar bakk, eeenee duabha. betek | Furnished—East side. 
“ . 2 TIS . i N. | 2 Fi 4 99, > ; = von = ant © bo a ae ee a FC tk? f r » corne uble bri see a nae 
terms to sult the buyer. $300 a month FURNISHED house for oom | eee N J Phone Fort Lee 16 MANHATTAN BEACH— ottage, six rooms | 305 Broadway. |} SUMMER rentals, large and smal], moun- building in business section of Newburgh, | /OTH, 129 EAST—Delightfu umer apart- 
mer, 8 rooms, 3 baths; garage; al8©) ATTRACTIVE 10-room brownstone front and bath; for season or let; refined, re-| BREWSTER (Peach Lake, Bleomerside™’)— tains, streams or shore, Telephone or|N. Y.; 2 stores and 3 lofts; steam heat, el ment, 3 e 8, garden; 2 rooms, kitch- 
other Summer rentals. house; all Improvements (party furnished); | stricted section; completely furnished; 200 | New cottage, completely furnished; all con-| write,’ Smith & Nichols, Inc., Stamford, | evator and electric power. For ful! informa- | enette, I n, Lexing- 
IT WILL PAY YOU TO BUY . finest residential section of Hoboken, oppo-|feet from ocean and esplanade; one block | yeniences, Write P. O. Box A, Hawthorne,| Conn. Tel. 4792 . ° ‘| tion write Mrs. R. Silver, 11 Clark St., New- | ton_8440 
DIRECT FROM US, OR WE ANGELL & CO., INC., \ site park; view of Hudson; sacrifice $23,000; | from beach. Phone Coney Island 0199. N. Y., or phone Pleasantville 218. oo —_ | bare, N.Y. 10TH, 128 EAST—Skylight studio” unusual? 
wi. BUILD FOR yOu. , CALL Scarsdale, N. Y. : }iertas. B rare pet Av., Kingston. MANHATTAN BEACH —Furclshed house; GATSKIbLS—High elevation, ideal location: | Other Sections For Sale or Rent. ——_—_——————— | artistically furnished; special) Summer 
N SE J sAl A} a : N.Y. Te » 1247. eautifully located; season; $800. "hone | “3 to 5 r s. new furnished bungalows: | COUNTRY home, furnished, 5 rooms; high- | rate \ year’s lease in October. Lexing- 
OTHER INFORMATION. Telephones, Scarsdale 300 or Olinville 4400. FOR SALE—Two houses, w and cones, all | Sheepshead 5904. aren BR gy Ea eS moe ert t cat. Noaiiaeas palat Within ide aiden "ar | LOFTS AND FLOORS. ton 9565, ing 
: 3 INDAY improvements ; rooms, lot x140; 10| MERRICK, L. 1.—Cozy, furnished 5-room | reasonable, Chelsea 4836. Thomas, 131} New York, on State road; lakes, fishing, | 11TH ST., EAST (near Sth)—Laree living 
, ———__NOT_OPEN SUNDAYS. ____| rooms, 50x200;' beautiful lawns and_ trees; bungalow: with 2-car zarage: piano, radio; | West 23d, ‘ ; ori boating, bathing; pine groves; garage; rent } room, m (twin odes Fe pee 
BOLDT-WICK CORPORATION TARRYTOWN—For sale, brick house, located | the 8-room house will rent furnished for two] pathing and boating; 10 minutes’ waik from | for season only $300; privilege of buying. | 4TH AV., 377—Desirable first floor loft to] kit ; unusually charming “et aoe 
(Realtors) , best corner, having 10 rooms and improve-| months, July and August. Y 2417 Times . ‘ : ! . a : | Owner, P. A. Sawyer, 137 West Broadway, sublet at moderate rental. Apply o1 em-| quiet: $90 ae Ma Mae ee ee 
on th * * station; beautiful location; near Merrick ITCHESS co.— leman’s c ry home ; ) ppl) juliet; $9 Jenks, Spring 8347 
Main Office, 25 Front St., ments; plot 55x100; price $11,500; no real es- | Annex. Road; reasonable, Phone Freeport 641-R. DUTCHESS CO.—Gentleman’s country home. | New York City. ises or Lawrence Textile Corp., E |i3TH, 11 EAST 1 an al di 
: . 1 EAS sarge cool studio apart- 


(Opposite Station), tate dealers. J 160 Times. a ur mae plated A Dd lL A hh a Dt surrounded by 188 acres of rolling country; | | ooth. Ashland 2195. 
RO Aan Caden WHITE PLAINS—Bargain, six-room corner ee ae NEPONSET—T-room “house, furnished, absolute privacy; 59 miles trom New York: | = = | Ashen ment, bath: housekeeping; Steinway grand: 


7 7 . are bath, two toilets and garage; newly deco- | stati is Beacon on N, Y. C. R. R.: won- TREMA Se WANTEN | 2D ST..49 WEST—Daylight, steam, eleva-|$40 month. Vermont, Stuyvesant 827 5 
Fn OPEN UNDAYS. house, 100x100; breakfast room, laundry, REALLY BILT. |. rated ‘inside; ocean and bay bathing; derful. scenery; 2° ponds and brook; ood SUMMER HOMES WANTED. tor; $135. Butterfield 284. | afternoons. a eee 
<2 : : $8,900; easy terms; every improvement. But- Sold within your means; $8,500 up. reasonable. 462 Beach 1424 St. Telephone | hunting; house of 11 rooms, 2 baths; garage, | CAMP WANTED | 29TH, 515 WEST—Lofts, 50x100; 20th, 540| 17TH—Blegantly furnished private hooan for 
Aerfield 31% ________. ee! es PA at area X, ot Belle Harbor 1220M, 4 machines; electricity, running water, hot} 4 good fully equipped camp; accommodat- | West—3-story fireproof, suitable heavy ‘Gummer, $906 monthly, Cae tee for 
y = CENTRE—For sale AT RY E—Replica of Revolutionary days| NON-RESIDENT owner wW sell cheap | ny — Well - come water heat, hardwood floors, 4 open fire-|ing 75 children in New York State. 50-60|™anufacturing, 25x100. Hencken. Chicker- | 5>——<.—-> + == 
neighborhood; tiled kitchen and bath, | tty home of 10 rooms, 4 meet eee a | your own terms. Phone Edwards, Bryant/ ,., sonable for Summer season. Belle Harbor | tails on request. 70 N. Y. Times Brooklyn | satisfies. J. Kamins, 130 William St.,-New | 47TH ST., 15 AND 17 EAST (near Broad- 1440. ket a” as ee ie Agel Gremnee 
shower, gas, water and electricity, parquet | T0™:; old English — with seo ool m4 Lf EE ene Se 2 Branch. 0 York, Equitable Life Insurance. | way)—Light lofts, size about 25x80; reason- | orc i390 GASTOS 
floors; ‘garage optional; finest construction, | Polntments and conwenlennn; sg large estate; | FREE booklet, photograph. homes. Bogota. | NEponsIT, L. 1.—Bungalow for rent DUTCHESS COUNTY—For rent, furnished, | WANTED—For Immediate possession? pretty | able* rentals. White-Goodman, 872 Broad-| “Aji: 72 -AST—S rooms, bath, kitchenette; 
price reasonable; easy terms. D. Althes, | 0” landscaped grounds adjoining large e e; Teaneck, West Englewood. Hallberg & we veike ‘sant nie tates for season, fine property, near Wap- OTR ne, Gna te RUC eS eee DOS | way. Stayvounnt Obi8, ully furnished; suitable 2-3 persons; all 
builder, 23 John St., Lynbrook, L. I. Lyn-| 2-car attached garage; conservatory; chicken | yongfellow Bogota rooms eee ee ror___. | pingers Falls: 5 masters’ and 3 maids’ bed- Honea ee FOOT WEE SOT C BeOS | nnn | OUtSiUe; 2 exposures; elevator, phone; rea- 
b k 51403. ~ bee tants -. house, &c.; price $33,000. Owner, Room | —————— = | PORT JEFFERSON—Summer cottage, fur- | roo 3 commuting from Beacon, N. Y., in|.” best residential section Lawrence, Cedar-| BROADWAY, 1,544 (near 46th)—3 vacant|sonable. Phone Caledonia 8417 afternoons 
a | 1313, 101 Park Av. N. ¥. Tel. Ashland 3709| FREE list of houses for sale and rent.|" nished, in a restricted community; all im- hour ind halt. fine view of Hudson. Phone | 2Urst_or Woodmere; must be cheap. Call lofts; valuable space; reasonable. Apply | Ashiand 3219 mornings. ; 
= Ld nay pty, oo gee le = lor Rye 1040. Write Van Winkle Co., Rutherford, N. J. provements: all Summer sports; extensive | Butterfield 4237, before 11. Ba ee ee Apt. 41A. Telephone | 469 “4th Av.. 2 P. M., restaurant. 30TH, 118 EAST—Garden apartment: large 
rated, open Ficeninans. laséed parok: ga- Connecticut-New England For Sale or Rent. aoe ag papeee Sound; $450 season. Phone GOODYEAR LAKE, CATSKILLS—For rent, | ———=senen WENECUESTER GOURTT sOUNTE OT | DUANE 8T.. 107 (near Broadway) — Part room, kitchenette, bath, private porch; $890. 
rage; near station and school, Phone owner, BETTER HOMES, .| NEW G@ANAAN—7 rooms, all-year house, Te oneness 8-room ’ cottage, modern improvements: | young couple Anion og Seavennna | loft. first floor front: $35 month. 31ST, 22 EAST—Nicely furnished suites, 2 
Cedarhurst 3448. California Ridge, overlooking New Rochelle; |“ furnished; garage; 3 acres; all improve-| ROCKAWAY PARK--For rent; Summer | shade, boats, waterfront; double garage; 1 house, improvements, bathing; not over 45 | TOP LOFT FOR RENT, rooms and bath, hotel service; low rentals 
new Colonial houses on large plots; 8 rooms,/ nents: fruit, shade trees; wonderful view;| home, 8 rooms, bath, all improvements, | mile R. R. station. Photos, Charles Mur- minutes Grand: Central: hr over $350 sea- 221-225 West 17th St. for Summer. Lexington 3417. 


sess -apsesbesiesseciesnvancnnemanes sao 


























VALLEY STREAM, L. I.—26 minutes to a ag Ny oA: . ‘ y 
Row Yorks 100 tising” dali; 4 and’ 8 foom | emis, fot water, heat with oll, burner | Easy soommuting, $14,000. Owner, 1.000 rrth [Rely decorated: conveitent station. 117-09 | fork, Gnecntn, Ne 0 
bungalows on half-acre plot, county road; | \i1) sell individual plots and aid financially St., Brooklyn. —— |) | LAKE GEORGE—For rent; July 1 or earlier a Phone Watkins 9191 clean. Phone Lexington 6494, Bridgers. 
fruit and shade trees, all improvements; |? hujtiding. Apply John L, Bull, 5099 Wash-| RIDGEFIELD, Conn.—Bargain; 7 acres;|SEA CLIFF, L. I.—Bungalow, finest water-| to Sept. §; newly furnished house, 10| nnn | STTH, EAST—Large single roo a 
$4,500, on very easy terms. Joseph T. | (7 0U 3 ig i “et Phone Walker 4965 brook, orchard; fireplace, 3 bedrooms; front; gas, electricity, sleeping porch; $375. | rooms; one of the finest spots on west shore; LOTS AND LAND TWO ELOORS. approximately 10,000 square room and use of bath for ba m, dressing 
Allen, real estate bungalow opposite station. ee Shes SEY: ee si $4,000. Aiken, 815 West 180th. Washington| Winterroth, 8 Union Sq.. Manhattan. _ _|2-car garage, 6 acres grounds, large dock, | ei . feet each; 100% fireproof building; freight | Caledonia 6259. porte ecg Bort: ee 
Telephone 3502. LIGHT housekeeping in this delightful all- Heights 1530. SEA GATE—Two, three large, nicely fur-| bathing beach. W. H. Griffiths, Diamond | Manhattan. 2 elevator; 10,000 Ib. capacity; broad daylight, | = 7 oT = - - 
we Gitnaidaghan Gicnute Wn Male ne Gen” |. veer te eee eae: Earepiees, : nished rooms, private, kitchenette, bath,| Point, Lake George, N. Y. VACANT PLOT. 86x100 airy; will rent one or both. Chelsea 3863. | 58TH ST., 110 EAST—Cool, quiet, 


o ome Light, large windows; * ar 
son. P 133 Times. wore daaieein: lade Venta: 83D, 151 EAST—2 rooms, bath, kitchen; 





attrac- 
tively furnished, large living room, bed- 





y 3 roe , e 2A- petite tected ntti Rik a LO eS 
Westchester County For Sale or Rent. large plot, handy, desirable location; rea porch:near beach; private house. Coney | §CHROON LAKE—Coumiry residence on lake|at 225th St. subway station, Broadway, Tth| LOFTS-FUR AND GARMENT CENTRES; | room, bath, kitchen. piane 5 Mle 


ARDSLEY—Rent or sell; 7 rooms and bath, | sonable price; excellent terme. HOUSES AND ESTATES WANTED. Island 1914-J. eae Sean B front: 10-room house; partly furnished;| Av line; wonderful future; $7,000 cash re- SPRINKLERS; STEAM; ELEVATORS; | Caledonia 3118 
modern cottage, all conveniences; wonder- IRWIN & KENT, a reo . es, launch and two | quired; broker otected. GOOD LIGHT; 2,500 FEET; $1,800 U ; a 3 
ion: , 500: 5R Lockwood Av., Yonkers. Phone 9932. , _ . SEA GATE—Exceptionally large, airy rooms, | electric light, two garages, laun an wo | quired; rokers protected. Or JAG 3 2,5 RET; $1,800 IP. - - 

call eit noe eK uber” 6660 7 ag ae Fe OST atte Tor artist paint re ae, em fer. we tree 7 Glas 3 housekeeping suite. Coney Island 2366. boats; plenty of Iand to build twelve three- JAMES E. BARRY OWNER, 206 WEST 29TH. . PENN. 8181. | 43TH, 140 EAST—Cool, attractive front 

ill noon. udubon 30, t. 4, or/|§ 0—2 STIC settin or artist; pain to 96th, west side; no brokers. ass, pe i ¢ 7 y : g - . , : eet a apartment, 2 rooms, ofposite Shelt :. 
Dobbs Ferry 115W, after 2 o'ciock. ae Ae, Colonial cak floors through- West 63d. Golumbus 6151. SEA GATE—2 furnished rooms, with private | toom Summer camps, which would moet $800 | __7 East 424 St.___Vanderbilt_ 6554. __ TWO large, light lofts, 25x100. ladies preferred MeMitian: oven er 
= ae = , h. sleeping porch, garage; set : : bath; near beach. Coney Island 3441. complete _and would rent at $35 each per) TO LEASE for term of years, plot 50x100 Skylight, freight elevator, low rents: Supt . , . — 
RONXVILLE—Newly painted seven-room | out, tile bath, sleeping porch, & ° WOODMERE Gumished house —E master : Furnished h 3 week. Frank Morey, Under the Maples, or will erect garage, one or two stories. One month free; immediate possession, a 
WOODMERE—Furnishe ouge, 5 master’ Pottersville, Essex County. | to responsible party; location 131st St., near Klein’s Shoe Repair, 113 Nassau St. 49TH, 146 EAST—Two large bedrooms, living 


attractive house and garage, overlooking | among trees; 4 minutes station; will take 
a . e@ s, loors back $8,000 mortgages. Owner, Zangerle’s f bedrooms, 2 baths, 2 maids’ rooms, bath, | — : ‘ : . oe | b nt TH. 146 EE) 8, 
Parkway; large rooms, oak floors, gas, ? SUMMER HOMES garage, screened porch; 5 minutes’ walk SPARKILL, N. Y.—Modern Colonial cot- | 12th Av. V_ 940 Times Downtown. TWO LOFT BUILDINGS, 50x100 each; rental nished : pedaremen rch: bt a 


ty, ho vater heat; ric eason- | office, Crestwood, Harlem Railroad. ached net & 3 ‘ 
orig AE caiae goon oe 3 P ewe d dear: |\SEND for descriptive list, “Westchester Brooklyn For Sale or Rent. to station; $400 month, Cedarhurst 4039. aes, ae CO NS SO ee sahguted GARAGE plot for sale, 50x100, garment _can be increased to $35,000; price $200,000; 50TH, 135 BEAST—A 
Bronxville 3850. Homes Incomparable’: covers best sections |GERRITTSEN BEACH—Bungalow, furnished, | (WoopMERE—Beautiful new home, fur- to eal $350 ae Phone Bradfield, Piermont | ,.<°7'T?: cheapest plot In section; good principals only, Hutter & Anderson, Inc., 
BRONXVILLE—Seven-room house and ga-| Mount Vernon, Bronxville, Pelham; priced 4 rooms, bathing, improvements, $300 sca- nished,; conveniently located: reasonable ys 50 season. 1 id, rhage Jumant be sold at once; $72,000. Three- Lad Broadway. 

: boro, 110 West 40th. LOFT, 2,500 square feet; Bronx, near 149th | mediate possession: sacrifice $100, with maid 


rage, gas, electricity, hot-water heat; | $14,000 upward. WHITE REALTY CO.,/ son. Gramercy 0981. ; Summer season, Cedarhurst 6430-J. | —=—~——_— ) 1 
newly painted and decorated; reasonable, | Mount Vernon, N.Y. MANHATTAN BEACH--8 rooms, 3 porches,| NW Summer bungalow near Long Island gg Ba cag eae ten ewe Yorks ust | Bronx. wnen — 3d Av.; reasonable rent. V 941 service, per month. Telephone R. Froehlich, 
Phone Bronxville 3850. ae BARGAIN—House, 6 rooms, bath, all im-| 2 baths; garage. Coney Island 2389W. Sound and Northport Country Club: high| yate game reservation, 8-room cottage, all| BUILDERS—44 lots free and clear: East | —es—Downtown. Plaza 2601. Apt. 7B. 
CHAPPAQUA—Medium-size house on large provements; needs some repairs; $11,500; SEA GATE—Beautifully furnished apart-| elevation; 5 rooms, bath; water, electric, | eonveniences, $500 season; 7-room cottage, 177th St., step from West Farms subway; | SMALL showroom and manufacturing space | 50TH ST., EAST—One light, cool room, bath, 

plot, with garage; new and up to date; all | terms; residential section; garage; plot 50X/ ment, 4 rooms and bath; private porch; | porch, fireplace; paregs, Den: $3,950; | all conveniences, §450 season, R. L. Atkin-/ripe for 5-story walk-up; very easy terms.| for rent. 648 Broadway. Apply on| kitchenette. ‘Telephone Plaza 2601, Ext. 
convenfences; ideal situation, within easy |100. Brown & Brown, Depot Square, Har-| gmajl ‘family, for season, Telephone Coney | terms. C. H. Appel, 6 .St. John's Pl.,| son, 71 8th Av., New York City. Chelsea Estate LOUIS SACHS. 38 West 2ist. prémises. 10C. 
distance to depot: price and terms moderate. | rison, N. Y. Island 1766. Brooklyn. Lafayette 7346 or Northport 490J. | gags. ————_...e—eK_—xXxX—X—X—K—K—K—GOouOououllll=um—>- 

- DOS - a a pode a RE 6 kN i in cl TE cond OS SS Sees ee 
FJ. HANNAN. __ Tel. Chappaqua 219 | ATTRACTIVE country place at Pleasant-| SHmmpPSHEAD BAY SEASHORE BUNGA-| BOOST LONG BEACH—$1,500 buys 2-fam.| BUNGALOWS, four rooms, modern improve 

HAWTHORNE — Bargain! 8-room Colonial ville; 12 rooms, 3 baths, beautiful grounds, LOWS—Private bathing beach, boating, ily house, all improvements; individual ments, beautiful ‘grounds, tennis; sood| PLOT 44th St., 175 feet east of 18th Av., 
house, 2-car garage; 5 minutes from Haw-| lawns, garden, fruit trees, garage, to rent| canoeing, fishing, recreation pier; 35 min-| apartments to rent, furnished or unfur-| commuting; furnished, $225 season. Call} 75x100; little cash required; will subordi- | DESIRABLE LOFTS—Owner. Bryant 2375. | Service; monthly, $70. Evenings or Sunday. 
weret station, 50 minutes from Grand Cen-/| for Summer, Phone Pleasantville 761 or] utes from Times Square. WALDORF BUN- | nished, ee Avery mn sey ig foo owner, Lackawagna 0620. nate. Chickering 10121. | 126 Bleecker St., 235x100. 55TH—Three rooms, kitchen. entire floor: 
tral Terminal on Harlem, § minutes to/ Rector 0791. GALOWS, Sheepshead Bay, foot Emmons| opment, yes ark St. RSLS NA ere rar en ne || er re ene ren double Seadiewat’ ‘ieee bei ; 
echool; beautiful location; price $6,800. John ———“TINUSUAL IN SITUATION. IN SITUATION. AV. Tel, Sheephead 1589, Open ever$ day.| Beach 605. Poe adicsite. sath, -n ggg oa Hs $006 Sinton Island: | LOFT, 20x60, 125 8th Av., corner 16th St.; Steinwa yo a yy — hg a 

K. Myers, Hawthorne, N. Y. Attractively furnished non-housekeeping| Brighton (B. M. T.) Line to Sheephead Bay FURNISHED coltages, Eastern Long Island sottages, Eastern Long Island | «<-> notin’ Geanertion’ 8. , WEST BRIGHTON-—6 lots on Davis Av., op- rent reasonable. Vanderbilt 4981. Plaza 4074 stob 
LARCHMONT, Owner” must” sacrifice his | apartment, 3 rooms: bath, 2 porches, din: station; bus direct to bungalows, shorefront, Veconic Bay and Long Island Nev @room bungalow, furnished, running |, posite Cricket Club, 150x200, for 1 or 2 Brooklyn-Long Island For Rent. 56TH, 111 EAST—One room alcove and bath; 
J ick ‘ ; emises. A. B. Stone, 12 D = s ‘ , r.| NEW 6-roon » furnis ’ ning | oily : —s : : a ’ H, One ’ e : 
nine, brick dnd stuceo home with centre] Ing, room, on premises. A,B. fone, 122) ~~ “Long Island For Sale or Rent. ome, ey Seen water, ‘near ‘Middletown: ‘reasonable for | family houses: restricted with Uie guaran’ | AINSLIE ST. 56—Light lofts, 48x09: ete-| _,clevator., telephone and maid. service Ine 

ing room, kitchen, pantry, ‘maid's room and $9,500 UP—5-6-7 room houses, Mount Ver- BABYLON—On water; 12-room_ furnished GOLONIAL GOTTAGE: 7 rooms, 3 baths: season. Phone Yonkers T7764J. eee Brighton, S$ 'L Phone 805 St 7 etal vator, heat; block subway station, 8 min- = e ck LL a et, Plaza. it 

bath, 3 master bedrooms, 2 tiled baths,|” pon. Bronxville, Tuckahoe, Crestwood and house, 2 baths, improvements, screened attistically furnished: immediate posses. | COTTAGE for rent, Crosby side Lake) ————————————————————— utes Union Square. Rudnick, Worth 2882. | 60TH, 30 EAST—Hotel La Salle; sublet to 
large open attic; complete with copper] gearsdale. Vollen, Weider & O'Neill, 403 perenes: near station. 29 Argyle. Babylon sek” uae “aan. For particulars ptt on Bush, 121 South St., Glens Long Island. — sae. A oe pe pn 
screens, shades and fixtures; garage; a real) white Plains Road. Tuckahoe 1510. (4M. phone Great Neck 153M Walls, N. Y. AMITYVILLE—BUILDERS ™ ae ows © ervice; souther sure; 
: E P ains oad. SR TB OY OE oe bs ‘ : a sLE—BUILDERS, ATTENTION! suitable for 1 or 2 gentlemen; terms made 
— os ee Se eee BT WILL trade-sell beautiful home with % acre ae P wene ahowag aa eee TO RENT furnished house on Long Island | FOR rent, two et eT mink pe gy Five acres, $25,000; 6 acres, $15,000; STORES. satisfactory; references required. Seen by 
Larchmont 500, or 18 East 41st St., tele- land, New Rochelle, for income |property. 2050 Meekman; fully furnished ; immediate | for season, 6 rooms and bath; residential nished, 5 weed pnt ort on yy. || 8¢res, $8,500; 20 acres, $10,000; all Manhattan-Bronx For Rent. appointment. Phone Andrade, Regent 8400. 
i ‘ R 147 Times. a , ‘ section; 35 minutes’ from Penn station. Wm. E. Buchanan, Patterson, N. Y- on cement roads. with improvements. Henry|,., ,y 1099 (near a8th)—Large 63D, 125 EAST—8 rooms, 3 baths, until Oct. 


phone Murray Hill 9326. possession. 017 ; > tor 
7 Loran hh hee oe eke moe FOR Mount Vernon homes sale, rent, 800 | sas !:.0— 3 ee 217 Times. New Jersey For Sale or Rent. B. Rankin teal or, Amityville, L. I. _ ~g ti . y e 3, with Privilege of renewin l Rhine- 

C at ) : a , 5] 5 tat " se, Cth a ———— store; Al } tion; reasonable rent. a. 1 sease. Hhin 
“of unusual design in setting of ‘wonderful | ANDERSON REALTY O., Sakeeed = vgarage Mall improvements; 80x 100: reason: oe toons (baths: garees; Senattfes inon: ALLENHURST, LOCH ARBOUR, 104 Ocean | BEECHHURST, WHITESTONE LANDING— | bere. 49 Vesey St. Cortlandt 1598. lander 8725. 

; 2e " ~ . ; 5 f 2 ; ; 24 Be er 9- t- TF p res t F Oy . ee ee eee sae 9 EAST— tifully rni 3 
old trees beside a babbling brook, 200 feet Rockland County For Sale or Rent. | able terms. Phone Bryant 4390 for appoint-| 1:01. reasonable. Tel. Belle Harbor 2714. ResE—Goes Jacstiom, DEAF BOO, OFC es een eeeee, SOURED Lett 20cm: | seed 37 BAST BIOS AND BARDECENT | cece eects Oe, ee 
lawns; huge living room, fireplaces, Bun ited 1 new Colontal | ment. tage; double garage. Gavin Rowe, on Boulevard, block from bathing beach. Se ge RR i Rg x room apartment; enormous room; very 
orches, tiled baths; private beach privi- BIGGEST BARGAIN—Beautiful new Colonla BELLE 6HLARBOR — Seven-room furnished ATTRACTIVE home, 7 rooms, 2 baths; near | hajl Building, New York or local agents. Joseph Ricciotti, 49\ Chambers St., Room - RENT; FULLY EQUIPPED; IMME- select neighborhood. 
iy ; must sell; will take any reasonable house, nine rooms, hardwood floors and| BELLE HARBOR — Seven-room urnishea Sound: half hour N. Y. City; 5 minutes | searmey pipieiienivg now 8 poome | 609, New York. \ DIATE POSSESSION. CALL FREIDMAN, Fis¥ 111 EAST From Jaan Bh ie Oe 
offer a ae . trim; breakfast nook, pantry, porch; two-| house on bay; garage; fishing, bathing, | po tation, Bayside 1995-M. ASBURY PARK-Attractive, new 8 rooms; | 127 WEST 25TH, 2D FLOOR. CHELSEA | 7ST, 114 EAST—From June 25 to Oct. 1 to 

DRUMMOND REALTY CORP car garage; beautifully located: on large| ocean two blocks. Phone Belle Harbor 1994. SEXUTIFUL - sh Scan . seers directly on lake; garage. Circle 2622. JACKSON HEIGHTS—60 LOTS, MOST DE-| 10456. | ae — only, ge yd fur- 

ao ae mapses ed lot; ar station: one hour from city; can-| fiwppm HARBORWBeautiful home: garage: S Summer me; bes on; INCOLN PARK — Waterfront bungalow, SIRABLE SECTION, $2,750. H., BOX 48, ; pre = lousekeeping apartment 6 light, ary 

4 eee Roe eed. ogy mated oe hot be built for $12,000, I will sell for $10,- a ig apg eect gt rn med Bigag do— 2 baths; arage. 82 Carlton Av., Far ge shaded; large lot; price $1,000: LONG ISLAND CITY. ; 111TH, 57 WEST (corner Lenox Av., subway | rooms, 2 baths, $125 monthly. Phone 8320 
ast 42d St. Phone Murray Hill 7323. 000: have to go to Europe; make an offer. “i mpm oso Beekman ’ Rockaway. elephone Far Rockaway 8724.) rent season furnished $175; commuting. | ———\——————————— | _8tation)—Stores; busy location. Butterfield before 12 noon. 

LARCHMONT—In the beautiful hills sur-|J. P. Jensen, owner, Pearl River, N. Y. BRIDGEHAMPTON—Two : furnished” cot. | TENT SITES on water, $15 season; north | Fred Hanson, oe oF play nh pies for | BROADWAY, 3,899 (corner 163d St.)—Choice | 72ND, 125 EAST—Beautifully furnished 6 

sounded by old caks and doswoods, a stone | eS . } shore, 25 miles; bungalows; season, $400. MAPLEWOOD—Furnished house, 7 rooms, house, 7 rooms, sale on rom 4% light corner, large basement store: great rooms, 2 baths, June-October; sacrifice 

} 

| 











charming apartment, 
beautifully furnished, in new building; one 
large room, kitchen, bath and shower; im- 











Sy 
54TH, 16 EAST—Two exceptionally cool, 
large rooms; independent entrance; quiet 


Brooklyn-Queens, LOFT, 50x100; sublease. 85 Mercer St. Tel- 
students, girls; exciu house; location; 


ephone Canal 4154. Marwol. 

















a md New York State For Sale or Rent. tages at Bridgehampton, L. I., near ocean z Brookly 3 : sit. | and Central - @5 > 175 monthly $s u n B . 
a= wena ags 4 gy A egy mts Bog eet _ ON. N ne (Hillside) Miehteen | Shore; large grounds; $700 and $1,000. A. PARLIMAN, 8 4th Av., ue yn. 2 large screened porches; cowpag y t Joseph Gladstone, 1965 John, or any Law- future; $50 monthly. oe 198, . ee superintendent. utter 
and bath 3-car garage; a hofe that ap- rooms; ten acres of land; on outskirts of H. Odell, 580 5th Av. Bryant 2216. BUNGALOW and house. Phone Far Rock- | shade; aerial; garage convenient; $50 rence or Far Rockaway real estate office. BROADWAY, 3,506 (between 143d and 144th 57 EAST (The Lexington)—One, two 

a +4 ; B : Sa eS ED S . ’ al, we “ e Oo, 


¢ yr S25W ; ily. Ph 1154 South 
peals. Phone Larchmont 623, or see city; mountain view; _ trees, flowers, CEDARS rooms, = vethe, <r wae nde net 3 = af Caanty Por Sal Rest Orange. small family one Westchester County St.)—$3,000 year. Audubon 2970. rooms, furnished’. or unfurnished: 
THOS. B. SUTTON, fruit, vegetables. G 404 Times. or; garage> large grounds; July-August; Westchester County For Sale or Rent. Ne ee eT aT SeS Per BEE Sere stchest x =a = rr ne NESE . I wage tr ; 
_#5 Boston Post Road, Larchmont, N. Y._ | SUFFERN—Beaullful elght-room house; all | rental reasonable responsible party: appoint: | renroRD—Good 10-room house, large barn. | Maran Yoome, two baths, screened porch; | MOUNT VERNONPlot 70xi€0:, South, 5th | FELTON, SOirectionery: rene until Oct, 1,| 1868. Apply to Mr. Merritt on premises. 
_ gen : " ; one Cedarhurs or Caledon , . 18, s, 3 : ; : it May . Me : 23. 

LARCHMONT-—Send for free descriptive list, | year porn Senos the ‘gutta S 8760, Ext. 40. tontek meee “reat tras. 916, 00 rugged | garage; in Roosevelt, Park. South Orange $20 weekly. Stanley, Canal 7860. 188 EAST—Beautifully furnished two 
“Select” Suburban Homes." Covers best | muting distance; , PE NB ERR a pre id; 4 8 : ; »000 ; : 1298R. 38 Roosevelt Road. ve ae ASSES, = gD RSP ESAS eaETP ES rooms and bath, including real kitchen; 
yesidential sections Larchmont, New Ro- | 286. Times. CEDARHURST—WiII! rent cheap for Summer | $2,500, or Summer jease. Vaughn, 5 Chris- iRN-July 1 to Labor Day, small | RYE—Especially desirable plot 100x180;.one| LIBER@Y ST., 142—Large, attractive store, | reasonable. See Superintendent. 
Se, Sys. Homes st si tenes priced | ADI Unaan leetnene Saree sees corteaeds laene Raweeees, pend Hage gets a 2 EO "‘eaedehed house; garage; cordon, fruit, 3] of the choicest sites in Westchester County; | Suitable for ladies’ wear. Rector 4435. 
sore at ae wae Seen, Sate Ome, suitable for } pypeeenine house; about ern conveniences. Telephone Cedarhurst 2987. BRONXVILLE—Will rent our 9-room Eng-| acres; abundant shade; quiet surroundings; | beautiful outlooks; purchaser would have 
a SS ee |... ed take ees rt gory Deteo eleo- DOUGLAS MANOR—SUMMER RENTALS. lish house ty eps 3 ae to Oct. 1,1] excellent commutation service; moderate | special privileges at Westchester Biltmore 
~ ry tric light; tennis court; launch, canoe, row 4AS ? —SUI E Dh 4S. lotation; large wer arden, 7 vane 38 . c try Club: rice $7,200: cash ied 
LARCHMONT—Unfurnished, year, longer, | host: 4 ht Be partly furnished; land enough} Six rooms up, all furnished; reasonable. open a wainciae oulea? whens Bronzville terms to right party. Orner, 751 Ridgewood counts fa obree ae. Om vans red 

from July 1, attractive Colonial home, 4/ on property to build 15 3-room camps un-|__ NEW YORK’S PRETTIEST SUBURB. | fd79"° ‘ ey ee he ae , 

bedrooms, 2 baths, built-in garage, large | finished inside, which would rent $35 week:|W. H. Holman, Douglaston. Bayside 1249J. MONMOUTH BEACH—Summer home, 2 
screened porch, many shade trees; excep-| accommodation not sufficient for Summer FAR ROCKAWAY-—Beautiful 7-room house, BRONXVILLE—Seven room house and ga- blocks ocean; large grounds; 10 rooms. | PROMINENT VACANT BUSINESS CORNER 
tional onnortunity. Apply 32 Edgewood Road. | visitors to Schroon Lake; opportunity to Nicely furntahed: garage: grounde: well rage; gas, electricity, hot water : | beautifully furnished, including grand piano: at Mount Vernon: over 20,000 sq. ft. 
Phone 916J. make money as a Summer camp. Charles A. bc : $850; ay pe yg he vd ya td Phe a newly painted and decorated; attractively | perfect condition; ready for occupancy: | Suitable for stores and apartments, garage, 
¥. - , a , © ‘ 


r Ss 4 ‘illage, N. “ . ° . furnished; reasonable. Phone Bronxville 8850. | could not be duplicated for $50,000; owner warehouse, &c.; will subordinate. 
LARCHMONT—Architect will sell his own | Bogle, Schroon Lake Village, N beach; large grounds; garage; $1,000;  10- living abroad, sacrifice $16,500; easy terms.| Anderson Realty Co. Tel. Oakwood 8880. 


7-room house: early American in | BEAUTIFUL fieldstone house, 7 rooms, tiled | room house, 6 bedrooms, 2 tile baths, 3/ cHAPPAQIUA—Charming estate, 5 acres, 12 - Seach. N. J. 24 Pe nyc >, w 
character; paneled and beamed ceiling, liv- bath, hot-water heat, electric light; 3] lavatories, 2 kitchens garage; suitable two rooms, padre pho 2 baths, lavatory: Wintigld, Monmogth Beech, BJ. £4_East jst St.. Mount “Vernon, N.Y. 
ing room, screened terrace, heated garage. | acres; fine lawn, fruit trees, shrubs, flow- | lavatories, 2 kitchens; garage; suitable two|t¢) rent 4 months, $1,200. Caterson, 200 | MONMOUTH BEACH (Ocean Av. and Sea- en:deneen 
58 Valley Road. Larchmont 562M. ers, garage; half-mile off Albany Post Road, | Mott Av., near station, Far Rockaway.| Redford Road, Pleasantville. Tel. 529. crest Road)—10 rooms, furnished, all con- _—_——" 
nnn | 5) miles fron® New York, 13 miles north of | Telephone Far Rockaway 5897. Other desirable properties for sale and rent. | veniences, with garage; inspection invited.| TQ INVESTORS—Camden and _ Burlington 
MAMARONECK—Two new fully equipped 6-| Peekskill; must_be seen to be appreciated: | HaR ROCKAWAY—For season, attractive Ashland 5033, County farms on main highways, with 

room houses, tiled baths, breakfast nooks; | built 1921; $18,500. W. L. Richmond, Cold furnished rooms: with privilege of kitchen; | HARMON-ON-HUDSON—Lovely cottage, one | ——————__~—-______—______ | valuable frontage for sale at $700 per acre 
““built-in’’ garages; excellent location; nice | Spring, N. Y. Tel. Cold Spring 168F-14. use: large and airy: ideally located; over- hour from Broadway; completely furnished; | MONMOUTH BEACH—10-room cottage, fur-/ and up; long term settlements with 50 per 
plots $11,500 each. Charles L. Daymon &]|3-acqpp , = : : ; haccsiiadient 6 «| 2ll modern conveniences; 5 minutes’ drive| nished; garage; near river and ocean; $600)| cent. mortgages. Y 2408 Times Annex. 
. “igen” ™ 2-ACRE site on a knoll, ommandin a | looking the bay; restful environment; acreage ~ “ dicott 56 
Co., 59 ‘Mamaroneck Av. Tel. 13861 Mamaro- beautiful view of the Hudson; well kept| ground with shade and fruit trees. 1,424 from station; all Summer sports; for season. Phone Endicott 5655. - -- -- 
neck, No Yo grounds; 2 good sized buildings with all im-| Kensington Gardens. Far Rockaway 4472 ; $150 monthly. MOUNTAIN VIEW, N. J.—Attractive 4-room 
MT. VERNON—CHOICE ELMSMERE_ SEC- | Provements; suitable for a school cr sanil-| RAR ROGKAWAY—Summer rental, fur- , 50 mi "|" furnished bungalow, boating, bathing; for LOTS AND LAND WANTED. 
TION, EIGHT-ROOM HOUSE, EXTRA|tarium; asking price $40,000. P. O. Box 46, nished, 8-room brick house and’ garage, ° sale or rent; reasonable; easy terms. Walker. ee ——— 
WELL BUILT FOR OWNER'S USE: Peekskill, N. Y. 2 : . bs See eeee ee ea ctenenennpestitetess | ANTED lots for builder in Brooklyn, for 
ILT FOR OWNER'S USE; ALL | | newly painted and _ screened; convenient; = TRY PARK, N. J 307 Sth . 
MODERN CONVENIENCES; MUST BE! 6-ROOM house for rent; garage; all im-| reasonable. Cohen, 2,211 Cowden Av. Far|HARMON-ON-HUDSON — Adults preferred; NORTH ABSURY t nished : oe Nae _ quick Sa diagrams to Stern, 1,822 
SACRIFICED; ALSO OTHER FINE provements; furnished or unfurnished; 7| Rockaway 4275. annually; 4 rooms, sun parlor, porch; im- Av.)—Ideal bet om phd po cious orch: aera 
HOMES, CHESTER HILL AND _  DAR-| minutes from station. Arthur Johnson, Suf- FAR ROCKAWAY — Attractively furnished, provements; easy commuting; $50. Write A. bath, jase es : parece: — — ~ 
REAL BARGAINS, $15,000 TO | fern, New York. Telephone Suffern 41R. occupied at present by owner; rent for | Frank, Harmon-on-Hudson.~ Phone Croton best residentia Eds atin 4703 eget 
VALK (MT. VERNON), 10 NORTH | | canons 6 raetaa, bath, poreened porwh. ce- | 202 Phone O'Connor, Edgecombe <**_____| FARMS, GROVES and RANCHES 

.. OAKWOOD 6876; NEW YORK New Jersey_For Sale or Rent, —s — : oe :  t: = daniia’ thoes ’ os ° 

20 af ~ sD 2007 mae: si i “ in rage, grounds; reasonable. Telephone Far LARCHMONT AT SEA GIRT, N. J.—Larg ouble t > 

432 4TH AV,, ASHLAND 3997. ALLENDALE, N. ee house, naar Rockaway 1475. Auoust Septeuiber: story house, each unit containing 7 bed- Long Island For Sale or Rent. 

MT. VERNON—Lower floor 2-family house; | sundry,” panty city water, electric’ open | FAR ROCKAWAY—Five rooms and bath;| home, near water, 5 | bedrooms, rooms, 4 with running water, 1 bath, living] EAST HAUPPAUGE—30 acres, 10-room 
5 rooms, also 2 enclosed porches used 48 | fireniace, hard wood and tile floors; newly lower part house; Summer season; rea-/ built-in garage; bathing privileges; large : . a 7 x 
: sate 7 a: eee’ ace, ; 2 oR ° > thoroughly renovated and refurnished with 000 y ) 5-! 
rooms; heated garage; convenient railroad. | gecorated: $80 month. $ minutes from sta-|S80nable. Burberry, 1,026 Hollywood Av. shade trees. Apply 32 Edgewood Road. | (horousiy tevce in period designs, twin beds, He gh gg: Behe ane ~~ 105-07 


198 Gramatan AY —____| ion." Phone_$169._Hi, J. Knack. "| FaR_ROCKAWAY—Lower floor private got- | Phone #18J.—_________| Bax "springs, hair matreases,, large, ‘spacious : 
INT VERNON—Property, sale or rent. _e s tage, furnished; garage. el. 229: ‘ar| LARCHMONT (87 Hickory Grove Drive)—| porches; one square from a structe New Werk Gate Wer Sale ov Beat. 
ree Regette, 16 Bast ist E Oeswess Si. » to quick (yy evita J a ea ee eee es New ge caer ye wn a ome, sun par- ng Sano ae Ne Pa gg oI MIDDLETOWN, N. Y.—14¢-acre Gehan 
NEW ROCHELLE—Does a saving of $6,000 : 776 ; y ‘ ; 1 H arage; rent furnished: 2 or & on H gues ouse, with dorn el? 4 aN ke . Bere é . 
NEW ROCHELLE—Does @ saving of $6,000 O'Hagan, 776 Broad St., Newark, N. J. FAR ROCKAWAY—Two rooms, bath, upper $150 her AE references siaueat eaes building, sleeping quarters for six help; for — mag yt oe $31,500; will, soll 
interest you? Think of buying a lovely BERGENFIELD — Modern new house, 6 part one-family house; Summer season, Ashland 4800 or Larchmont 648W. the season $2,700; without dormitory 2,400; - be ay eos tay y. Owner, 1,3 

iittle — doo os y Bain Rhea rooms, bath, gas, electric and heat; bronze | 1.032 Hollywood Av. Far Rockaway 0906._ MAMARONECK—For the Micininier “aaee ots separately $1,200. Any local agent, or W. A. | East 2 “ yn, N. 

as asn; ¢ ee Ss, > . > , . } } — 5 m : 26 St.. > E catren SRA AE aS, ea FAP AE A ee eee add =r - z 2 
bath; near schools, shopping, transporta- | Screened;. large plot, high elevation; min-/ par ROCKAWAY—House near beach. Ab-| room house pai mls ats ds G: Fox, 1729 Arch St., Philadelphia, Pa FOR SALE — $4,500, 88-acre farm, 8-room 


s station; 45 minutes Times Square; re- “ ¥ house; running spring water; 3 min. from 
tion; rare bargain: advise immediate in- | Utes ,St@ : 500 « budhl, 3 Seneca Av. Far Rockaway 6124. arage, bathing and boati 4.| AT SEA GIRT, N. J.—An attractively fur- ; & spring ss 
mec +E ge SI age Ti Bn oo ng darcy ps egg emg nee any *R. Savage. Phone Manerortck |  nished cottage with an immense living | School; fruit trees and maple sugar groves: 


gpection. . “ . - - 4 

y aN SALTY pays interest and principal; must be seen to} FOREST HILLS—Rent for Summer, fur- . . : t to| located 5 miles west of Port Henry, Essex 
28 Pig gg Bay Ag ON 3040. | @Ppreciate; owner leaving town. Address} nished house, 10 rooms, 4 baths; garage; e seed dining ee ee we Ry Pl County, N. Y., near State road; telephone 
17 East 42d St. Phone Murray Hill 7323, | 2°* 425. Bergenfield, N. J., or phone Du-| very reasonable to desirable tenant. Apply | moUNT VERNON (Langdon Terrace, 2 nook, 4 bedrooms, each with running water, | connection; ideal location in Adirondack 
: . — : —<: |} mont 336R. | Lous P. McGahie. Boulevard 4776 or 6752. | Tecumseh Av.)—Country, quiet; city’ con-| bath: rent $1,200. W. A. G. Fox, 1729 | Mountains. Owner, Raymond winters, 
NEW -ROCHELLE—Now is the time to pur-| RoGoTa—Must sell, new house, 6 rooms,| HUNTINGTON—We have a very desiratle| venience; 8-room house furnished for Sum-| Arch St., Philadelphia, Pa., or any local | Moriah Conners, N. Y- 


5 sun porch, fireplace, tile bath with shower, list of Summer rentals at from $350 up| mer, $150 per month. Reinhard Wetzel, | agent. 








Av., near Kingsbridge Garden. W. J. Schloe- 
mer, 419 East 162d. 


120 EAST—Skylight stu rt- 
PARK ROW, 1—To lease, store, 10x20. Apply I eitractive 4 rooma, ptr Agen 


on premises. +; conveniently located, near subway; 


STORES TO LET. reasonable. Pennsylvania 6737. 
Lenox Av., 110th St. 82D ST., 17 EAST—Furnished or unfurnished 
Subway Station. Excellent Location, . large living room, bedroom,.kitchen, bath, 
medina Wacheid sacrifice rental. Butterfield 7171. 
STALWART REALTY CORPORATION, 7TH, 59 EAST—3 rooms, bath, kitchenette; 
52 Broadway. Hanover 2160. attractively furnished, ligt; cool Summer; 
Agent at 108 West 1ilth St. | $80. Phone Lenox 9920. 


ee 

DIVIDE tiled store suit tenant; large rear | 98D ST. AND MADISON AV. (Hotel Ashton) 
kitchen and basement; excelent for ‘“‘Cof- —Hotel service; all light rcoms; $25 a week 

fee Pot” or bakery; sce owner Monday after- | and up; convenient to all transportation, 

noons; reasonable. 27 Columbus Av close to Park. 





Stores and basement GRAMERCY PARK—PFor rent, $10,000; Oct.- 
in the world-known May; entire 12th floor apartment; elegant- 
(ere ese 2S ee ly furnished; superb collection books, curios 
BUILDING and paintings; fime northern, southern ex- 





STORE—Madison Av.; corner store and liv- reaseray po references required. Phone 


ing room; 2d floor; rent $150 monthly; 

half rate until Oct 1. Apply Bliss, Supt., MADISON AV., 507 (53D ST.). 

25 East 63d. 1-2-3 ms and bath; unfurnished, fur- 

- 7 iished; hotel service; elevators. 

STORE, $€5; 125 8th Av., suitable candy, | ” Rt = 

cigars, grocery, barber, radio, tailor. ——_—___AEPLY ON PREMISES... 
i . MADISON AV., %05—Beautiful two-room 

ee Se: — eee = 3ist St., suit- apartment, well furnished and decorated; 

adie _srocery, market, candy. ____#s=s=§____/ $135 June-October. Phone Struuck, Butter- 


| 9. 
Other Sections For Rent. i Bt 
DRUG STORE: best business corner MADISON AV., 922 (corner 73d)—Attractive 
Bernardsville; wonderful opportunity for} ,/!ving room, alcove, kitchenette, bath; price 
live’ wire; long term lease; reasonable. Phone $85 per month. Telephone Rhinelander 7573. 
Mulberry 2248, Newark. Sloan. 
pa MADISON, 175 (38d)—Elegant arl 
room, bath, kitchenette; unrestricted pri- 


OFFICES. vacy; reduced; $90. 


Manhattan-Bronx For Rent. MADISON AV. (cor. 74th)—Two 


5TH AV. building, 200 5th Av, office space lassen guteyoans. well-furnished. 


to sublet. W. S. Ramsay Co., Room 848. 
STH AV., 246—Furnished private office, phone 15 AND 16 PARK AV. 








room, dining room, pantry and_ kitchen; house, barn, poultry house, &c.; rice 


stenographer, $25; desk room, $15. at 35th St 
42D S8T., 130 WEST—To sublet, offices, 8 AND 4 ROOMS WITH KITCHENS. 


Suite 2303; $2,000 year. Inquire Room As convenient as a hotel. — 
1304, Flatiron Bldg. Phone Caledonia 7371. Very reasonable Summer rentals. 
Apply Superintendent. Tel. Lexington 9974. 


chase a Colonial house; 5 minutes’ walk 


from bathing beach, 9 minutes’ walk from On ci Coll 
: “en ile : steam heat, 50x125; trees, shrubs; all im-| which we will be pleased to show at any a! MS! SER nee et awe eer AYE 3 q <n r r EN 

am Satah: Saige Grminda, ecaontaie land. provements; residential section; price $10,-| time. Chas. E. Sammis Jr., 333 New York | wouNT VERNON—July and August, seven- gf Py canal i ae APARTMENT HOUSES. 
: ; one-car garage; Summer “house; 500. G. Kukepun, 93 Oakdene Av., Bogota, Jos Huntington, oe Telephone Hunting- room house, near station; grounds, gar- | bination living room ana bedroom, kitchen Manhattan-Bronx For Sale or Rent 
NJ. Tel. Hackensack 4083J. ton 435, age, if desired; moderate rental. Phone!/ and bath; porch across the “whole front; —— .~ . 


amount cash to responsible buyer; - . -" 
owner leaving town desirous of making quick | ROGOTA—For sale, seven-room stucco house, Hillcrest 3792 or Cortlandt 3470. rent $375. W. A. G. Fox, 1,729 Arch St., CENTRAL WEST SIDE—Attractive, modern, 
sale. Telephone New Rochelle 4289. all improvements, with garage; best loca-| KEW GARDENS-_Attractive, — peness PELHAM—Attractively furnished, 8 Maden Philadelphia, Pa., or any local agent. Fd RE gg 9 een ae 
ee : . é . age: 5 : » —At , ot er er a ee : : : : : 
NEW ROCHELLE—On Webster Ridge, an | ton: bargain. Gompert, 51 Walnut Av. PH 1 ane Bog or ag te ds leg oo 4 baths; garage. Finnerty, 133 4th St. Pel-| ATTRACTIVE suburban home, every m-| 7 

ideal location, on plot 60x175, is this 7- CHATHAM. mond Hill 8154. em) OIG E TT « ceenienenmeemiiinneumsanenn |  Prevement,, sicely furnished, 3 baths, | Se oT: @ threes coon fier: fant 98.1601 
room residence, substantially built, stucco To settle estate; 9-room house, city water, PLEASANTVILLE—Desirable furnished and screened — porch Feed ane: — price $18,000: cash $3,000: RE hs me 
construction, with three tiled baths, sun/ 1 acre ground, fruit trees, garden: 3 minutes unfurnished houses for rent.  Caterson. | {V°,Srounds: Pl tela N J h Y:| tion, Sacks Corset Factory, 1,874 3d Av., 
porch, sleeping porch, tiled kitchen, 2-car| ¢-om trolley, 15 minutes D. L. & W. station; | KEW GARDENS—Lady leaving for Europe | pyone 529 Pleasantville, 200 Bedford Road. | |anker Lolzeaux, Plainfield, N. J. cad mE eg ae ye 
a Pee oe, —eeo $12,000; | tar man of moderate circumstances anxious} will rent wee for fe Re aad ee pt MS : - | 2503. i Q Dp : 

eve $22,000 will secure It,” to locate in country this is ideal; $7,500. For| rage. Phone Richmon 33. PORT CHESTER—Completely furnished 14 two baths, s arlor; copper REAL ESTATE INVESTMENT. 
BARNABY AGENCY, _INC., particulars address Executor, 51 Ashwood LONG BEACH—Apart ‘3 ee and rooms,-3 baths; 2-car garage; 1 acre; well fg ~ oa ge alll g Henwar-ab nfodern He 6-story corner, 100x105, East Bronx, near 
@ 20 North Av. Tel, 5600. Av., Summit, N. J. ES tte ns gy BS pone block: | Shaded; garden planted; rare bargain; | yeniences: large grounds; near train, trolley subway | station ; $, monthe completed ; 7 
- pk TE tanta Ek SS . . ; ag: A > ‘. S xe - : 2 ] . - 
PELHAM. LEONIA—In highly restricted section, my | $300 season. 87 California St. Phone 265M, | $1:000. belance season. Keys, 271 King St. | and school; price $16,000, Cail Leonia 520.” | stores. S 3s, 2 49,1 4 en Upper toot ovie 
Bie es s modern house, 8 rooms, 2 baths, 3 WC, = RIVERDALE-—S8 rooths, 2 baths, furnished, 33 3 HOUSES: REDUCED RATES. | $270,000, cash $60,000; subject to 1st mort- 
NEWS FROM AMUNDSEN. library nook, sleeping porch, on plot 50x125,| LONG  BEACH—12) rooms, 3 baths. fur-| 949 month; 9 rooms, 2 baths, furnished, | JaGOn A KING SNORTH ASBURY PARK, | sage of $145,000: principals only. 

. richly evergreened with pines, rhododendrons, | 97, °°' S8Frase; s 5 exman | $250 month; 14 rooms, 2 baths, furnished, | j————————_ MAX ROSENZWEIG Co., 

This house is a gem; an unusual oppor- | azaleas, &c.; a beautiful home; price §17,- | =! extra showers and toilets, $400 month; July | ~ s : 2,855 3d Av. (149th). Mott Haven 9334. 
tunity for a discriminating buyer to obtain | 900; with it I will sell, if desired, adjoining| ,ONG BEACH—Rooms without board for |@nd August; meals and service and garage, | Connecticut-New England For Sale or Rent, | ——~——————————__________—_~ 
a homey, comfortable, stucco house of 7 | artistically landscaped corner plot, 160x102; rent to refined guests. 241 E. Penn St.|if desired; country club grounds, tennis; 28| BELL ISLAND, South Norwalk, ‘‘Twin/| $20,000 CASH above good mortgages buys 
large sunny rooms, 2 tiled baths, built-in | the whole for $25,000; terms can be arranged.| phone Worth 0248. minutes Grand Central: 40 trains daliy. Ap- Oaks,” nine-room cottage to rent on water| Haven Av., in 1703, 50x105; ~~ — a 

3s, 4s, 5s; ren 


garage; the house is decorated; all doors | address F. Dossenbach, 241 5th Av., New | ——————————————— | ply Mr. Brubaker, Went 252d St. and Field- | front: garage. Owner, John McCarthy, 19! way, overlooking Hudson; icl Three 
| act quickly. reé- 


48TH, 9 WEST—3 rooms to sublet; paying 
$2,700, will take $1,800; lease, Jan. 1 os 
1926; renewal arranged. Ruland & Benja-| PARK AV., 277.—Handsomely furnished 
min, 14 East 48th. Vanderbilt. 9363. apartment facing Park Avenue 4nd gar- 
dens; one very large living room, bedroom, 
89TH, 304 WEST—Doctor’s 3-room suite, boudoir and bath, large kitchen; rent .$400 
cluding tiled operating room, to sublet;j per month. Inquire renting office in build- 
rent $125 monthly. Dr. M. Morgen. ing or telephone Murray Hill 5200 regarding 
ler 5358. apartment 2-B. 


395 BROADWAY, PARK AV., 16 (Apt. 4D)—Beautifully fur- 

; excellent office space avall- nished apartment, living room, bedroom, 

pare fs ———— light; 4 passenger elevators; | kitchen, bath, until Oct. 15; only finest ref- 

moderate reutal. rences accepted; $250 month. See Superin- 
LOUIS STARR, INC., tendent. Fe = “i 


Times Bidg. Bryant 4000. PARK AV Ait ive 1 lvi 
° . P «» tim ractive large living room, 
BROADWAY, CORNER 67TH ST. 2 bedchambers, 2 baths, breakfast room, 
In the heart of Manhattan. kitchenette; all outside rooms; restaurant, 
Corner suite, doctor or dentist; rent $175. | maid, valet service. Caledonia 5705. 


Apply agent, 121 West 67th. 
“ p= ms STUYVESANT PARK-—Five furnished rooms, 
BROADWAY, 1,780 (near 57th St.)—Five all front, facing park; $90. Lexington 1940. 
large, light offices and reception room, : oes : —— 
facing Broadway; modern building; sacri- | WASHINGTON MEWS — Charmingly fur- 
fice. Phone Circle 7082. gua eee duplex house, garden. Van- 
alt 9853. 
BROADWAY, igi ge in cool, well-fur- a 
nished private office; advantages of pri-!| # 
vey and complete competent service. Room sy on i Roce wee ee 
— eee YS SUMMER 
BROADWAY, 1,658 (5ist)—Newly furnished | 2 ATTRACTIVE TWO-ROOM SUITE, 
private offices, ee; stenographer, tele-| STUYVESANT 4961. 
ey. 


and windows are weather~- stripped and | york. Phone Madison Square 6368. ONG BEACH (641 B'way)—Rent 6 rooms, | ston Road. Kingsbridge 3123-4165. McDermott St., Danbury, Conn. $16,300: 6 years 
screened; this is your big chance; investi. | ——————————— 2 baths, garage; furnished completely; fac- r TT 
ate; a bargain at $19,000; terms; several | NAVESINK HIGHLANDS—Monmouth Hills ing ocean. Apply on premises. RYE BEACH—Attractive 9-room house, three | BERKSHIRES—New 4-room bungalow on = 

$65,000; some as low as $12,500. Club, a combination of@and and sea; 11-| ~S Ccan._“pply on pies ___ | ““natns: opposite park, Mock to water, For- farm, rent furnished: trout brook; spring | $5,000 CASH down buys 20-family hot water, 


phone service, Lind 


ecomb 8737. 


nett, Box 390. Phone 1269 Rye. dlefield, Mass. Suite 809 Woolworth Buliding. 


J. N. AMUNDSEN, room cottage, all improtements; including} LONG BEACH—5-room o whe too a est.Av.; season or yearly. Mrs. W. C. Ben- | water; transportation ot Gardner, Mid-| yielding 30 per cent. after amortization. 
. * 


Lane, Pelham. Tel, 1153-2138. ' furniture, $6,000. Wright, 15 East 40th. on the bay. Telephone 


\. 
‘ * 


; ~ : 
ann neni eens edie ee ee ea , ee J 
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APARTMENTS. THE NEW YORK TIMES’ SATURDAY, JUNE 6, 1925. ___ FURNISHED Rooms. 
ber ROOMS: FURNISHED ROOMS. 


Ad able list o : : All advertisements offered for in- : 

pe as phe inden mpamran Apartments to Let Furnished and Unfurnished lion tn The New Wonk Times RS Ceattiee May teat wn: | “soins Wrens Une irs ass ay 
. ege °,¢ ‘ j ater ba ow 2 ew or 7 private bath ; $16 up weekly; ae $12. 

niently classified by localities. 60 cents an agate line. Telephone LACkawanna’ 1000 are subject to its censorship. of bath, $10 up weekly; h board, | 39p, 950 WEST (Apt. S)—Attractive fur- 

' Pp a6 ye rn Saitek — Jarge room, rugning water; ele« 

P bath, 312: singles; running water, $8.50; | 39D, WEST—Studio, also single rooms, young 


Coy Furnished—West Side. Furnished—West Side. Furnished—West Side. Unfurnished—West Side. Unfurnished—West Side. Unfarnished—Bronx. mptesetcem, gt  indiom only: references. ‘Frafalgar 22st, 


6TH AV., 138—-Two rooms and bath, quiet, | 84TH, 155 WEST—Sublet ($75 maathiy), com- com- | RIVERSIDE DRIVE, 452—~Two handsomely | 19TH ST., WEST—4room apartment; = 1863D ST., 600 WEST (corner PARKWAY TERRACE. TH, 118 EAST—Large* studio: room, kitch- | $3 95 WrST—Living and Ledtoom., private 
very well ventilated: immediate occupancy;| pletely furnished modern 3- ono Pe a ~~ rooms and kitchen; cool and| improvements; new building; $60. Jenks,| High-class elevator Csarument ; 115 MOSHOLU PARKWAY. NORTH. anette, meee ae reh; garden; $20. ‘nath, kitchenetfe, ist floor front; recently 

ire premunee. toepheha; bargain ieee FRAN PLAGE Oise subways neat | BPE CTe a ae er a er a aa eS eee ee 

ove ue i . } ACE, (125th subway, near , 128 WEST—Nide large rooms; reason- a; facing way & reaxfast rooms, oshoiy Parkway; Y, Ap )—Large dou WEST. furnis ts 
ag SET meer Oth) Lares lving 86TH, 137 WEST—Sublet two months, 2-room| ,Drive)—Three rooms, bath, kitchenette,| able rent; can use for otis apartment, | 0ccupied past 10 years by dentist; suitabie | 2 blocks eaat 3) lu: Parkway station; Lex-|2 closets; exeellent hotel service; June. 1 to ny oo eg ny ay ‘eek ak oP iO. 

bath charmingly furnished, piano: very| apartment studio, bath, kitchenette; plano. eg toed furnished; ‘elevator; $100. Flags. , 10 ST—-Furnished, 2 rooms, bath, | 2c i gg iy $195; § rooms, Pe Ay. lawn subway and Sth Av. Oct_1; reasonaole rent.. Apply, to_clerk._ 1; _Teasonable rast. ly, to_clerk- ae ; 

cool,’ quiet; $1 ‘ intendent or Stewart, taf 3 eee eee Cire! facing Broadway, $120; 4 rooms, $85. A Se Te eee ads 52D, 20 EBAST—Fine residence, gentlemen’s e: 

“ gente, Spring 294 cur Supet ies (SBR nee WASHINGTON SQUARE SOUTH, 50—Two a ae poe i Tent 163D, 520 WEST. PC AV., 1,185, 3 blocks west Univer-| club; single or double rooms; Summer Fe a ae mend BE ae ae — SS re. 
STH, 40 WEST—5 or 7 cool rooms; conveni- | 86TH ST., 35 WEST—3 large room apart-| rooms, housekeeping; October. / Hopkins, newr a ted pm = are oe rooms; Three light rooms, $55-$5% sity Av., near 176th—Beautiful apartment, refined so ege men. Plaza Hr. Be eats. -e , 
eon: plana; teasonable; June 15-Sept. 15.| ment, cool, attractive; Summer rates $175. Spring 4761. Superintendent. newly decorated; elevator; $125.) TPH, 375-087 Wie EST—3-4 ght cozy rooms; | 2-family heuse, overioekin arn River; 7 | Sopq STH, 72 EAST—Comfortable. targe room: s “ — WEST = 

clephone yvesant 0904. & rooms, 2 baths; garage. wick { ‘ —Large rooms, near River- 
88TH ST., 164 eg ts nm room and pri-| WASHINGTON PLACE, 114—2 large rooms, " L..% es ees Lin location ; “private bath, kitchenette; Bo French | iss akabeicceche seneumalit. Aeaataam 


11TH ST., 55 (G2)—Completely furnished | _ vate bath; $60. Ring Rowan's bell. all conveniences. Morley, Spring 4410. STH 8T., 205 WEST (OSBORNE)—S BRCAU~ | pr . oe —S ee 
three rooms; reasonable, seen daily 2-3, oF | AGTH a3 WEST handsomely furtihed | WEST END AV-cHouschecping suite for | TIRGL” OUTSIDE  RPOMG” Besiaes | TOTH (42 Norther. Ay., 3 blocks weet of SOUTH: FORDHAM ROAD. ST, 174 EAST—Two attractive adjoining | 23> —s55—WwasT—immaculate single room: 
by_appointment. Orchard 1409. rooms, 2 master bedrooms. Apartment 9 D.| permanent woman. Tel, Riverside 2340. | KITCHEN, BREAKFAST ROOM, FOY Broadway)—8-4-) rooms, very reasonable rooms, private; reasonable; conveniences. in aare’) Geihi-ghembheaiiesh nates lua. 
y’ ly furnished six WWE on St SO rent. Apply on premises. SBVES Al APARTMENTS, Butterfield 2463 | running water; for particular person. Blue 
11TH, 183 WEST—Beautifully furnished six | fist. 21 Ww PEST HIGH CLASS FURNISHED | GOING to California for one month: my | BATH; SOUTH AND NORTH EXPOSURES: TE WELT — High lass ites Team UR ROOMS. on. SA IC a OS PERE Sap, 17 WES aad al heme 
rooms; cool, modern; sacrifice, right party. APARTMENTS, 2 ROO AND BATH; eight-room apartment, with maid reserv-| VACANT JULY 1 TEAee gy YBAR OR} 1% . 528 bat Beet ny See three- room ' 76TH (971 Madison Av.)—Newl: furnished | 8D. 17 wes br npg beau ~ le ome- 
TiTH ST., 58 WEST (Apt. 18)—Four rooms. MAID SERVICE; $65 MONTHLY AND UP. ing one roomy, available to responsible couple LONGER. B RENT $2,500; W ils ALSO CRTL Etment all outside, $50. Supt. UNDERCLIFF AV. LGid CITSth, one block | . decorated, large, airy single rooms, running | Qa 
modern elevator a rtment; $125. giST, 20 WEST—2-room _, Ritenenette. well | With good references at a reasonable rental, TON. ee ROLE vas yy bo AptEn WEST—New hizh-class elevator a ae Valves daehdecebtionsl ate water: suitable for two: $8 up. ) STH, 113 WEST—¢ omiortable front parlor, 
oie 15 WEST—Three-room elevator apart-| furnished; bathroom; Riverside 6942. | Apply Telephone Riverside 6735. i P.M. seabariments,” four jf wg —— rooms and sun parlor apartment; every mod- | SD. fl BABT Parlor _bedroam poassitul CaaS eobenctiva bath; $95 monthly. 
ment, real kitchen; sacrifice Apt. 7C. §2D, 306 WEST—Small Sisivclass elegantly | PHYSICIAN going abroad will sublet fur- seults enbine bin - <B ww. ~~ ble } £2 improvement. Bingham 8322: ocation; improvements; kitc P eg ‘| ner Wat WENT Double reakdaak aaatl 
0TH, 422 WEST—S-room apartment furnished apartment: all improvoments;| "ished 4-room new elevator apartment; BoTH, sai WEST (STANWOOD) anata ale: pone oe WESTCHESTER AY., 1,117—Modern aE ivat : hag Pee tego nhinh an le $3. 
shady side of old residential street over- | elevator. ee, FF Wee Seek sensenae. pURRERS AN ROOMS, d isiGT: eg7-S7T WEST (cor, Riverside Drive): | ,.apartment; ground Moor; suitable doctor, | 86TH. 50 EAST—Unusual opportunity, suite et are Dat, Mitenen; reascna.) SS 
looking lawns and campus of Theological | §4TH, 204 WST—Front apartment, gn be FURNISH On UNFURNISHED 3-4-5 LARGE ROOMS (ELEVATOR), dentist. - saaing- Towne, bath, bitchen._Duttertiest, Ste, | seri ST., 11 WEST—Large coal, private 
earns gabiet furnished for Summer, $75/ until Sepf. 15; $115. Rothschild. BACHELOR will share apartment with ELEVATOR. RENT MODERATE: Unexcelled service; moderate rent. é TO SUBLET. 90TH, 74 EAST—2 large, sunny connecting | _ family, $7; board optional. La Fortune. 
Taoneh; references. Call or phone evenings | $57iq ST., 262 WEST—Charming tle home, | bachelor tn one of the most desirable | §9Ti (ith Av.) Wyoming; 7 rooms, 2 baths, | PREMISES or KEMPE & CO., 67 West Sith, |, Until October Ist or longer, five-room, new | rooms. back parler; every convenience. _ | <3) on (an) comfortable 
a ee Pomander Walk section, three rooms,;}#P&rtments in| New York; valet service,/ private telephone, unusually large rooms: | 7@iST Ci Pinchuret Av.)—Wnalk-up, 2-4 | “levator apartment, second floor; all outside / 91ST ST., 71 EAST—Large housekeeping | “nished room, running water, coal; Drt 
TH, 8 WEST—Attractively furnished 2-| bath, kitchenette. Riverside 4779. laundry, &c. Y 2453 Times Annex. 2 years’ lease; $3,600 year. Occupancy July ehngae, all Wanriveshents: teducal: for (Men ats ioe tee church with unobstructed view. room; running water, electricity, telephone; | ,-ivate family; elevator; reasonable. 
Bann pritchenetto and bath, apartment. | 9Ti_ 308 WEST—6 light rooms, Summer |OFF RIVERSIDE —Three-room elevator | 1. Superintendent. mer; immediate possession. ——< eeciedces Smaprermammeiette | _ SSTEARRDORE Seana AOE | ~ ~~~ 
= ths ; ). : . 500 WEST— Tx- : Oooo ees HI M: Av. tel hton— | 
months; reasonable (7 southwest) (kitchen value $110. Thompson, | 58TH, ST—Very desirable six-room | jgop, (3,461 Amsterdam Av.) modem, ONE MONTH BREE. sg A NE, egg RE — oe 85TH, 101 WEST—Two connecting, rooms, for 


ST STREET, 4 WEST (HOTEL WOL- > ” and two baths apartment; also one of : . 
COTT) — ATTRACTIVELY FURNISHED ASTH, 305 WEST. auession. | ¢cU@2yY ‘rooms, decorated white; subway: | 149 West Tremont Av., cor, University | of bath, $12 ith private}. gentlemen in private elevator “apartment, 
HOTEL SCHUYLER ARMS. THREE-ROOM and bath housekeeping apart- = pon he immediate po . Av.; three, four, five, six rooms; new house; om $15 Smee , tea neoon  suntionn aar rs, | third floor, Apt. 2. 


PARLOR, BEDROOM AND BATH, FROM 2 SRLS BEY , 
2 SEP wea OR miowe MONTH. IN- nna Sheer ygy hm ment, Sront; $70. _Frataigar 2632. 69TH, 7 WEST~—Four rooms, parlor floor my he wea outaiae FPriitont $05 4110;, also. 9, , Low top. Saye Sf. Vere low subway; full hotel service; restaurant. | STH, 3:0 WEST—Delightfully cool, large 
} n > . . . > ‘ ‘e ee ee ee eee eee iving-bedr kite > rivileges. 
Weekly $25 to $45; full hotel service. Furnished—Bronx. concession to Oet. 1; suitable for doctor or | yy: improvements. FiVE ROOMS Sih; mente Thee? new commer Dg ge gn LEXINGTON AY., 864—Large and small | Bh 2 cae hath, kitchenette privileges 


H ST., 36 WEST—Very large room, Newly decorated; complete for housekeeping. CONCOURSE, 3 dentist. Trafalgar 3911 rooms ; rly .4 ted; ode: improve- j 
vate bath, attractively furnished; excel Fore Bee ERE TES AY<L EE TE EE = 1,950—Sublet two beautifully OTH 1s WHATLFine Dereon Ehichenette | 88TH, 547 WEST — High-class three-room | butiding, latest improvements; Mosholu ae eneey «Seren ee P 85TH, 58 WEST—Atiractively ished dou- 
100TH, 215 WEST (Broadway))—Bright 3-| furnished rooms, kitchenette; reasonable. | 69TH, 18 WMST—Fine 2-room kitchenette, | “apartment, outside; subway, bus. Supt. |Parkway Station. Marshak. Murray Hill | Meats; references. fe og age Se ty deny 


Bervice; Summer rates. “St. A + 

pon a hl i al room, comfertably furnished, elevator} Superintendent, Fordham 10220. elevator; neax park; rent $70. 9339 LEXINGTON AV. 344 (between 39 

— om * . 2 : : 5 WEST—7 b are ms, | 3339. sEXINGTON AV., 3 (between 39th and | —— _ a - 

ba ge 128 WEST ny —— apart | apartment; complete housekeeping; cool, HARRISON AV., 1, Four completely fur-|72D S8T., 305 WEST—High-class elevator ea: eon cieiiinas Gaaatien ger | 40th Sts.)—Attractive single room. 85TH, 344 WEST—Front parlor, grand. piano, 
ment, two rooms and bath, kitchenette. clean, convenient; $22 weekly. nished rooms: ail improvements; reason- apartment, near Drive; 3 afd 5S ,rooms;,| font.) 3 ~ hy : Unfarnished—Brooklyn, MADISON AV. 161 (Hotel Warrineton)— | single room, elévater apartment. Kierste: ad. 
45TH, 341 WEST (HILDONA COURT). 100TH, 255 WEST—One or two large, cool,| able for permanent tenant. Telephone Sedg- | $2,000 up. Superintendent, - St Nichol 42D 8T.. 1,502--Five-room apartment, all im-| Cool, airy; single and double rooms; rea- | 88TH, 327 WEST—Medjum i 
Elevator apartments, one, two and three| clean rooms, private bath, kitchen, Plano; wick 8656. 74TH, 55 WEST—Two rooms. Wtchenette 188TH ST., 608 WEST (near St. Nic a provements; busy carner, suitable for pro- | sonable. . , | running water, shower; $3. 

rooms and bath, showers, kitchen; kitchen- | moderate; references, Riverside 7427 TELLER AV. 1,463 (near 170th St.)—Gor- | bath, fireplace; exclusive; very reasonable, MF, a S. large, beautiful Le prea feasional office; reasonable rent. Schwartz. | Snigon av. Loan (near Slsi)_ Nicely fur: | SOTH, 342 WEST—Studio, single rooms, 

gg Ps furnished oad decorated $75 | [00TH ST.—Bungalow apartment on roof, at-| geously furnished apartment to sublet for | Superintendent, 62 and $7. ge ad KASTERN IVMRKWAY, 320, and 1,004 Union | “ished room, kitchenette. all. (Sane oer young ladies; references. Endicott 10073. 

A Re a) tractively furnished. Call Riverside 1474. | Summer, ‘. meve ant: 7 rooms, breakfast | §9 208 WEST—Ground floor. 6 roonis, bath, Dist S12 WEST Eleaant fivereom apart: at Franklin Av. Interborough Station | ——————————-___+—___-—— || §6TH (2,345 Broadway)—Room. $10; front 

45TH, 122 WEST (Fransmor Apts.)—Choice | {93p, 239 WEST (Broadway)—Unusually at- Etotchese™ arlor, eae @ San per month. | ‘aii improvements; convenient “L,"” subway. 1ST, StS WEST —Slegant Hog ~ng 4 ay SR 3-4-5 room apartments; $20 per} MADISON AV:, 1,186—Outside cool rooms, | ~ suite, lavatory, kitchen: three. $21. Adlér. 

am. s 3-room suites, kitchenette, attrac- | tractive two cheerful rooms, foyer, kitchen, | Steinberg. one Jerome Inquire janitor 5 . m ment ; wonderiut couartuntty: a PR mtarerns room and up, Wolfman Co., 1,620 Bedford $8-$10; elevator, telephone. Apt. 3 North. arene en; three, 3. Adise. 

iene hy eee phone, maid service; rea~- beautifully page quiet, = 4 Furnished—Brooklyn. 82D int WEST—Parlor floor 4 big light _ yg wo Ganertniaedentt. _— Av.. Brooklyn. Ai fia RES SEE: Tie. ee ag Pa oe > ane no, an “yoon! — " a 

rg lll Ne CS Se. t. west, > — : . owing, to, ness. Apply. BD per eet ‘L iu SH 3 mined ; . “ = 2 ISE.” arge, smal ‘ privé bat 

47TH, 49 WEST—Beautiful special built Clarkson O7TT “ « FLATBUSH—5-room apartment, tastefully | _rooms, suitable _business;_impravements._ | j9igT, G01 WEST—4 TO 7 ROOMS, 365 UP; beautiful venous ofen, 3 rh: garage; sib saa: oy tng pene SiTH, 343 WES?—Large, cool reom, suitable 
apartment with enclosed roof veranda, j0ap 74 WESTO@ Tooms, corner: cool, at- furnished; victrola; complete in every de-| 83D, 222 WEST (corner Broadway)—6 rooms, CORNER; ELEVATOR. WARREN &| modern improvements; $95, Windsor 3579. | Club residence for men, conveniently lo- two or three; private bath; lovely house 

large living room chamber and kitchenette: eh Somer ar lander: Ga. tall, Phone Ingersoll 3021, 3 baths, separate needle shower with glass | SKILLIN, 38 PARK ROW. SHEEPSHEAD BAY—New bullding. S-room | Cated, affording every comfort, with sur-| and congenial, homelike atmosphere; also 

expensively furnished; complete home; vic- | phone Academy 8370: Apply Superintendent. | HEIGHTS (81 Middagh)—Studio; paneled | door; elagpat mew fireproof building, Supt. | 939TH, 213-217 WEST—Special Summer of- |’ epartmenta: $45 manth. Shioske trom sta- | roundings and service of the select club: | basement room, private entrance. 

evete.. radio, &c.; bachelor; sacrifice $150 ioTH ST. 304 WEST four; steam, electricity; $50-$75. Main | 00. premises fer, 2 and,3 rooms in modern apartment | won. half bloek from’ waterfront; Brighion | lounge, library, squash courts, handball TH, TSS1 tra larg beaut ifully 
ummer or jonger. See today. Dasey, Phone “s x 9937. 84TH ST. (off Riverside)—23 or 4 large house, light and airy on all sides; % biock line ‘to Sheepshead station. \150° Sheepshead | Courts: also privileges of the Allerton Coun- f ist ate bath: he - 


Bryant 8085. Two rooms and bath, elegantly furnished; HEIGHTS SECTION (141 Joralemon 5t)—s reoms; modern apartment; owner’s private | from Broadway subway station. Apply t Club—golf, tennis and vir ing ; t < : =e: gear Hit 
SOTH, 18 WEST—Two rooms, kitchen, bath; ———- woe “2 +3 anaat Apel rooms and tath; ons minue from all sab- residence; reasonable, Endicott 9656: superintendent, or Mr. Troy, Apartment 2 Bay Road. Phone Sheepshead 3004. Boat. Yhone Bheegghead 300t $9 to $20 a week: transient $2.50-$5 a day | aide lo ate house; near River 
handsomely furnished: grand plano: $170 | << : weys; Oct. 1. Seen dail mm in Ww ae Sia La A a, Unfurnishea—Queens. | tor approved residents only. : 

andsomely furnished; grand plano; $17 1HTH, 215 WEST—38 rooms, bath, kitchen- ’ y. TH, VEST ~Seven-room elevator - —_—— h45 East 55th St 143 East 29th st tl STH. ; 46 WE ST Newly decorated and fur- 
monthly. Phone Stuyvesant 6643. ette: reasonable: convenient subway, ele-| PARK SLOPE—Nicely furnished 5-room|, apartment, newly decorated; $130. Super- AMSTERDAM AV., 1,050--Front, elevator! ASTORIA—5j rooms, bath, steam heat, hot 199 Rast 28th St. 102 West 22d Sty | nished large rooms,. private Laths, elec 

TH, 70 gy eST—Three rooms, bath, kitch- | vated’ Burgess ms y We rmag ed. all improvements; 25 minutes | Intendent. —— 5, 6 rooms; facing Cathedral. water spartmontns $52.50 up; just com-| 2 tricity. 

enette; 5; newly decorated. Circle 0032. | -—-3— 30 mes uare; now to October; $125 th; X ssT— : e- . plete arge sun t rooms, every improve- | MITH, 6 WEST—Exceptional house, “espe. 
Bist OF wet a1 = front > soma 107TH. 201 a EST—Will sublet my elegant| bargain. Telephone South S815, Sunday. py a i I ag ay Bh BROADWAY, 3,810 (i59th)—High-class ele-~ | ment; aie 6-room apartments; near | $10.50 PER WEEK. | vesai 6 WEST Exceptional ho ims, cope 

kitchenette, bath: néw! decorated: sacri- furnished 5-room apartment to substantial S5TH ST.. 345 WEST (Drive)—7-5 lara vator, four, five extra large outside rooms; | churches, schools, good shopping district. | A x RUNNING WATER AND tially cool rooms; s - double; Summer 
five: October, Circle 6884, Lewis people; Summer or longer. Forrester. Furnished—Queens. +» 345 a rd stippled a paneled and’ painted walls; parquet floors; | Link-Reher, Inc., builders, Pierce and 11th | LL HOTEL SERVICE. 

= 108TH, 235 WEST — 4-6 nicely furnished,| JACKSON HBIGHTS—4 outside furnished ; FOOS, Dane an ppied walls; | reasonable, Avs,, Astoria. Steinway or Jackson Av. car | ALBERT, ST., 34 EST—Parlor floor, private 

GIST, 25 WEST—Attractive 2 rooms, bath; | “light; elevator; Summer rates, rooms, facing garden; 22 minutes Times | ev2tor; $160-$190. BROADWAY. Dia (Sid DEroom, bath | to Pierce Av., or Astoria subway to Wash- | .” AND, UNIVERSITY PLACE. ath, kitchenette: gle, $7. 
85TH, 77 WEST—4, 5, 6, 7 rooms, every eee : ington Av, station; walk east to Lith Av, | (1 BLOCK EAST OF ATH AY.) rH, a Wi 21 Wiki Te ey > ent aaelet malls parlor, sulta 


elevator service; restaurant; $100; lease. . . = . . uare, Phone Havemeyer 3408 j » o,. & ; aaiiaian= «eas 
109TH ST. (215 MANHATTAN AV.). Square, Phone Havemeyer 3403, improvement; rent reasonable, apartment, kitchenette; silver, linen; $85. STUYVESANT 4961. |” for ‘couple: also single room, 


2D ST.. 223 WEST (CORNER BROAD- HOUSEKEEPING APARTMENTS A ‘ 
1A Y)—MODER soe oe geld ne Angel. KEW BOLMER—KEW GARDENS 
WAY)—-MODERN | ELEVATOR Elevator, non-elevator; references essential NEW HOUSEKEEPING APARTMENT 86TH, 840 WEST—Very low rent; magnifi-| GenNTpRAL PARK WEST. 341 (corner O4th < ite ; — rng rermeneeceninmeemnnee | HE aK hST_B Tivl 
ot y 7 FURN ° . » LE ; > H iq > - pete a . . Rs Es atiful . itvine- 
HOTEL SERVICE: ONE ROOM. BATH #76 ee ae ee Beautifully furnished, never used; two| cent elevator house; sublease ‘cool two- Ste Ettah- iim shesaaame: Meeamee Gaaeticceme equipped hitchan: Sule Wiialins Baten Ciious. | VANDERBILT STUDIOS—Attractive redue- | hedsoom, eughenet? aE. h “a 
UP; TWO “ROOMS, BATH, $106 UP: REF 4 rooms, $0 up. pean. ; pda? a ae isetria’ ane ~~ Schuyl cS hae aearynene: Lovell. | appiy White- “Goodman, 872 Broadway, Stuy-| ly furnished if desired. moderate. increase: | ian mone bee a 5p A a mg 8 flights up; modern apartment, $10; couple 
‘ . K campy e shower, ** eat, gas, electric Nght an Hi Ls us =. ‘ ; i 3 children’ : 1 ound on prem. | Furnishea, > 3 “ r ‘ ie preferred. Serainidis. , 
ER NCES REQUIRED : vesant 0218. tennis court, children’s playgrou ip ki - te: dint emises. Cale-}! = 
= ". Tooms, 7 u hot water d oO € lied ; 6: r = ers - s vt a a tel 2 itchenette; dining room on prem ° a = —- = - - —_—— 
§ P. and janitor service supplied; $8 8iTH, & WEST — Three beautiful rooms, CENTRAL PARK, WEST. 430 (facing the | '€9; 16 minutes Manhattan; booklet on re- |) Goto o-77. 88TH, 132 WE T'—Desirable small room. 


52D ST., 101 WEST—Rent or sell furniture , rooms, $90 up reference required. Owner, George C, John-| studio a , 4 ' oe a > 9 . s 

eV St., : . ' ©, partment, with every modern im- ‘ 3m ry th, | queat, Phone Virginia 2440. Tc oe oe ntleman ; r references, Phone Ashland 5 

tw é ki t 500 AL80 WEEKLY RATES, ston, office at E bwa. ’ Park)--3-4 rooms, $65 to $85 per month, | ens | PEAUTIFUL front room with four large raaeeinanprnacuetoonabasianhanton depaasdiganinmgee 
wo rooms, bath and kitchenette, $1, 0 the Elmhurst Avenue subway | provement. Telephone Academy 3400. windows, three facing Stuyvesant Park; | 88TH, 1 ini ST Large front; running 


furniture; rent to responsible bachelor only. We also have unfurnished apart- station, Elmhurst, daily and Sunday. YH . : 
Inquire by phone, r. Leff, Circle 3783, ments at very reasonable rates. 91ST, . a ae CHRISTOPHER ST., 49—Two rooms and WOODSIDE. large claset. private bath; furnished or un- water, adjoining bath; kitchen priv 
Leer aersce 7 ginal wi yeas, ee bath; kitchenette; apply on premises, furnished. Call Caledonia 2109. 88TH, 25. WEST opposite Park)—Rooms, 


' about appointment; reasonable. Main office, 215 Manhattan Av. TE s 
1647, 8 A. M. to 8 P. M. Open Sunday. Furnished—Long Island. uperintendant. night phone Spring 4430. NEW APARTMENT HOUSE. HOTEL TERMINAL (Lexington Av., 427,|_ private bath, twin beds, $8-$16. 


62D, 40 WEST—Beautiful studio apartment, ” Cee naan arres-ars=aahan =e aSnenP UII UEP FSP aE EES OE OS 

bath. kitchen; sacrifice, $75. Circle 9640, | TOOTH, 912 WEST (Riverside Drive)—6t | KEW GARDENS—WiIl sublet my attractive| 02D. 4 WEST (Park)—7 large Tight rooms, | GEAREMONT AV..49 (c th St.) —High- re $te.)——Furni ‘ooms: | & 2 WEST—Splendi ani 
Beth, bichens_peorificn, Gre. Girls Seas | TOOTH $8, Wee, (icrrelie Lor Gata | “areetene seeaior apertinint Wie tees | mip Seeorsta” ciovatars OR CLAREMONT AV.-49,(cor. TG S™-AIBR | 5 ana 4 roma modern up-to-date apart-| ,votyeen sat-ait Ste ekumianed. fooma: | SOPH, 42 WEST Splendid cpportanty mld 
oa » ing; reasonable rents. Apply premises. bedroom, bath, delightful kitchen; all rooms |93p, 307 WEST—Three rooms, foyer, bath: | reoms: all improvements; comp'etely deco- | ments; tile kitchens, tile a ahartenanion | rates weekly. Telephone Murray Hill 4059.) summer, kitchen; nominal rental. Schuyler 


furnished five-room houseskeeping avert: ove j : ‘ 
~ rlooking the park; cool, desirable; ver . : these are positively beautiful 164 
ment: piano, victrola: $350 monthly, includ.|110TH, 410 WEST (corner Columbus Av). recone «ng Telephone Virginie 218 ¥| elevator; $1,400. rated; reasonable sents, Apply premises, ronncsiabis rents tease West Side. ; 4662, 
ing telephone, gas, electric. Circle 4546, be- CATHEDRAL PLAZA. ON Ree | TA, STD WEST—Five large, light rooms; GLARFMONT AV., 180. 1 AND 3 CLEVELAND AV., r. 141 W | SOTH, 208 WEST—Beautiful rooms, twin 
tween 11-1. One room, bath, kitchenette, $50 up. LONG BEACH—6 rooms, bath; reasonable. all-night elevator service; reasonable; im- 5-6-room elevator apartme nts; reasonable. 2 block from Lincolm Av. subway station. | 4TH ST., 141 WEST. beds, ‘baths, shower; medium, $8: refer- 
AV.). Two rooms, bath, kitchenette, $70 up. ay Bg Hg eat 7 aoe pn pee. _Dae Sopema sanans. CLAREMONT AV. 184—Six light rooms; | All lines. See agent on premises or William | (Just, off Washington Suiare)--Eawe =) ences. . : f : 
ELEVATOR Three rooms, bath, kitchenette, $90 up. : ve 94TH ST., 315 WEST (near Riverside Drive) | rent $80; near 125th Broadway subway. | M. Smith, Inc., 8,114 Roosevelt Av.. Corn | Old house. like college fraternity house: who | STH. 332 WHST-> rooms, kitchenctte = 


RNEWLY PUR: > aia ENE, 





























j 3E: ALSO WEEKLY RATES. WOODMERE—Sitting room, hedroom, bath, —High-class elevator apartments, 5 and 6 COMBE A . am Exchange. Bank Building, Jackson Heights | 1 
s . . Tur -class elevator artment house. 30 we 4 ° ° “EDGECOMBE AV., 303 ¢NEAR 155TH). ante ; . room for one to refined young men; college PR. extremely large living room, arti 
NISHED; MAID, VALET SERVICE; TWO High-class elevator apartment $80 weekly, Luellen, Cedarhurst 3105. rooms; $105 to $115. ______| Exceptionally large, light 5 rooms, high- | SU>way station. | men preferred. Spring 6663. | tically furnished. Elwell. 


' Roe ny J References essential. Phone Academy 0613. - ! Pe! SP ee 
\ ROOMS, BA BATH, “$110 uU P; REFERENCES. 8 A. M. to 8 P. M. Open Sendae. Furnlshed—Westchester County. S5TH, 206 WHEST—5-7 light rooms, modern, | class elevator apartment; specially pric ed) | —-——_-_--___-----—_---—. --____. —- §TH, 28 WEST—Quiet, lovely single room; a0TH. *55 WEST—Single, also double house- - 

65TH ST.—Cool, large, corner studio, 6 win- ae _— elevator apartment house. Supt. $80; also 6 rooms, wonderful view, $125. 5 AND 6-ROOM apartments for rent, par- ae 4 : - heent bath a 

: : = 7ES ; r : NEW ROCHELLE—3 rooms from June 15, | —<"— t= JS. MA BS. ; all gervice, running water. keeping; private ath, modern con 
dows, bedroom, kitchenette, private tele- | 110TH, 535 WEST—Gotng to Europe; sublet - ew.) = nn aN a quet floors; wood-burning fire places; open | _—__* se ‘ - 
hone, elevator, $65; referenges. Apartment| My apartment, 2 rooms and kitchen, fur- Call New Rochelle 7945. 96TH, —- WEST agg or blag > gl FORT WASHINGTON AV., 506—Exceptional) . oy enclosed’ sun porches; fireproof garage: | 1iTH, WEST—2room sulte, privacy, cool, | veniences- Owner. 
0S, 989 8th Av. Columbus 3188. nished or unfurnished. Telephone Cathedral | SEVEN-ROOM furnished apartment, screened rooms, improvements,_telephone, 95 sing ose rag Pie ao tonont Bi sess Ps $125 to $175 per month; Clyde St., s sautifully furnished; sacrifice. Cheisea | S9TH, #7 WEST—Good size single rooms, 
: eee Oe eee aren ee ig Hills, L. t. Forest Hills ‘Building Co., near bath, shower; $7. 


6TH ST. Gamosic Hall i013 —Gooly large. | 1298_and Monday Beekman 1343. porch; near station; June 15 to Sept. 15 — ee SF ees ere ae : 
1 6 — a A LL. Pr - — os 
66TH Carnegie Hall 1013—Cool, large, Telephone Bronxville 1404, . 316 WEST—7 rooms, front, facing | Z102. 000d a West 42d Bt., Longacre 7007. | T. 81 WEST (Apl 30)—Beautiful breezy | , 210 WEST—Beautitul room, private 


ne ae 
attractive studio apartment; baths; piano; | 110TH, 611 WEST (corner Riverside Drive)— | -ctepmhone Pronxviie 14et a 4 —- — 
, att loity § > ep- rental $150; high-class apartment | FORT WASHINGTON AYV., 353-359-371 (from | Reap IG r ‘ . : “ . " | bat ivat 7 >: 8 weeki 
kitchenette; 18 windows; gratis electricity, Seven-room apartment to sublet until Sep Furnished—New Jersey, house; all improvements. Superintendent. 76th St. to 177th)—High-clasa elevator: BEAUTIBUL TAG KSON  HEIG HTS a | _utside room ; elevator; all improvements. at zi private house; reference; $16 weekly, 
pen a DENS APARTMENTS-—Six rooms, 2 baths, | 53h 326 WEST—Desirable renovated house, | 89TH, 321 WEST (near drive)—Comfortable 


refrigeration; now to September ; sailing | tember; $350 month. Apartment 2B. = -- a wn he aoe ae 
immediately; references. Hifi, 321 WEST-LROOM FURNISHED EAST pon gy at six-room apartment verH. 316 Be ota mooms, oes 4-5-6 rooms. Apply on ee —- | every modern Improvement 7 Guilt. ie fea- | electricity; single, $6; double, $9; gentle- | double rooms, kitchenette, $12; single, 95, 
39 WEST Delightful apartment. two Al 7 . r : im- chen; 3 clothes closets; suble -| FOX ST.. 931—Four, five and six rooms, |t 9000 e rent. Cana-| ae 
tae tt he a ee ns eg mt egg ap ea led pe Se ee ee : — | mediate possession. Phone Orange 3261J. September, with privilege of renewing lease; ~~ $60 dis. Sutiertatencent or Warren — A ne. Relate men | «BOTH, TO WEST—Double room. private bath, 
ip ales s, | ; ecm y SES Bes gb geet a. eh nea a ee € PALISADES—One light, airy room, kitchen- 5. Apt. 4. R. W. & Skillin, 38 Park Row. aera eo ee be mak ee wie OO EEL TEMES | kitchenette; refined, remodeled house; $15. 
+s Sak Py Per Ps Pee = a * n ° - mtg ette, sleeping porch, bath, $50; 2 rooms 99TH, 317 WES (Riversid Sublet Gani “GREENWICH VILLAGE. SENWICH VILL ee Infurnished—Long nd. | SQuA >} aS} 4 ‘” SO0TH (625 West End)—Beautit liy fh ished 
mee 2c0 Y EST—Beautiful duplex studio, elevator apartment; near Riverside Drive. | tr gesired: convenient 130th. 42d and Cort- 7 ws po nrg 5 — a GREEN WICH a BRACHHNURSE<4 yoomm dub-perch, bath: }aeee Urea Boome, Wart Rv ora | rods: private bath: kitehemstte: $12 up. 
tty fur tatea mee ge Pact mage eee. ees | ANdt Sts Ferries. 1,080. Abbott Boulevard. . Inquire Warshaw, Cortlandt 3081, Corner 7th Av. and West llth St, near private beach; 30 minutes to Penn. CONNE SOTING BATH, "$2.50 FOR ONE; |} 90TH, 108 WEST—Parior, connecting 
pit pon ed; plano, until October; Cool. | 113TH, 541 WEST, Apt. 11-7 rooms, 2 baths, a re er er h Miscel eee 8 rooms, dining alcove and hath; station; $100. Flushing 6837. WITH PRIVATE BATH, $3 FOR ONE, $4) room; avitable 2; $12 bath; phone. 
3. ys ° rnished— laneous., pol 41 ead ‘. ‘ OF Pt 
——  __________________| 6 teds; Steinway; maid available; reason erie 3D, 74 WEST—i-room apartment; all im- Rents $1,450 to $1,600. ELMHURST, L. I. (3,523 New 0th S8t.)—! por TWO: SPECIAL WEEKLY RATES ON} $isT. 5 W ‘ST Large Cheerful front oom, 
iTH ST., 205 WEST—Beautiful furnished | able. Cathedral 7870. STAMFORD, CONN.—4-5-room apartments; - = Exceptionally large, light, airy apartments. : ow 2 +, om ‘ ue 4 , 
apartment, having southwest exposure, two <Wres i - furnished or unfurnished: Ae : provements; one apartment, ground floor, | xceptionally ‘arse, sent, ary apartments. Apartment for rent; lower floor new 2-/ ROOMS WITH CONNECTING OR PRIVATE suite or separate; elegantly furnished; 
bath, kitchenette. Apply apartment 114TH, 609 WEST—Newly furnished elevator Ee ge ~ ; | suitable for doctor. Apply Superintendent. GREENWICH VILLAGE (164 Waverly | family house; 5 large rooms, sun porch; BATH. PHONE LACKAWANNA 6900. j ele evator; grand piano; reasonable; 
eg gn ge BH Bones) iy Sone ; all latest improvements; 103D ST... 18 WEST (near Central Park)— Place)—Elegant five-room apartment; white| garage. 00 |__| “G77 ST., 106 WEST—RALEINGH HALL, | room and bath; references. Riverside 3: 
eiTH SsT 301 WEST—Two. rooms, bath, | kitchenette Apt. 66 . George Schleicher, 37 West 1l4th St., Seven large rooms, bright corner apart- } ay = A woodwork; kitchen, bath; ground | FLUSHING-—Five exceptional rooms, fire- | A RESIDENCE FOR MEN. DIST, 114 WEST—Exceptionally large room, 
jan i } ; ~ ; ~ New York, Chelsea 4270, or 170 Lawn Av.,| ment, newly decorated, $1,200. loon; $00. place, sun porch, garage. 281 Myrtle. Attractively furnished rooms, with and well furnished; private bath, all conveni- 


— kitchen, $100 a month. Ashland | {]4TH, 411 WEST-—8-room apartment; ele- Stamford, Telephone 2226. (00TH, 321 WEST—Large 2 rooms, dressing GREENWICH VILUAGE—4 large, spacious |,Flusting 7463. i without private bath or shower; club advan-/ ences: private house. 
ao vator; piano, radio: June 15-Sept. 15; $150 | ——<<—$_ __—_________. : house} rooms, overlooking garden; unusually| PARSONS AND HAWTHORNE AVS.—At- | tages and accommodations, hotel service, See De, Baa ere 


adtral 71% room, bath and closet, cooking; c ir i 
5g get ata araath | month. Cathedrat 1338. Unterntahed East Side. overlooking river. charming; $115. Jenks, Spring 8347. tractive 8-room apartment in 2-family | RATES FROM $10 WEEKLY. Room 1504. _Tnquire manager. 


7TH, 202 foyer, 1 
kitchen and. bath; dei iehtfulle cool and /4i4TH, 618 WEST—Five’ desirable rooms, | 4TH AV.. 455—5 large rooms, suitable busi mms | nn inining Wao Ivan ay m } ve fe = 
. - - ; “7 J . TEST — 3 - | HAVEN AYV., 296 (adjoining West 179th St.) | house, lower floor, enclosed sun porch, two| 497TH, 73 WEST—Large room, private bath; = = - 
w 108TH, 64 WEST—New house, 3-4 rooms; beautiful rooms: all improve- | baths, separate shower, pantry, plenty clos- second floor; other rooms. 91ST, 252 r suitable 


my furnished.__Apt._7-De. shower bath. Cathedral 3940. ood. ness and dwelling. net A Ro pe gg Te gh Stee lasue 
BSTH, i25 WEST—Attractively EGrahed (- 1 Siaen aan a a Ce ee . ‘ » oe . es - pal Seen - } j Oo: $10: e te 
_— , 11 ° WEs t lurhbia)— ts: rerlooki Hudson; $80; concession. | et room, laundry and garage. 45-53 Parsons SED. Ga WEST Attractive sinks and doubie | tw $s levator. . 6. 
room elevator apartment; until October. _ ag Bn Mi ggg FE oy iio. Se ee re Bupérintendent. > pe: s Se tae Av., Flushing. Telephone_Flushing 4367. 1g hd png RE ge doe oe ye doubl 492, 214 (Bro adway)—Cool, double: single; 
6)ST, 10 WEST (Hotel Pasadena, corner | tively furnished; ol, quiet; refined sur- 1,160 STH AV., loaTH, 212 WEST (ness D way) ek ams, HAVEN AV., 312-316—Three, four and five RICHMOND” HILL—fight rooms, ofre bath; | $a 47 WEST—Laree front room: private | nilvate wash room; shower; conveniences;* 
Broadway)—Beautiful 1-2-8 large room | roundings; moderate rent; references. Apt. at 97th St. _improvements, $75-$80.__ Supt... premises, _ room apartments, $45, $55, $65; all modern| glass-enclosed rch: fruit trees: immedt- | S¢TE, 47 Wein te ot Oe private reasonable. Kittredge. ‘ 
apartments; exceptional; elevator, telephone, |53 Call after 2 o'clock. + a: FROM me UP; uigeet.. 352 WEST— hie te ah 2 a ne improvements: concessions.’ Superintendent, | ate possession. road 2034. | oaths S68 Wetabt Circle | §2D, 214 (Broadway)—Large front: singia= 
restaurant, maid service included; very rea-|]292D, 416 WEST (Morningside Drive)— BOR SN ane Oe eee ecevator, roasanesle Ter: __ Supeenan ; TAN AV., 370 (ilsth)—Three, four, | ROCKAWAY PARE Boulevard, corner | STH. 49 WEST—Living room, single double; 3 windows: shower: moderate. 
qo _ Cumbae_ 7131. Delightful location for Summer; heights F oP voce Mi “rr ay LIOTH, 225 W or ga 4 five and six rooms; Tita GAA Weautitul suisice Teanen’? Pon 1isth $b.) —Just compiated apartment house, | room, bath, $60; gentleman; references. | 555-3” wast Exceptionally cool single 
64TH, (near park)—One room, bath overlooking Morningside Park Residence Club 350 Madison Av. (45th, St) Vanderbilt $ 6050 eee rent. Inquire on «premises. convenience, improvement, complete decora-| 3-4 large, light rooms, aleo stores, all: im- Cully. rooms: $6-$7-$8. Riverside 3267. s 
kitchen; beautifully furnished; piano, vic- | mear Columbia; choice environment; attrac- * 11TH S 501 WEST—F¥ont, elevator apart- tion; rent reasonable. provements; reagonable rents. Apply local | 56TH, 342 WEST—New branch Vanderbilt Sap, 264 WEST—Large front room. Tirat 
= radio. Phone appointment Endicott ee ee ee aS a. eles 30TH. 118 EAST—Garden apartment, large ght z rooms, facing Cathedral. Supt. RIVERSIDE DRIVH, 840-863 (at 159th St.)— agents, 4 } Ses, 2 ee a vate | ) ean private bath: newly decorated: Sum- 
267. rel . A . < ° ao er ee aie a“ 4% wore Xs En a ~ nist : elev el ervice; 8 , , ’ ww ‘ “ 
65TH (Central Park)—Reautitul one room, | Kitchen, $100; 1 room, large bath, kitchen-} room, kitchenette, bath, private porch; $80. cd fad i ot. $00, Superintendent, Sar comers od wg oon inaaee superin- corner Auntie .Be "and Dertecncath Place, | attractive Summer reduction. Caledonia 2777, | MEr rate; owner's home. Bell 1. 
-4¢ - , 5 we y 3 > | . OS x . . m apartments t ease. e § - . = } hac 7 ' 

$15_weekly. 30TH, 14 EAST—Large room, bath, $50-$60. tendent. of Friedman-wWhite Realty Co., 00 FOREST HILLS; L. f. ST7TH (hetween Sth and 6th Avs.)—One | 9D, 9 WEST—Connecting. also double room; 


bath, kitchenette apartment; $55. Trafal- | Ctte: a 
; a a 2 -1i8 AD 20-122 WEST— . : Pn a | 
gar 8414. 122, 526 (Apt. 3D)—Four Nght rooms, com-j| Kantor, Ashland 5475. ait 118 easly mun —- oo Riverside Drive. Phone Wadsworth 6335. Modern elevator apartments. large double room and one large single | . 

7TH, 27 WEST—Very large, beautiful studio - a Tso 2-3-4-5-T reoma. room: Summer rates. Plaza 8619. (93D. 8 W Lege aS @ room; use of plano; 


_biete, separate bedroom, $90. Supt. . . 120 EAST. dec ated: rent reasonable Appl White- | RIVERSIDE DRIVE 230 (95th) Fiv six 
By aeneinteeenE: ae floor; _ until | py nd Se oe Sommeeety — . > 2B Goodman, 872 Broadway. Stuyvesant 0218 “seven attractive rooms, overicoking river: <n Any Lees — a BITH, 335 WEST—Furnished rooms, large,| 280 single; $7-$12. 

c . r 5 ‘ : rafalg: 0277. } wo 4 5, vict a; y 4 th- : 500 Pitinnrerntnd, a tnt ct. cincinnati ~ S - Baa “> ‘ See age on premises o all: - housekeepi st . | DaTH. 71 xWEST—Beautifally furnished 
Se ee ee Seen ene | ot cagoere; Dummer’ months; sacrifice CLARK T. CHAMBERS, Ti3TH ST., 0) WEST (Broadway)—Six and |@ll modern improvements; high-class ele-| yHoOLER CONST. CO., 507 FIFTH AV. | -Sma/l: $8 up: Housekeeping studio suite. | 94TH. | 71 Mis. singles bale , WN 
68TH, 59 WEST—Attractive furnished 2 |; i ‘ . = oxo, I d; | ator; reasonable. 4 “ 4 58TH, 60 WEST (near Sth Ave.)—Singles, | Teoms, double, single; bath, shower; tele- 

h b oe Edgecombe 8938. 80 Fast 42d St. Murray [tll 7520. seven large light rooms, newly decorate ee Phone Murray Hill 3461. anestt bath. newly f ished Plaza | Phone; gentlemen 
onea sateen hie es _ j 141ST, 624 WEST (at Riverside Drive)—4 si8T 102 EAST Apartment 7 rooms an fireproof bullding ; 82, “$2.3 | RIVE SIDE DRIVE, 46s (119th) Eight Unfurnished—- Wreatehecter County — ve en ee ae 94TH . 297 WEST—Cool airy large room 
s. by . v4 Py ' - -I¢ e p4 M _, ° Pail ent nciaticceenns B IEE toll fet etd “ = tas a o 225 oF [, = 
5 9 era TY Pe | PO PP eS Pee ‘ t > ne : pefer- : ssT—s oms, rooms, two baths; extra lavatory; three Ww estenes . | SEL SR Sere 2 i. : . " , 
68TH, 54 WEST—Exceptionally destrable Bm’ oeieedt eae aoe reas eeee: Cae ae TE Ra ge Ba ons beats iS rea SE; master’s bedrooms; maid’s room; tile kitch- | MOUNT VERNON—Second floor; 6 rooms, | 59TH, opposite park—Large and small rooms, kitchenette, bath; conveniences; couple; 
studio, first floor; suitable vocal, teacher; Se 40TH, 124 EAST — oN sunny iisTH ST. WEST-Cholee seven Toome ant en, bath, &c. bath and 2 porches; fiamediate possession. very cool; reasonable, Plaga 8778. | reas ee 
840. , 141ST, 624 WEST (Apt. 2F)—3 rooms com-/ rooms, $2,700; high class, elevator. a - it; | RIVERSIDE DRIVE, 244 (97th St.)—7-room | Hillcrest 1178 R. 443 South Columbus Av: | @is1, 10 WEST—Hotel Pasadena, corner | 94TH, WEST—Large newly fur- 


let 3 : q aint eae 6A LCheresine amartmant far bath; Il linprovements; reasonable rent: a — kn 
plete for housekeeping; special rates. 41ST, 832 EAST—Charming apartment for caanedl Pani y Tet ye 410 West 115th. corner apartment; completely remodeled; | YONKERS (4146 Woodworth Av., near sta- Broadway; beautiful 1, 2, 3 large rooms, | — room: private bath, Syiichenetto: rea- 
$$ | somable. 


a a a a $3,000. Sharp, Nassoitt & Lanning, 2,489; tion)—-Five rooms, bath, porch; park and | $15 up weekly; restaurant, telephone, eleva- | SOWADIC. - 
— ~My —— s Rg oe ED Broadway. river outlook; best neighborhood; $70. Phone | tor, maid service included. Columbus 7127. | $4TH, 122. WEST—Attractive front room, 
fireproof building. Supt. on premises. RIVERSIDE DRIVE, 920 (corner 162d)—4-% a, r Van | Suetendael. Se —.— | 6TH (NORTHEAST BORNER BROAD- | one titeht: $12 Baturdes, @anday. eee 2 
southern exposure; beautifully fur-| 773 (Riverside) — 5 rooms. eleeantly ture : - lisTH. 3 WEST—4-room apartinent; all im- rooms, high-class new building; 2 elevators, | NEW RO HELLE--Two rooms, bath, kitch- WAY. HOTE 1 SIDNEY)-—ALL_ MODERN ‘ , : 
unfurnished rental; references re- (Riverside) — 5 rooms, elegantly fur- Maid, Valet and Meal Service. wok. 9 fi yt , ° nit Apply premises, enette, private home; residential section: IMPR OVEMI INTS: HANDSOMELY FUR- 94TH, 169 WEST—Parior floor, private bath, 
Endicott 8026 mornings for appoint- Dn Bg ban gy pana Peseeeeies St 2 ce Te ania a tia ae ee RIVERSIDS. 660—Seven rooms, corner apart- ye pimne New: Rochelle 6675. Available} NISHED La DAY UP: ee soubie housekeeping; $10; renovated: tele- 
——— : ~ — oes v ment; every room view on Hudson; reason- une J) a ee ESS a ee eM & 
a 143D (Broadway)—Rent below cost; elegant Fred F. French Management Co., a aio. 4, 5, @ rooms, elevator apartment; very de- able. ~GRASSMERE HALL, I 2 Beautiful studio room, ad- | 94TH, 31 WEST (near Central Park)—Room, 
7D, {2 WEST (Royalton Apartment Hotel) | _4-room_clevator apartment. Schuyler 9904. 850 Madison Av. (45th St.) Vanderbilt sirable; immediate possession; $80 up. Supt, RIVERSIDE DRIVE Ge Gnocth oF Tasch) LOCKWOOD AV. AND MAY S8T., "abel ng bath; kitchenette; artist's home:| bath, twin beds; excellent transportation. 
ttractively furnishe two-room suite, | 79TH. o50 WEST—Handsomely furnished 4 F ae ipa gh ro en . NEW ROCHBLLE | reasonahie, Opp a ee a 
By PO hee ES poe seis ticiein : Rae 7. '— y furnished 3 iat at AAT 141 /losineian Ae a —» @ | 122D, 581 WHST (Apt. D42)—2 rooms, bsth, 3-4-5-6 rooms; newly constructed elevator} .. New & sive. ‘ . pk) Ss oan | 95TH. 310 WEST—Beautitul, sunny, near 
asa Ch nalere remh $28 es 3100 Ban rooms ; elevator; Summer months; gg gg ae TE ng Rin 400 . kitchen; $338 month. = apartments; rent reasonably. Apply premises. | NEW NT tu Gace HOUSE. | 69TH, za ~ EST--Large,  pamnfortable ony | ‘subway; all conveniences; Summer rates. 
: Doane f ‘ , sacrifice. pe RR Fr ae erp Lo ico BS Oya aro aw pe 2 } ROOMS. near bath; phone, electricity achet. | 
up. - Endicott 1000. ae > 7 “ _F iy h . | RIVERSIDE DRIVS, 605 (143d St.)-4 reoms OW READY pe a ek. Apt. 61. 
Ra hE OTE 80 WE: -/|52D ST., 223 EAST—4 attractive rooms, |112TH, 510 WEST—Pive large light rooms; am Fhe jo hes bat . NOW READY. — in Wate Now ~ Cp a a ee 
$2,118 WEST (HOTEL EARLTON)—VERY | ly furnished; plano; Bummer’ menths, | steam, hot water, tiled bath and shower, | paneled, stippled walls; elevator; $105. | — all facing Drive. Chickering 2430. —_ ATTRACTIVE RENTALS. “out, front ee heck: semen Or pasion ficer, | rine” see kein inte ee 
DESIRABLE TWO ROOMS AND BATH; |Schwartz. : "| electricity;' paneled walls; parquet floors; - REN na RIVERSIDE DRIVE, 548--t-room, elevator AGENT ON PREMISES, OR aingle $12: double $1@-$f2, » f+} front room, beth, kityhenetie; Summer 
FULL HOTEL SERVICE; RESTAURANT: | iSist BE O00 WHET Chal aT feo ee private residence: level with street. as bg A Si —Two, three and four rooms, apartment; reasonable rent, Murray Hill 6410, New Rochella 7621. SOril 13h WHST—CRaben pebvate bail’ steam a 
WEEKLY OR MONTHLY. ENDICOTT 8545, | 79157 ST OM hanstte, bath, large closets, | 53D ST., 149-147 EAST—Unfurniahed newly | ——~0 $¢'._____________________ | Sp NICHOLAS AV., 940 (northeast corner Untamiched—New Jersey | TOPE, 138 WEST —Room, Private bath, steam | 5TH, $16 WEST—Bright, airy single room, 
72D §T.—T-roo tual art living | fully furnished; for sale, reasonable; 1%] ‘ecorated 5-room elevator apartment; par-|128D ST., 521 WEST (between Broadway 157th St.)—Newly completed, one block BLOOMFIELD. N. J. doar . |  N. en, | _adjoming bath, , $8. Apt. 64. 
tal $0. —- St ov Pn 9 rae v fe years’ lease. Call Saturday P M : quet floors and white woodwork throughout; and Amsterdam Av.)—Seven-room apart-| from school; 6-room corner apartment; rent ; OMFIBLD,, N. J. (Boardman, 17 Wash-/7iST, 81. WEST (AP! sARTMENT HOTEL). | 95TH. 115. WEST-—Medium front room, $8; 
room x22, Steinway Grand; elightfu ly | nn ens | immediate possession; $115 July 1 to Oct. 1, | ment, electricity amd all improvements; rent} reasonable. Apply on premises. ington Place)—Four large rooms and bath,| Newly decorated one and two rooms and ; 
cool; 3 exposures; . baths; June 15 to Oct.|153D (870 St. Nicholas Av.)—5 outside $125 from . £. very reasonable. Inquire on premises or | —————————— — — | 21_ improvements; private porch; pleasant | b $12.50 up. —— ten EE cha . 
> $200 month. Telephone Trafalgar 3812. rooms, comfortably furnished; plano, vic- - oy Longacre 7176 ST. NICHOLAS.PLACE, 80—5 and 4 large} grounds; July 1: references; $75. FULL HOTEL SF: VICE ENDICOTT 9780. | 06 rH, 142 Wr ST—Comf« ortable light room, 
$2D, 182 WEST—Houghton Company beautt-| tfola: available June 15 for Summer or | CULH: SM Mat ie Sererences required. | 124TH ST., 431 WEST—One room and|,'ooms: latest improvements; near Polo| HAST ORANGE (S12 Park Av.)—New, steam | 71ST, WEST—Latge, well-furtished room. | eigen Schmidt. Riv- 
ful apartments, exceptionally low rentalg | longer; reasonable rent. Apt. 1E. _?P ; as . 2 wo Ss Segunda. Apply Supt. or phone Audubon heated apartments, 3-4-5 rooms, all im-| hot. cold water: private house, owner's | ————— 


| iseTH Bro Wrst rye ay 5 , : kitchen; all improveemnts; basement, $25. SS 
for Summer; full information at office. | TH, 570 WeST—Sublet for Summer, four- HOST. and © rooms, all Lnprovemnents ss | Se rechtieererslanccnssenaticmecssmcmeentansese | St S provements. Apply on premises or H. A.| residence: gentleman; references. ' Endicott | ite Ht T (2D). 
Endicott 0278. } room front elevator ‘apartment, 2 bedrooms; | Newly decorated, attractive room, southern 


x 5. Appl anitor, 223 East 69th St. r — st at Cane ame” “ides. tenn! eine ae ar 2 2 , t 
————_———— | convenient: $75: references 4 mY 68. i ee. ee (Th ae two gyi ch 7 ee ok oad oe =< ST. NICHOLAS AV., 974 (159th St.)—5, 6 oe 2. wees Ren, Nemarm, &. = a2. ne | CK DOBUTE, suitable 1, 2; kitchen privileges; 
72D, 166 WEST—$12 onth Superin- corventant:_ $75; - : in On aie. SRR fs! ~ . ‘ : ,] * aan D rooms, elevator; newly decorated; moder- | ——2— SJ ss. 71ST. 259 WEST—Front parlor bedroom: Guaneae catea. , 
72D, 8 25"a month. Superin-| jsopq 5ag WEST—Four delightful : three rooms, furnished or unfurnished; . Supt. premises. ate ONTC P > fano: balcor od entl : 
tendent will show. Apt. IIC. | ‘elevator, telephone, "piano, Visteetas ee maid sservice avallable; restaurant on prem- ~ a ———— ~ ph henge (31 Trinity Place)—New steam-| | Dian: vate podern; gentleman; rea-) TH, 1 WEST (facing park)—Blegantly fur- 
raat eae demetunineimirh ae ctvbian ashe ace ocea 1 anes *|{ses. Apply to Mr. Merritt, on premises. : 523 WEST—5 room, all improve-|sp NICHOLAS AV., 301—5-6-room apart-|_™° apartments, 4 and 5 rooms, ail) ————".~ ——— | nished front rooms, suitablegtwo; hotel ser- 
74TH AND BROADWAY (Hotel Prisament)— | toung. = ~ telephone service? $65. Audubon ments, elevator "hnprOvensents: inquire modern improvements. Apply on premises or 71ST, 261 WiEST—Newly furnished double, | vice; running water; $3 up weekl 
Beautiful parlor, chamber and private " — 3 72D, 155 EAST—Six rooms, two baths, 570. + . | H. A. Langbein, 24 Branford Place, Newark, | ingle roo baths, kitchenettes: $8-$18. | S. FUDMnS Warer, 22 GD wees. 
bath in high-class apartment hotel; outside 162D ST., 659 WEST—Attractive two rooms, open fireplaces; available July 1; conces- premises. N. J. Phone Market 3122 a5 Peat U -- mn jenettes; 96-918. SiTH, 256 WEST (Apt. 42)—Clean, cool 
rooms; leaving city, sublet reasonable, Suite | So manele reasonable; available 15th. | sion Oct. 1; tent $2,300; all outside rooms. | 135TH ST., 629 WEST—Five rooms, eleva-| gr NICHOLAS AV., 935—T. sublet, 3 large | 1ST, su le, private bath,| room: Summer rate: $8-$12. 
ngle, Telephone Butterfield 5654. tor: near Drive; reasonable rent. Supt. : : , NEWARK (323 Park Av.)—New steam- kitchen; $16 « ai ngi es, $7 up. wat Sin what, hice Le. 
—_— : ) rooms; southern exposure; near school; heat a, (ap - SST oe ae anne | ORTH, 316 WEST—Attractive, newly deco- 
eated apartments, 3-4-5 rooms; | 71ST, 27 WEST—Newly furnished residence, rated private bath, kitchen: suitable 2, 3: 


1415. a hh I eet a an | 
1172D. 725 —Lar ; * 8 . lan : - - gs 3322. 
172D, 725 WEST—Large, cool, newly fur- | 75TH. 188 EAST—3 large rooms. new ele- | isyri3, 621 WEST (near Drive)—5 beautiful | ong lease. Art. 46. Billings 3322. | nrovements. Apply on premises or H. A.| _large rooms, twin , beds; $10-$14. | Summer rates; also skylight room, $4. 
| 9TH, 244 WEST (Apt. 31)—Beautifully fur- 


74TH—Sublet for Summer my _ beautifully | E . 
1. | nished 3-room apartment; near Riverside | _vator building; sublet at bargain, $112. _| “rooms; 24 floor; newly decorated. ST. NICHOLAS PLACE, 75 (cor. 153d)—Five | Langbein, 24 Branford Place, Newark, N. J-| 7is¢ 39 W (near Park)—Single, doubl 
an NGOs, 26 Tnet; Bowty, Some 1 ; 13 - —— 


furnished studio apartment, only $75; regu- | Drive: elevator: : 
1 sndi i r;_ phone; $85. Apt. 37. 79TH, 242 EAST—6 light rooms, bath, steam, epee > ; , ; 
ne > 186TH, 530 WEST—6 large rooms, large rooms, front; new elevator building, Phene Market 3222.00 rooms, adj iaiag bath; $7-$12. nished outside, running water; single, dou- 


Jar rent, $125 monthly; victrola. Endicott not conler,’ santana: 
8288. | 176TH—Sublet § er, auti 8- : ¢ ; i : i F . ——— earnestness 
176TH—Sublet Summer beautiful 38-room floor; suitable for doctor; near su Apply Superintendent on premises. NEWARK--Yates Av., 17—-First floor, 2-| 72D. 14 ‘ST—Desirable coo] room for} dle; reasonable. MeGrath. 


x ss apartment; real kitchen; $65. Trafaigar| 81ST ST., 909 EAST Sorthenat corner Park 
wars ee Ee Bs ype nen B44, $ . Av.)—6 rooma, bath, 25. 395 ST. NICHOLAS AV., 880—Elevator apart- Ry house, 6 rooms, bath and garage;| business woman, reasonable. | OTH, 300 WEST_—Attractlve latae and 
gdle. Pvc tm tcom. Mae pg Micticetanii 183D. 735 WEST—Apt. 1-A. 8 rooms and| ®°TH, 229-233 EAST——6 room, bath elec- 140TH, 477 WEST—Five rooms, high-clase| Mert. 5-6-7 rooms. Superintendent. $70. ‘Apply Real Estate Dept, pw ag Ba 173D, 48 WEST--Single room, lavatory; gentie-| small rooms, kitchen privileges; elevator. 
‘bath; sublet’ reasonable,” See superin- | _tHcity, hot water; _$55-$65. elevator apartment; ready for occupancy;|  T{EMANN PL., 45 (WHITESTONE). Trust Ca, Prudential Building. 5 Ne" | meth Beteaae mepey; Mevatee.._ SE sogth. | Kesnede. 
80. Apply on premises. between Broadway and Riverside Drive, 73D, 244 WEST—Two rooms; larger, with | TH, 306 WEST, near Riverside—Cool front 


75TH ST., 166 WEST. : LAS 
RP Ee Bk of . tende emises. 87TH, 56 EAST (near Park Av.)—6 rooms, 
HOTEL EMERSON. pn A - ees high class, clevator; $1 - EST (295 _N _| block gouth of 125th St..and Broadway sub- ee private bath; private house; gentlemen. } oor; subway; private. Apartment 4B. 
Comfort, service, environment, with- 191ST, 598 WEST—Sacrifice; rental §75; a Fe 142D, WEST ( Convent Av.)—New high way station; 2 and 3 rooms, bath and wane 13 140” »~S Re, rs | 
cit watravaghnoa? few Gholon ‘dome dann sith aadteter Deuuck Gummme PR ng $iST ST., 118 HAST—Seven large rooms and class elevator fret. just completed; Mans arr ay nedeedte a, furnished ae te APARTMENTS WANTED. 74TH - (2, 131 "Bro: agiway)—Nicely furnished | g (340 West End)—Cool, outside room: 
with bath, from $75 month; two-room high-class elevator apartment; June 25-Sept. bath, electric Hight, open plumbing; $110 8-4-5-6 rooms, baths; immediate occu- t ished ’ gu aah’ Gen mec sot Th q | room, single or double: also room with _modern apartment, home-atmosphere. 5D. 
suites, with bath, from $100 month. 15. Pacette. Apt. 66. asthe = *| per month. | pancy. Inquire 7: Bredhurst coer eee ee ee ee ene » Furnished, | private bath; elevator. Apt. 4C. | 101ST, 2 West—Small front room, $5; larger 
A’ FAMOUS RESTAURANT, aR Se ERR Tr ; 143D, 519 WEST—Stix large, light rooms; all| WADSWORTH AV., 120 (cor. 180th .—|EITVE-ROOM apartment, preferably near ~ 3 TEST | $7: kitchen. KE. Wade. : 
American and European Plan, IN THE HEART OF MANHATTAN, Ay. improvements: elevator: also ground fioor, mu. and 5 yas Cee, Suerneeee, Columbia; two months, Z 2015 Times; Kitchenette: $15. |4o.-FF ss 02D, 244 WEST (Broadway)—Large, small 
WOTH, 232 (between Broadway, West End)—/121 West 67th St. just completed, 1 and oreees © pig pt Re) 86, —— miata fer inet) ieassaahe —E=X er a __... -_ tai 232 bape — seats” bho a | ba, all conveniences; French family: 
' ys ’ i provements; 5. Ashland 8 4 Sg CF Ec Ser tal SOI NRO neta cremate creat 2 ior, running water; private itchenette, | references. 
1438D 8T., 610 WEST—Three rooms, high- Unfurnished. | $15: also one $10; privaté house, remodeled. 102D, 216 (corner Bway.)—Neat, cool, large 


eportinent. : room private e kitchen, | 2-room apartments; disappearing beds; 7 73 = 

phone, electric, 20; private ouse, re- {modern improvement; refined, quiet surround- STH ST., (mear Central Park)—6 rooms, class éelevat apart t: . — SS a 

modeled. ings; reasonable. Renting agent on premises. tmprovements; $55. Apply superintendent, or _Searispens; pew builting WASHINGTON HEIGHTS, 183d St. and /|7 ROOMS. 3 baths; location 79th-116th Sts.; | 73TH, 325 WEST—Summer rate, handsome- room; conveniences; elevator; $8.  (40.) 

STH 60 WEST_S < Saag a OTE NER yy RES 148D, 361 WEST (corner Broadway)—8 : ud west side; elevator apartment; corner pre- ly furnished rooms,’ dressing room, private|~"————F— — TT —O— eee 

‘8 iesen aan ie gga ns 8 = BROADWAY Cs8es)-~Osal, attractively fur- LEXINGTON AV., 1428 (cor. 0ad)—8 comer sunny rooms; elevator: $150: concessions. | Pinehurst Av., HUDSON VIEW GARDENS. | ferred; $200 per month from Aug. 1; prin- | bath. Fre alia Ra 8 = eer. 

§ rooms a it 7 - , . Ke bs . es ’ » 4." * ——_____ = ront } + . priv 

8 exposures, near Park; elevator. telephone: By. cinvamet $100. “Pisses. Apt "OG rooms; _walk-up, 144TH. 510 WEST (Br0adway)—Choice ele- Automatic Sodeinben theo -tvadiremaibiaie ph SS Ee | 7TH. 44 WE ST Large, cool room, all con twin "beds: improvements; telephone: $12, ‘ 

low rent for careful tenant. Trafalgar 9529. | Morningside €204. , "APS: “*: | TEXINGTON AV. 1.03) (i3d)—New bulld- | 4 Vator apartments, 3-4-5-6 rooms, elegantly ‘“ machines. % - i venlences; Summer rates. Trafalgar Olive. Sh Pia aes Te 

y Se ee ee ee ing, 2 ‘s, : ; $96. = 

STH, 240 WEST (Apartment 9D)—Three| BROADWAY (001 West 148th)—Five-room | yae= en ee Fooms, bath, kitchenette; $ 
large rooms and bath, including regular! corner, facing Eroadway; four exposures;|/EXINGTON AV., 1,324 (corncr 88th) — 

kitchen; $175 per month. Tel. 1896 Endi-| elevator, cool, attractive; reasonable. Edge- | —TOO™mS, all_improvements; $05 up. 

cott. References exchanged. combe 5715. Myers. 1 eS Le AV., 507 (53D 8T.). 

. . 7 " ™ Oh peso gauge yg Se og aE Eee , 3 rooms and bath, unfurnished, fu 

76TH ST., 125 WEST—Four all outside,| CENTRAL PARK WEST, 106 (T7ist)—VWell ; hotel service; elevators. sac 
rooms; handsome furniture; used but one| furnished 6 rooms, bath, maid’s lavatory, APPLY ON PREMISES. 

month; June to October or longer; $150 per | plano, victrola; $175 month; June 15-Sept. 

month. Apply premises or phone Cathedral|15. Endicott 9946. 2E. | MADISON AV., 51T—Entire ftoor, three ele- 


8513 ant rooms, bath, kitchen. Br t 7911. 
COLUMBUS AV. AND 10TH 8ST. (Hotel-wal- | —S2"+Zeome, bath, kitchen. Bryant 7011. 


77TH, 336 WEST—2 rooms and bath; mod- ton)—2 rooms and bath, furnished to ac- 
ern; reasonable. Steinberg, Trafalgar | commodate 4 persons; $125 to October. 15 _, ts AV., 
EO | Brion, Circle O86. 8 AND 4 ROOMS, $2,000-83,000, 
79TH, 135 WEST—Well-furnished three rooms| GREENWICH VILLAGE—$50; large studio,| Buildings  ~ completed; real’ kitchens; 
and bath; suitable for doctor or dentist or bedroom, kitchen, bath; until October, | 80me have fireplaces and breakfast rooms. 
private residence; terms reasonable. Apt.| Geiss, 27 Grove St. Sprin« 1764, A FEW ARE FURNISHED. 
A MORNINGSIDE DRIVE—Ph Morningsid Pe A py Ra ne an awe re Fete 
MORNINGS S “—Phone rnin e Vv t . 
G9TH, 307 WEST (2B)—High-class, six rooms} 4036: charmingly furnished apartment, és 8 ¢ ). Vanderbilt 
two baths, ‘shower, elevator; sacrifice; | delightful, cool; may be had until Sept. 1; r 
ease furniture; bargain. Endicott 3098. references required. PARK avs ieee geome apart- 
; “ mote ment facing rk Av. an ardens ; bal 
81ST ST., 45 WEST. MORNINGSIDE DRIVE, 70—Five-room front eeptionally la living room ; sont $3 
ATTRACTIVE, St MMER, SUBLET. apartment; exceptionally cool and airy; to for period June 5, 1925, to Oct. 5, 
gamperene’y fous sone salon bates” sublet June 15 to Sept. 15. ime Inquire renting office in building or 
edrooms, eac 4 ) 4 r ee Oe ee 
tion ,opposite park; fine cuisine; ful) hote)} KIVERSIDE DRIVE, 230—North corner 95th, wosemene SSuerGy') Sieh. CON, regarding, Agt. 
eervice. STANDISH HALL, phone Endicott outside epartment, number 67; lease from - 
£200. now till Oct. 1; beautifully furnished com-} PARK AV., 1,126 (near 90th) — 4 rooms 














Sonan BT ., BES WHST—-S-B revormm, Weitere jcc tte es 
ette and bath; %70 monthly; complete/| 143D, 500 WEST—Artistic, airy apartment two; entire floor; all improvements. 


housekeeping; references. (352), sublet for Summer; elevator, piano, 
na! Victrola; sacrifices to Gesleens. pepe; lnme- 5IST ST.. 34 EAST 
7 WEET_Tune 19.8 « J 7 . , : io a tAST. 
17 WEST—June 19-Sept. 15, 8 rooms, 3} diate possession. Cal) at once, Audubon 1180. Large living rai pedroom, real kitchen; 














also large; select; references; gentlemen. 

















decorated; buses subway, trolley. —.5 TeTH. 327 So any ~ mee ae A ee 
x " Private bus service to subway. | TTH, 327 WEST—Summer rates; newly dec- ; 
. For sale on 100% cooperative ownership plan MOVING, TRUCKING, STORAGE. orated; running water; with, without bath. 108D, as Wane Coen, metien room, one 
which saves half rent; convenient terms. | AWERICAN Storage, 247- 247-249 West 69th St.,| 75TH, 309 WEST—Large room, adjoining | Saree. ; it privileges; reasonable. 
5 rooms, $67.50-$90; | Office on premises. stores trunks, 50 cents per month; house-| bath, attractively furnished: kitchenette. — —_ Sine Aiviesibindinedcal 
exceptional view, light, high-class, elevator. hold furniture, a per month per vanload; ieee ~ te i — eases 108D (73 Manhattan Av.)—Attractive, clean 
y sartage to waréhouse $5; also packing and 75TH, 2 WEST. rooms, facing park; phone; reference 
148TH, 412 WEST — Elevator apartment, | —————————________......... sbt on ‘ t LARGE DOUBLE ROOMS: $1 _rooms, pI rences. __ 
light, large 6-7-8 rooms; modern improve- WEST END AYV., 898 (Corner 99th 8t.) | saodiere fe ey 4A BB ee ROOMS | #0. 7. 10STH ST., 37 WEST—Large front 1 


2 rat Teleph y 2 } om, 
ments; reasonable rents; Immediate pdsses- Desirable 6-7-8-9 rooms. ae so. Eviophone Endicott 2157. __ | 15TH, 112 WEST—Double coams. bath, toilet, cwie beds: suitable for couple; private 


sion. Superintendent. Spacious rooms; modern elevator apartments. | HAYES STORAGE — Absolutely fireproof, | _kitchenette, $15; single $8-$7 family. Call Academy 5580. 


a ae ae 


® , x , Rent reasonable. Apply on premises, for furniture, trunks, valuables, | —— or 

149TH, 450 WEST—Elevator; beautiful large ’ or phone Worth 6830. local, long distance, packing foreten ship. | 75TH, 30 WEST—Nice front parlor for two; | 105TH, 30 Ww EST— en large 
two rooms, kitchenette, bathroom; redeco- | —————————_______———-____-.~ | ning: reliable workmanship; reduced rates. | 2/80 room with kitchenette. e | all improvements: Acaden 
pe ES A | term} 


rated; $55. WE 5} Fe a f 
2S SCRE ST END AV. 906 (corner 104th St.) 14 West G6th. Endicott 4682. 76TH, 49 WEST—Spacious double, single, | 105TH, 248 WEST-—Clean, light 


High-class 6-7-8 room elev rator apartments. | i : < 
149TH, 450 WEST (corner: Convent)—Bleva- Apply White-Goodman, 872 Broadway. Stuy-| MOVE return load, way Boston. Pittsburgh, PE ae « Rae delicious meals optional: | ning water, twin bede; $6 each. 


tor; beautiful five-six rooms; $90-$100. vesant 0218. Baltimore, Philadelphia; wanted er all ae Cae | 106TH, 61 WEST (Ant. 5)—2 . 
ately. Evergreen 8582. 76TH, 320 WEST--Attractive large room,| small front rooms a a kite! 
private bath, kitchenette, gentleman; Sum- fined; $5-$7. ; Atigig 

wean Yabo, |. 7k _. 


a | 2 : i ee a 
FURNISHED ROOMS. 76TH, 305 WEST—Summer rates; beautiful go Re Beaut 


newly 


hh a hd 

150TH, 470 and 510 WEST—3-4-5 rooms, ele- WEST END AV., 310 (cor. T5th 8t, new 

aan’ Seren — word occupancy; very | uilding)—One room, bath and kitchenette; { => — 
. » Concessions: Apply on | unusually desirable; immediate posseasion. | 


premises. Apply on premises. 


eee: teeorencady: Dern Lear WEST END AV., 817. East Side. front parlor, running water; skylight. | suitable two: reasonable. Apt. 4N. 
~front_pa | suitable two; reasonat 





latest Improvements; sunshine; large rooms: Si i ‘ a : 
reasonable rent. I re x and eight rooms; moderate rental. In- | 11TH, 65 EAST (Hotel Bradford)—Single, | 78TH, 154 WEST—Double rooms, nicely fur-| 107T 20 TEST—Attractive SPP 
pon nn A BL wire Supt. on Premises. quire on premises. | double, kitchenette, private bath: $6 up. nished, kitchenette, running water; *sum-| oe: By azine eh ne “ 

pneneatingeee Sonn . t, ce ; reason 


Glesat tbazeonte SO. TS ja Hong $85 ; Fry rooms, P—— | 19TH, EAST (opposite Stuyvesant Park)—At- | mer_rates: references. __Fumegal | able; permanent. Forrester. 
} Poy , eat, electricity; remodeled house; Green-| tractive small studio room, young woman, | 78TH, 200 WEST—Clean single, mo ~<a ee ae 
Apply _on_premises.___ td wien ‘Village; lease 15 months, beginning} $35 monthly. Cail evenings, Sunday. Cale- || room, next bath; $5.50. Phone Taylor | uae BS, WEST—Double room, very | pri- 
06. 


132D. (48 St. Nicho’ bs July. By appointment. G 87 Times. a 07. SS 
ee cecettinens tae ae HP Sonia Ses 79TH, 307 WEST—2 handsomely furnished | pB 








81ST ST. AND COLUMBUS AV. easonable t sponsib t 
COLONIAL HOTEL, FACING PARK, ae - responsibic party. Unturnished—West Side. Apply on premises. 


/ 

| aw ly’ furnished RIVERSIDE DRIVE, 48 (119th 8t.)—8 Al eomside wages, Gump rate: somie | mt Sh 
{ apartments newly furnished and deco- cRSID . » 10TH ST., 195 WEST—Modern th: 

| 

| 


9 96th 
153D, 640 WEST—New elevator apartment; Sgn i OP Ee eT coms, bath, $15; without bath, $10.50- $12, 
" \ 


all latest improvements, overlooking Hud- 3 AND 4 ROOMS: NEW HOUSE. 


pa double room, private bath, kitchenette; 
ted; lor, bedroom and rooms, 2 baths, extra lavatory, 3 master . t 2 79TH (393 West End)—Medium room, run- | 2*¢/usive house. 
rate parlor, bedroom an ath, $30 weekly, | Mh a ae Ro ny pe xivehgn, 3 otpert 3, kitchen. Brockway, Watkins one of two people; hotel service; restaurant; ’ 


| &c.; newly furnished. 


block from two subways; daily, $1.50 up. ning- water, bath adjoining, $11; refer-} 110TH (Riverside) — Beautiful front room; 





or $125 month up. Trafalgar 2000. 


81ST AND COLUMBUS AV. (OPPOSITE an 
PARK, ENDICOTT HOTEL) — PARLOR,| RIVERSIDE DRIVE, 845 (Apt. — 53 WEST—5 rooms, all improvements; 
BEDROOM AND BATH, $5 DAILY OR $30 Beautiful new apartment, 6 rooms newly decorated; refined locality. Super- 
WEEKLY. INQUIRE MANAGER. | nific eat en ings ; me a Be jess than | intendent. 
| rent or Summer months shiand 9466 
‘ ? ae Aen toot. er 4 i 19TH §.. $01-81T WEST. 
82D ST., 54 W2HST—Two rooms, wel) fur 2D ST.. 301-305 WEST. 


n RIVERSIDE DRIVE, 670—High-cl - 2 
nished, bath, kitchenette, piano, private ee pate | MODERN PR AA BUILDINGS 


IN OLD CHELSE 
FOUR-ROOM SUITES. 


son; 3, 4 and 5 rooms. Superintendent. White stores; rent $55-$75; concession. Madison Square 1784. ences. elevator; exceptional Jewish family 


S750 





y _ ~ . i Ee a eR i aaa “ 
157TH, 602 WEST—Three to eight beautiful CONCOURSE, 1,964 (179th)—2-3-4-5 rooms; 299TH, 29 EAST (MARTHA. WASHINGTON) TSTH, 224 WEST—Gentleman's room, private Gol dknopf. Cathedral S759. - 


> 


rooms, 2 batha, sub “ 2 
way at corner, all im-| reasonable. Supt. Jerome 3331 —i0) ROOMS, FIREPROOF; A WOMAN’S | _ bath; Summer rates; small room; subway. | 110TH, 141 WEST—Attractive room, 2 win- 


provements; rent extremely reasonable. SS 
GRAND CONCOURSE, 1,749 (Lewis Morris 


160TH, 520 WEST. 


Be lerge rome ae wes on improve- ranges. Dayton 3752 appointment. 
———— | LORING PLACE, 1,944 (corner 179th)—3-4 


| 
} 
" | Oe ROOMS WITH RUNNING WATER, | goTH. 133 WEST—Immaculat fur-| _@°wS, facing Park; running water; Summer 
Apt. 9K)—@ elegant rooms with =. $18 WEEKLY FOR ONE PERSON: |" nished airy room, running = rs aa pwn k= ‘Apt. 83W. Monument 9845. 





50 TO $21 WEEKLY FOR TWO; ROOMS | tricity: $8 a 
WITH PRIVATE BATH, $21 WEEKLY FOR | ———————___________________ 112TH, 883 WEST (Apt. 7 C)—Sulte tye 
ONE; $24.50 AND UP WEEKLY FOR TWO. | 80TH, 176 WEST—Large, airy room, all con- | rooms; double room; airy; near Brodd~ 


telephone; June to September. Trafalgar 4264,| ®partment, kitchenette; - 
veniences; private family; $7. Bormann. == cars, buses; refined business people. 
| 


only; refined couple, Edgecombe 3024. 
ao Ad Sacton Saar clans eo! nplete sper’. | S2._2C. Attractive apartment jently located 
, kitchen, bath; clean, complete. nts, poorer ont oca. 
a RIVERSIDE DRIVE (uptown)—Beautifu' 8-| for all transportation, lines; 4 
83D, 3224 WES8T—5 rooms, southern iad room elevator apartment; $90. Telephone JAMES BLES 80 
gure; reasonable. Trafalgar 7583. Apt. Trafalgar 8414. i 191 9th Av. Shelees 5266. 


161ST ST. (between Fort Washington Ay, large, all light rooms; latest itmprove- 


and Riverside Drive)—4-5-6-7 
vator butiding; Pent relents sea ments; bequtiful location. Apply on premises 
renting office, Hudson View Construction] MOSHOLU PARKWAY, 189 (206th)—Sublet, 


Co. Riverside. Dri ; 
Telephone Wads Gsk, OE lat Mt. | exceptional modern. 4-room spartbent, two 


29TH ST., 33 EAST—LARGE FRONT ROOM, 
2 WINDOWS, COOL AND AIRY, WELL | augt ND COLUMBUS AV. (HOTEL EN- ; . 

FURNISHED!; FOR ONE OR TWO GEN- )—ROOMS WITH RUNNING ve all improvements; reasonable... Gaspar. 
TLEMEN; REASONABLE. APPLY MAN- TER $2 A DAY, $12 WEEK; BATH A a eee 
28 EAST 28TH ST. JACENT: COMPLETE HOTEL SERVICH, Continued en Following ay 


LI2TH (1,842 Tth Av.)—Attractive cool room, 


plete; 6 rooms, all outside; Might, airy; very modern {ny ments; $85. Inquire su high-class elevator apartment: - ' .- sais te 
moter provements: _S_inguire Supt =s aindetaienn dante os Ge Unfurnished—Bronx. 21TH ST., MADISON AV. (Hotel Madison)—| rooms, adjoining bath; gentlemen. Trafal- aes 398 WEST—Reautifully furnished 


$90. wiapersen, 0: 


r 





Closing Hours for Advertisements 


Sunday Edition 
WEDNESDAY, 6 P. M.—Schools, Steam- 
ships, Hotels, Resorts. segments. 
_ THURSDAY, MIDNIGHT—Dispiay Apart- 
_ Ments and Real Estate wtih cuts, raphe, 
Matrices or drawings. 
FRIDAY, 3 P. M.—Editorial Section. 
FRIDAY, 8 P. M—Undisplayed classified, 
Business Opportunities. 
TODAY, SATURDAY, 1 P. M.—Undis- 
played classified, subject to omission, 
Daily Edition 
Advertisements fo: daily edition must be re- 
eeived before 4 P.M. day preceding publication. 


Classified Advertising Rates 


Minimum space 2 lines, Agate Jine of 6 words. 
Situations Wanted. eee 
Furnished Rooms, 

Boarders and Board Wanted. 


*Salesmen Wanted... 

Lost and Found. 

Real Estate, 

Apartments to Let and Wanted. 
Country Board 


seeee eect ewneeeneee 


oeeeeeeee 


Agents Wanted.,...... 
Mortgage Loans 
Employment Agencles.... 
Public Notices. . 
Business Opportunities... 


Buyers’ Wants, Offerings to Buyers.... 
Book Exchange (Sundays) 

Lost and Foxnd, Deaths, 
Births accepted until midnight. 

Errors avoided by delivering sdvertisements 
in advance of closing time. 

Telepfone LACkawanna 1000. 

*in salesmen advertisements basis of 
compensation, either salary or commis- 
sion, and article.or service offered must 
be stated. 

Reward of $100 offered for itnforma- 
tion leading to arrest and conviction of 
any one inserting a fraudulent adver- 
tisement in The New York Times. 


Offices of 


TH? New York Times 


Times Building 
Times Square 


Times Annex 
43d Street 
West of Broadway 
Downtown 
7 Beekman St. 
Wall Street 
165 Broadway 


Harlem 

187 West 125th St. 
Brooklyn 

800 Washington St 


Bronx 
2,829 Third Av. 
(148th St.) 


Fordham 
11 E. Fordham Rd. 


FURNISHED ROOMS. 
West Side. 
Contiiued From Preceding Page. 


212TH, 536 WEST (44)—Large light room, 
American gentleman; homelike; shower; 


elevator. 


pat i ee 
‘112TH, 611 WEST—Pleasant rooms for right 
party; references; call Saturday, Sunday. 


87H, 605 WEST—Attractive double room, | 


elevator; kitchen privileges; $10.50. Apt. 53. 
eee 


114TH 628 WEST (Apt. 61)—New; com- 
plete; immaculate; delightful; river; busi- 
ness adult. 


114TH, 622 WEST (Apt. 4)—Very attractive 
room for ré@fined business woman. 


112TH (Broadway)—Room, private bath; no 
other roomers; exceptional; $10. Cathedral 

4024. 

115TH (50 Morningside Drive)—Single, double, 


facing park; refined; $10, $16. Dickson. 


116TH, 606 WEST—Cool, breezy room, run- 

ning water, light, quiet, near subway and 
bus; references; reasonable. Apartment 113. 
eee 


116TH, 215 WEST—Exceptionally desirable 
modern room, every comfort; private. Rice. 


118TH, 210/ WEST. 
HOTEL CECIL. 
ROOMS WITH OR WITHOUT PRIVATE 
BATH, FROM $10 PER WEEK UP. 
FULL HOTEL SERVICE. 


118TH, 417 WEST—Attractive rooms, 
lent service; Morningside Heights; 
. Habberton. 


118TH, 401 WEST—Double, single; large 
closets; reasonable; business women. Apt. 4. 
Pech tt ta nc ln 


118TH, 414 WEST—Kooms; good exposure; 
pear Columbia; $6-$7.50. Apt. 23. 


118TH, 416 WEST—Light, clean room, single, 
evuble, quiet, cool. Apt. 62 
Ji8TH, 151 WEST—Large front room, kitch- 
enette; all conveniences. 
120TH, 371 WEST (facing park)—Parlor 
Buitescouple; single outside. Cathedral 7766 
(21ST, 420 WEST—Front light room, suitable 
one or two. Apt. 25. . 
22D, 416 WEST (Morningside Drive)—De- 
lightful location for Summer; heights over- 
looking Morningside Park; residence club, 
near Columbia; choice environment; attrac- 
tive general reception room, single rooms, 
kitchenette, $7, $9;; large front for 2, kitch- 
enette, $14; large kitchen, $16; private bath, 
$15. 
122D (126 Claremont Av., Apt. 3)—Modérn 
room, adjoining bath; reasonable; gentle- 
man. : 
122D, 540 WEST (Apt. 23)—Desirable room, 
kitchen ; reasonable j references exchanged. 
23D, 540 WEST—New, attractive two rooms, 
bath, housekeeping apartment, Summer 
months; suitable couple or 2 women. A13. 
124TH (552 Riverside Drive)—Cool, large 
room, running water, $8; private. Thomp- 
son. 


excel- 
$6.50 


24TH, 557 WEST (Apt. 36)—Large, cool, 
front rooms, twin beds; single; all conveni- 

ences, private; references; $5 up. 

139TH, 6C9 WEST (5A)—Beautiful 

new, single, double; cool; kitchen. 

142D, 625 WEST (near Riverside)—Medium- 
sized room, $6, $7; smaller, $5. 

143D, {31 WEST—Elegantly furnished room; 
private family; home privileges. Apart- 

ment 4-A. 

145TH, 468 WEST—Large front room an 
kitchenette, improvements; subway and 

elevated. 

145TH, WEST (281 Edgecombe Av., 
8B)—Large, cool, bath, elevator; $6. 

147TH, 561 WEST, Apt, 5—Nice, bright front 
room, near bath, $7.50. 

149TH, 554 WEST—Beautiful rooms, newly 
furnished; housekeeping; also single; Sum- 
mer rates. - 

5IST ST., 555 WEST (Broadway)—Beautl- 
ful, large, adjoining bath; private; reason- 

able; elevator (23). 

151ST, 512 WEST—Independent, comfortable, 
homelike; adjoining bath, shower; eleva- 

tor; reasonable (2E). 

151ST. 661 WEST—Large room; private fam- 
ily; phone, shower; $5. Apt. 35. 

165TH, 552 WEST—Large room, kitchenette; 
overlooking Jumel Gardens. Phone Wads- 

worth 5833. 

170TH, 635 WEST—2 nicely furnished rooms, 
bedroom, parlor; all conveniences. 1E. 

Pn sh hn 

178TH ST., WEST—Only two in family; airy 
room, front, corner apartment; excellent 

opportunity one or two business people; twin 

beds optional; rivate phone. Dordony. 

Washington Heights 5487. 

180TH, 661 WEST—Exceptionally large, cool, 
airy room; bath; gentleman, couple. Leon. 

181ST (416 Fort Washington Av.)—Sunny 
room, private family; elevator. Apt. 31. 

184TH, 601 WEST—Attractive room; cool; 
housekeeping. Schoofs, Apt. 2A. Wads- 

worth 3142. 

184TH ST., 


Apt. 


608 WES®—Light, 
bath; $5. Apartment 7. 
86TH. 200 WEST (2D)—Large, small or 
_fulle; privave lavaicry; kitchen privileges. 
BROADWAY, 3,505 (143d)—Apartment 32; 
large, airy bedroom, adjoining bath with 
shower; twin beds if desired; kitchen privi- 
leges; elevator apartment. 
BROADWAY, 2,534 (Ordway 
One and three rooms; all 
reasonable. 
GREENWICH VILLAGE—Room, bath, $50; 
with lavatory $35: improvements; gentle- 
man. Chelsea 0835. 
GROVE ST., 61 (Sheridan 
tonnes, newly furnished, 
bed. Paine. 
IVERSIDE (between 92d and 93d)—Large, 
comfortably furnished room, adjoining 
bath; private family; suitable business 
couple; references. Riverside 4393. 
RIVERSIDE (125th) — Subway, bus; new 
beautiful cool room; conveniences; eleva- 
tor; refined; single; $30 monthly; references. 
Telephone Morningside 6918. 
IVERSIDE DRIVE (near 100th St.)—Out- 
side room with lavatory, overlooking Hud- 
deautifuliy furnished, private house; 

references. Riverside 8352. 

RIVERSIDE DRIVE, 110 (2W)—Cool, light 
room, Hudson River view; breeze; single, 
ae: private bath; reasonable, Caledonia 
16, 


airy’ near 


Apartments)— 
conveniences ; 


Square)—Cre- 
bookcase, day 


RIVERSIDE DRIVE, 353 (108th)—Delight- 
fully cool, facing Hudson; maid service; 
elevator; Summer sates. Academy 0872. 
RIVERSIDE DRIVH, 214 (94th)—Attrac- 
tively furnished, cool, adjoining bath; 
Summer rates. Morton. 
RIVERSIDE, 222—Delightfully cool, private 
bath; smaller, $12; beth overlooking Hud- 
f0n. Campbell. 

IVERSIDE DRIVE, 92~Homelike, cool at- 
tractive; exceptionally large, clean rooms; 
Summer rates. 
RIVERSIDE. DRIVE, 214 (Apt. 2)—Very 
nice furnished room, suitable two gentle- 
men, business couple; with or without meals. 
RIVERSIDE (9ist)—Large corner room, 
running water, shower, $12; gentleman. 
Riverside 6497. 


RIVERSIDE DRIVE, 116 (84th)—Large out- 


side room, cool, homelike, connecting bath.- 


Saunders. 


RIVERSIDE DRIVE, 151 (87th)—Large 
room, with or without kitchenette; meals 
optional. 

RIVERSIDE IVE, 315 (104th)—Double, 
bath, kitchenette; also single, $8; owner's 

home. se 

RIVERSIDE DRIVE, 610 (Apt. 7)—Attrac- 
tive 3 rooms, shower; gentlemen only $6. 

RIVERSIDE DRIVE, 640 (10G)—Corner room 
facing river; breezy, clean, private Bath. 
RIVERSIDE, 524—1-2 front rooms, river 
view, housekeeping; $8.50-$16. Ritnour. 


RIVERSIDE DRIVE, 223 (95th)—Large, airy 
front room for Summer months, facing 

Riverside Drive; piano included: excellent 

| te student. Rollins. Tel. Riverside 
41. 


WASHINGTON PLACE, 88—Cool, large, me- 
dium rooms; improvements, shower. Lynch, 
Spring 4798, - 


WEST END, &0 (10lst)—Attractive large 
front room ; southera exposure; elevator. 6B. 


WEST END AV., 630—Cool room, twin beds, 


private bath; also basement. 
THE FORBES, 
3° Riverside Drive—Attractive single and 
double rooms; references. : 


ATTRACTIVE rooms for business woman, 
$5.75 to $8.75; kitchenette or kitchen; maid 
service included. Telephone Cathedra! 8884. 


ATTRACTIVE ROOMS, FOR, BUSINESS 
women, he to $8.75! kitchenette, maid 
service included in rates. Cathedral 8884. 


BEAUTIFUL rodm, reasonable, lady. 9 
Post Av., Dyckman St, station. Didden. 


TWO attractive rooms, together, separate; 
private family; near beach. Bayside 


CLEAN, cool, peaceful, very light, modern 
room, suite; $10-$20. Riverside 1022s. 


YOUNG LADY wishes young lady share large 
hotel room. M 577 Times. 


Bronx. 
UNIVERSITY AV., 1,974 (corner Burnside)— 
Sunny ‘room adjoining bath; modern apart- 
ment; four blocks west Burnside Station, 
Jerome subway, and elevated; $6. Raymond 
6665. Willams. 


ee 
UNIVERSITY AV., 2,287 (near all transits)— 

Two airy, newly furnished front rooms, 
twin beds, for 2 gentlemen; all modern con- 
veniences; $15 per week; must bé seen to be 
appreciated. lee’s bell. 


Brooklyn. | 
MARLBORO ROAD—Nicely furnished room 
for gentleman or couple; fine private resi- 
dence; near subway express station. Buck- 
minster 8609. 


Long Island. 

| BEECHURST—Large furnished room with 
bath and porch In private home; 88 minutes 
|}from Penn. station; near beach; tennis and 
bathing. Telephone Flushing 4082-R. 


DOUGLAS MANOR, L. IL.—Attractively fur- 

nished suite, few minutes from. beach, 
| pk minutes Penn. Station. Phone Bayside 
1979W. : 


FAR ROCKAWAY, 1,317 Grandview Av.—6- 








room apartment, elegantly furnished; ga- 
rage, tennis court; also single rooms with 
kitchen privileges; 5 minutes walk to beach. 
Yasner, Far ockaway 5540W. 
i NTINGTON, 2 or 8 nicely furnished rooms 

to let for light housekeeping, in house 
|}with all improvements, near Huntington 
| Village; also garage room for one car. Mrs. 
J. Coyne, 25 Highland Avy., Cold Spring Hill, 
Huntington, L. I. Tel. Huntington 272-M. 


JACKSON HEIGHTS—Large, sunny room, 
1-2 gentlemen; twin beds; private. Have- 


separately. 


LONG BEACH—Elegantly furnished rooms; 

season, week; private family; near ocean 
and station. 63 West Walnut. Telephone 
1591. 

LONG BEACH—Attractive, near ocean; spe- 
cial week-end rates. 50 Pennsylvania Av. 
ROCKAWAY PARK—Large and small 
rooms, kitchen privileges; 4. minutes from 
station; reasonable. Phone Belle Harbor 

O866. 
ROCKAWAY PARK — Exclusive section; a 
few choice rooms; with or without board; 
excellent table. Mrs. M. Gilman, 174 Beach 
120th St. ° 
pid) 
ROCKAWAY PARK—The Bel-Ponsit; 
furnished, running water in rooms, 
or without table board. 128-04 Boulevard. 
Corner. 
ROCKAWAY PARK—158 113TH ST. 
Cool rooms, reasonable; balconies overlook- 
ing ocean. 
ROCKAWAY PARK—1-2 large furnished 
rooms, private kitchen. 435 122d St. 
WEST PENN VILEA, 
717 Penn St. 
LONG BEACH, N. Y. . 
Newly furnished; American and European; 
five minutes to ocean and Olympla open air 
pool; write for rates. 
DESIRAELE room with bath In private 
residence for business man; references ex- 
changed. Telephone Boulevard 6709-W. 
COMFORTABLE rooms, select neighborhood, 
gamage, near station. Flushing 0387R. 


New_York State. 
ATTRACTIVE room in village home facing 
lake and near Erie station; good train 
service; beautiful country. 7 Washington 
Av., Suffern, N. Y. 


New Jersey. 


SUMMIT — Two attractive connecting front 
rooms in refined home. 27 Crescent Av. 


TWO large front rooms in pleasant country 
home}; lavatory, bath; garage space; sult- 
able business men or couple desiring con- 
Summer location; references ex- 
Romaine, 1,013 Teaneck Road, 


UNFURNISHED ROOMS. 


/ 
11TH, 146 WEST. 

Large room in private house, all conveni- 
ences; suitable for 2; southern exposure. 
184TH, 701 WEST (N. W, cor. Bway)—New 

building, 3, 4 reoms, bath, real kitchen: 
$60-$88; unusual suits for refined people. 
GREENWICH VILLAGE—Large room, 

joining bath; private family; separate en- 
trance; near express station; will furnish if 
necessary. Sylvaine, 29 Bank St. 
GREENWICH VILLAGE — Large 

southern exposure, adjoining bath; 
rate entrance. Phone Watkins 0354. 


VANDERBILT .STUDIOS—Attractive reduc- 


room, 
sepa- 


furnished; 
kitchenette; dining room on premises. Cale- 


donia 2777. 


ROOMS WANTED. 


Furnished. 
FURNISHED ROOM wanted b 
men in refined family. W 87 
town. 


BOARDERS WANTED. 


East Side. 
THE FORBES, 
218 Madison Av.—Attractive single and 
double rooms; excellent table; references. 
West Side; ~ 
5TH AV., 7—WELL-FURNISHED ROOMS, 
PRIVAT Et BATHS, ELECTRICITY; 
SWITCHBOARD; UNUSUAL TABLE; RE- 
FINED SERVICE; BOOKLET. 
63D ST., 34 WEST—Attractive front parlor, 
also single room; board; references, 
87TH, 351 WEST—Large, small rooms, piano, 
private baths, electricity; French cooking. 
75TH, 34 WEST—Attractive room; all mod- 
ern conveniences; excellent table; 
guests. 
76TH, 49 WEST-—Spacious clean double, 
single, private bath; delicious meals; 
reasonable. 
76TH, 331 WEST—Double, single, private 
bath, sunny front basement; French culsine. 
80TH, 123 WEST—Comfortable. cool rooms; 
meals optional; reasonable rates; worth 
investigating. 
80TH, 143 WEST—Comfortable rooms, pri- 
vate bath; superior table board; homelike; 
references. 
86TH, 114 WEST—Large and small room; 
quiet Christian home; references. Roome. 
90TH, 24 WEST—Single, double rooms, all 
conveniences ; exceptional table; reasonable. 
Spier. 








business wo- 
Times Down- 


BOARDERS WANTED. 
West Side 


98D, 254 WEST—Single, double rooms, pri- 
vate bath; home’cooking; Summer rates. 


94TH, 18 WEST—Large room; home 


people, 
home _ environment, good home, meals. 


105TH, 76 WEST—Good rooms, good table, 
good company: references; reasonable; 
Southerners. . 


pt a Se oS OO 
113TH, 241 WEST—Board and room, private 
bath, piano. Monument 6970, Jay. 


152D, 545 WEST—Large room, every con- 
venience, home cooking; reasonable; pri- 


vate house. Thorpe, Edgecombe 4823. 
154TH, 428 WEST (near Amsterdam)—At- 

tractive, cool, double room; lavatory; good 
table. 


BOARD WANTED- 


JAPANESE student desires room near Co- 
lumbia University. Y 2432 Times Annex. 


COUNTRY BOARD. 


Long Island. 
BELLE HARBOR—Beautiful ocean rooms 
with board. Mrs. J. Kavanaugh, 135 Beach 


130th St. Telephone Belle Harbor 3800. 
FAR ROCKAWAY (The New Shirley), 1,417 
Greenwood Av.; convenient station. and 
beach: attractive rooms with board; Chris- 
tian house. Miss Seaman. Phone 5074 Far 
Rockaway. 


FAR ROCKAWAY (607 Grassmere AV.)— 

Large corner rooms, overlooking ocean; 
private home; private baths; with,, without 
board; running water in rooms. ‘ar Rock- 
away 4712. 


FREEPORT—Room and board, excellent 
home cooking; gold, meating. fishing, bath- 
ing, &c., short distance from house; moderate 


rates. Telephone Freeport- 930. 


LONG BEACH—The Marshall House, one 

block from Boardwalk, overlooking ocean, 
right in centre of all activities; excellent 
cuisine; Hebrew dietary laws observed; spe- 
cial rates for June. MO East Broadway. 
Phone Long Beach 1870. 


LONG BEACH—Attractive home; spacious 
grounds: superior table; restricted section 
near station and boardwalk. Stoerger, 237 

West Beech St. Telephone Long Beach 45. 


LONG BEACH—Few elegant rooms; re- 
stricted section; between ocean and_sta- 
tio; excellent table; for season. Phone 
Long Beach 87%. 


LONG BEACH 
room, exceptional 

phone 286. 

LONG BEACH—Catering to refined guests. 

50 West Olive St. Phone 1023. 
ROCKAWAY PARK—Nice, large, cool rooms, 

excellent table; season guests; reasonable 
rates. 232 B. 138th St. Belle Harbor 3836, 
ROCKAWAY PARK—Rooms, elegant, home, 

refined surroundings; board optional. 232 
122d St. 

SEA GATE—Attractive rooms, ocean front; 
excellent table; board optional. Mrs, Gal- 
lagher, Atlantic Av, and Beach 40th St. 
Spend a Day, a Week-End 
or the Whole Year at 
KEW GARDENS INN 
(200-Room Residential Hotel). 

In the exclusive suburb of Kew Gardens, 
L. I.; overlooking miles of rolling hills 
and 18 minutes from Pennsylvania Station; 
commutatioa $7.81. 

Beautifully furnished room and _ meals, 
$50 per week for two persons; 
anda, sun parlor, billiard room, 
accessible for golf and riding; 


Penn)—Ocean 


249 West 
; Feigin. Tele- 


table. 


TWO boarders for Summer months in beau- 
tifully located private home on Long Island 
Sound, within 40 minutes of New York; ref- 
erences asked and given. Address Mr. &., 
11.East 42d St., New York City. 
“New Jersey. 
ATLANTIC HIGHLANDS, N, J.—Furnished 
rooms by week or month. Mrs. McCombs, 
29 East Highland Av. 
ROSE HAVEN SCHOOL AND CAMP, co-ed, 
ages 4 to 10. Catalogue. Box 17 A, Tena- 
fly, N. J. Phone Dumont 177. 
New_York State. 
ROSCOE, N. Y., HIGH FARM—Qulet, small, 
select house; clean, choice table; bath; 
every comfort; simple life; 475 acre farm, 
2,000 feet above sea level; 
woods, rambles, fine views, 
upward. 


springs; 


Staten 
THE WILLOWS, Huguenot Park, bathing, 
fishing, shade trees, lawn; excellent meals; 
rooms with running water. Phone otten- 
ville 1028. 
ROOM 
couple; privvate family. 
Hills. 


Westchester County. 


MOUNT VERNON (72 Elm Av.)—Attractive 
home, beautiful rooms, private bath, ex- 
cellent meals; 30 minutes’ Grand Central 
Station; reasonable rates; adults. Telephone 
Hillcrest 5421W. 
FIELDSTON Road Country Club, at. River- 
dale, 28 minutes Grand Céntral, 40 trains 
daily: a Hmited number of vacancies for the 
Summer; cool, beautiful rooms for men and 
for women; suites and cottages for faml!- 
lies; superb grounds, tennis; exclusive but 
inexpensive. Apply .Mr. Brubaker, West 
252d St. and Fieldston Rd. Kingsbridge 3123. 


NEW ROCHELLE 
commodations for two gentlemen in refined 
Christian home; breakfast only;* reasonable. 
Cronise. 
BEAUTIFUL home in Westchester Co., 43 
miles from Grand Central, will receive 50 
persons; attractive junds: splendid 
scenery; fine trees; 35 weekly, $100 
monthly; references required. Address M. 
O. Williams, Rosehill and Union Avs., Tarry- 
town, N. Y. . 
FAMILY SEEKS DESIRABLE PAYING 
GUESTS FOR COUNTRY ESTATE AT 
NEW ROCHELLE; SUITE CONSISTS OF 2 
ROOMS, BATH AND SLEEPING PORCH. 
PHONE NEW ROCHELLE 3914. 
BABIES from birth, trained nurse's private 
home, $15 weekly. Phone Oakwood 8072. 


Other_Sections. 


MOUNT POCONO, PA. 

The Montauk, 2,000 feet elevation; 
open; special rates for June. 
SUNNYSIDE, Towanda, Pa.—Ideal country 
Ife; fine air; every modern comfort; 
mountains, autoing, bathing; excellent cul- 
sine. Misses Lamb. 

TOWANDA, Pa.—Woodleigh resort, Wood- 
leigh Boys’ Camp, located on 200-acre 
fertile farm, cool, dry air; mountain spring 
water; fresh, green vegetables; fine dairy; 
good food; owner nurse, dietician; 
masters, college raduates; water 
land sports; saddle horses; tennis; excellent 
for families, vacationists, boys in camp; 
homelike, refined; booklets. Address Miss 
Elizabeth Lamb. 


‘COUNTRY BOARD WANTED. 


GENTLEMAN, 37, and mastiff dog wish 

place in the country spend week ends dur- 
ing Summer, away from noisy New York. 
Write price, particulars P. O. Box 200, 
Grand Central Terminal. 


SITUATIONS WANTED—Female. 


SECRETARY, stenographer, correspondent, 
years’ thorough experience; take charge of 

office; high school graduate; excellent cre- 

dentials. H 325 Times. : 

STENOGRAPHER, bookkeeper, 1% years’ ex- 
perience; Christian; references; $17. J 

801 Times Downtown. 

TYPIST, general office work, speaks French, 
Spanish, English; experience; references. 

Miss Anglade, 78 Bedford, New York City. 

TYPIST, general office work; 3 years’ ex- 
perience. Call Jerome 95713 

ONE who is literarily inclined would like to 
type for author at home. McManus, Bill- 

ings 10276. 

FRENCH and English conversation; twelve 
lessons $10. Mile. Roland, Bryant 1847. 


no 


| DOMESTIC SITUATIONS WANTED 


Rate 40 cents per agate line. 


FEMALE. 


DAY'S WORK, part-time work, mornings, or 
doctor’s maid. Morningside 2926, Apt. 18. 
GOVERNESS, young lady, 24, highly edu- 
cated, speaking French, German, English, 
of excellent appearance, Al credentials, seeks 
position. Write Box 77, 1,517 3d Av. 
GOVERNESS, German, wants’ position; 
sleep home. 550 East 85th, Apartment 13. 
HOUSEKEEPER FOR SEMI-INVALID; 
LADY. P 107 TIMES. 
HOUSEWORKER—Neat white girl; light 
position small adult family, west side; 
sleep in; references. L. M., 251 Times. 


LADY wishes to find family sailing to Eng- 


land to take experienced children’s nurse, 
who will give services for assage; call 
during business hours. Telephone iwitas 
Green 1660, Extension 175. 
LADY, refined Italian, English, French, 
offers services as companion-courier to 
, chaperone group going abroad for pas- 
; appointment. 77 N, Y¥. Times Brook- 
ranch. 
LADY'S MAID; experienced; will 
Call Morningside 1134. 
NURSE, practical, experienced with chil- 
dren; position, family now, seashore later; 
child two years or over. Laurelton 1429W. 
NURSEMAID - HOUSEWORKER, colored 
girl, wishes ‘position; experience. Phone 
Harlem 8807. 
WOMAN, colored; chambermaid; country, 
willing to assist with laundry. Brad- 
hurst 3681. 
YOUNG WOMAN, European, practical nurse 
, pF woman; competent, willing. Havemeyer 


travel. 


MALE. 


CHAUFFEUR wishes private family; —— 
mechanic; long reference. Box 9, 208 East 


siaperl 


MALE. 
CHAUFFEUR, houseman, cook, Filipino, 
wants position private family; willing go 
to seashore; excellent references.“ 73 N. Y 
Times Brooklyn Branch. 
CHAUFFEUR-MECHANIC, white, married, 
15. years’ experience all cars, private; 
good references. Ziermann, 9,714 129th St., 
Richmond Hill, L. I. 


CHAUFFEURS—High-class private chauf- 
feurs supplied free. Society of Professional 
Automobile Engineers, 153-159 West 64th. 
Trafalgar 6184-6185. 


CHAUFFEUR-MECHANIC, 10 years’ experi- 

ence; private; married; city or country 
preferred. Louis Churehvale, 524 East 79th. 
Butterfield 8939. j 


| CHAUFFEUR, white, single, 35, 10 years’ 


experience; city or country; best references. 
CHAUFFEUR would like to drive party to 

California or accompany for expenses. A 
1164 Times Harlem. 
CHAUFFEUR-MECHANIC, private ition ; 

12 years’ experience; references. Enright 
484 West 124th. 


SS 
CHAUFFEUR-MECHANIC, single, 37, wishes 


position country; 
242 West 27th. 


ee 
CHAUFFEUR, experienced; permanent posi- 
tion; country. Wielema, 105 East i2ist 
St., New York. 
a 
pom private, Sn ons married, 5 
years ast position{/ r 4 
Riverside 3151. Pe ee 
CHAUFFEUR, you man desires count 
position; careful Uriver. 850 West 119th, 
care Eames. 
hg pp pw sf = ad —, colored ; 
years’ ex ence; r 2 
Melrose 5689. # I a 
CHAUFFEUR, houseman, colored; count 
aig jgteterence. 126A West 127th, Morning: 


references, Quisquerez, 


rivate; 
eynold. 


DOMESTIC SITUATIONS WANTED 


Rate 40 cents per agute line, 


MALE 


CHAUFFEUR, colored, 15 years’ capetionss, 
desires position with private family, com- 

mercial house; personal references. J. D 

care Mrs. Wells, 314 West 59th. Columbus 


CHAUFFEUR, married, age 24, seeking post- 

tion; rivate; ae to go anywhere; 
knows New York and New England roads; 
excellent references. Francis, 453 West 155th. 


COUPLE; chauffeur, mechanic; wife, cham- 
bermaid, waitress; 9 years’ private ret- 
erence. Schuyler 6060. 


_ SITUATIONS WANTED—Male. 


ACCOUNTANT, bookkeeper, 30, 12 years’ 
experience; accurate, quick at figures, 
fluent French; seeks permanent position. 
C 179 Times. 

ACCOUNTANT-AUDITOR desires part-timhe 
‘connection certified firm; salary secondary 
to opportunity. C 896 Times Downtown. 


ACCOUNTANT, familiar with income taxes, 
desires remunerative connection. A. F., 
1,367 Broadway. 
ACCOUNTANT 
CONNECTION, 
TOWN. 
BOOKKEEPER, complete charge; ge 
credits, correspondence, office detail. 
293 Times. 
ENGINEER—High-class mechanical engineery 
specialist {in conveying, material handling 
and power transmission, desires position in 
industry or for development gf new enter- 
prise; large experience and ‘sales ability. 
William Arnemann, Glen Ridge, N. J. 


EXECUTIVE seeks connection with progres- 

sive concern; thirteen years managing fac- 
tories, offices; thorough knowledge purchas- 
ing, traffic, costs, production; American, 37, 
married. D 15 Times. 


MECHANICAL. ENGINEER, with electrical 

and automotive experience, desires position 
as representative ‘salesman for Poland or 
Eastern Europe. F 289 Times. 


MECHANICAL ENGINEER, 29, Italian col- 

lege graduate, 2 years’ American experti- 
ence drafting, checking, desires position. 
Lauria, 2,082 Hughes Av. 


FEMALE HELP WANTED. 


ADVERTISING SALESWOMEN—Q VICK 
MONEY FOR CAPABLE PEOPLE, COV- 
ERING BEST FIRMS WITH BIG PROPO- 
SITION. INTERNATIONAL FASHION 
SHOW AT HOTEL ASTOR. GOOD COM- 
MISSION; PAYMENT DAILY. FABRIC & 
FASHION, 315 5TH AV. 
BOOKKEEPER—Knowledge of typewriting, 
several years’ experience manufacturing 
line take full charge; salary $30. \Call Ney- 
man Knitting Mills, 21 Hopkins St., B’klyn. 


BOOKKEEPER, competent double entry; 
cloak house experience essential. R 1 

Times. 

CASHIER, EXPERIENCED; PERMANENT; 
NO SUNDAYS. SCHRAFFT’S, 56 WEST 

23D ST. 

CHECKER wanted until Sept. 1; evening 
from 6 to 11; 850 per month and supper; 

write in long hand to T 300 Times. 


COMPTOMETER OPERATOR—Firm of pub- 
lic accountants has an opening for an 

experienced and accurate operator of neat 

appearance. Only those with above quali- 

=a should apply to Suite 519, 9 East 
t t. 


DENTAL ASSISTANT — State 
good opportunity. C 203 Times, 


DIETICIAN WITH HOSPITAL EXPERI- 
ENCE FOR 250 BED HOSPITAL AND 
TRAINING SCHOOL; STATE QUALIFICA- 
TIONS, SALARY DESIRED. BOX 88, 288 
W2iT 42D. 


ENTRY: CLERK, betweeen ages of 25 and 

30, capable of handling correspondence, 
for employment in office of a Catholic pub- 
Meation; position permanent; salary $20 to 
Begin; advancement. R 216 Times. 


MODEL, size 36, stylish figure and appear- 
ance, for fur showroom; poate position. 
MacDonald & Dincker, 34 West 27th St. 


MULTIGRAPH OPERATOR, experienced, 

about one day a week multigraphing, bal- 
ance typing ayd general office work; good 
personality; state age, religion and salary 
expected, J 283 Times. 


NURSES, graduate and undergraduate, for 
day and night duty; steady work and high 
est salary paid. Apply Y 2410 Times Annex. 


NURSE, graduate, for 2 
tant superintendent of nurses. 
St. Mark’s Hospital, 175 2d Av. 


NURSE, graduate, wanted July 1; pediatric 
supervisor. Apply day, St. Mark’s Hos- 
ital, 175 2d Av. 

NURSES, graduates 

: asthe 


NURSE, graduate; dispensar 
day, St. Mark’s Hospital, 


(CERTIFIED) DESIRES 
B 730 TIMES DOWN- 


experience; 


months as assis- 
Apply day, 


and undergraduates. 
Hospital, ockaway 


work. 
A 


Apply 
75 2d Av. 


HIGH 


MALE 


COUPLE secks position, chauffeur and 
maid; country; references; colored. Smith. 
Bradhurst 7588. 


JAPANESE boy wants position general 
housework ; reference. G 12 ‘Times. 
NURSE (German), to ‘invalid gentleman; 
best references. Paul Urian, 360 W. 47th. 
WAITERS—Two young Chinese students de- 
sire position, Summer _ resort, country 

club or roadhouse. B 1106 Times Harlem. 


FAMILY going abroad wish to place their 
chauffeur. Trafalgar 5766. 


SITUATIONS WANTED—Male. 


SUPERINTENDENT wishes high - class 

apartment house; expert painter, plasterer, 
carpenter, handy all repairs; clean-cut; best 
references. G 422 Times. 


SUPERINTENDENT, building construction, 

27: available June 8; Brooklyn preferred. 
J 291 Times, 
YOUNG MAN, 

family, living 
good educ&tion, 
ambition for a future; 
estate and salesmanship experjence. 
quick B 746 Times Downtown. 


YOUNG MAN, intelligent, healthy, 
position part time, 6-12) P. M., 
anything from secretarial 
75 N. ¥. Times Brooklyn Branch. 


YOUNG MAN, Christian, 26, experienced 

claim adjuster, exports, fluent Spanish, will 
consider proposition for nart-time work morn- 
ings or afternoons. H 281 Times. 


YOUNG MAN, high school La mongeee seeks 
business position; has knowledge of French 

and Spanish. B 318 Times. 

YOUNG MAN, college education, business ex- 
perience, desires position. Box 11, Sta- 

tion T 

YOUNG MAN, 12 years’ experience one line, 
desires change. J 269 Times. 


a. A i _. 
YOUNG married man, vast business experi- 
ence buying, selling, managing business, 
desires connection growing concern. 1444 
Times Fordham. 


~ ‘FEMALE HELP WANTED. 


SALESWOMEN—SALARY AND COMMIS- 
SION; NO EXPERIENCE NECESSARY; 
PLEASANT WORK; OPPORTUNITY, WITH 
FUTURE, WITH HOSIERY CONCERN. 
APPLY 925 LONGACRE BUILDING 1,476 
BRQADWAY. 
SALESWOMEN—Quick morey selling tickets 
to smanufacturers and jobbers for fashion 
show at Hotel Astor; $3 commission on each 
$15 ticket; payment daily. Fabric & Fash- 
ions, 315 Sth Av. 
STENOGRAPHER. 
Real estate firm desires bright and refined 
lady, recent graduate of college or 
high school preferred; write, stating edu- 
cation, age, references, religion and salary 
desired. V 953 Times Downtown. 
STENO@RAPHER, general office assistant, 
at White Plains, N. Y.; 
handwriting, stating experience, age, 
gion and salary. 96 Times 165 Broadway. 
STENOGRAPHER in English and Itaiian 
languages; state experience and salary ex- 
pected. Address R, O., P. O, Box 822, City 
Hall Station. 
STENOGRAPHER, ex 
tails; $25; call before 
Broadway, Room 1101. 
STENOGRAPHER, some 
education; publishing house. 
TEACHER, Gregg shorthand; 
bookkeeping or Pitman necessary. 
Kelloge 5515. 
WOMAN, young, refined, 
graphic ability required, preferably with 
nursing and literary experience, to assist in 
home of author and wife in suburbs; 
salary to right party; write fully, 
eaemene Box 531, 2501 World Tower Build- 
ng. 
WOMAN wanted, 


25 years of age, from fine 
in Jersey City, possesses 
leasing personality and an 

have executfve, real 

Write 


rienced in office de- 
10 A. M. 1,170 


experience, good 
R 202 Times. 
knowledge of 
March, 


healthy, steno- 


position of Bursar of 

Wells College, Aurora, N. Y.; competent 
and experienced, with good Knowledge of 
bookkeeping. Apply to President’s office. 


SCHOOL or college ‘girls, intelligent 

talkers; investigation work, solicit mem- 
bers for ideal school; good all year round; 
full or part time positions: gaalary and com- 
mission. Call 11 to 1, 228 2d Av., Ideal 
School. 


Employment Agencies. 
STENOGRAPHERS, experienced (3), $25; 
copyholder, experienced, $25; proofreader, 
experienced, $18; Santee Agency, 14 John St. 


Instruction. 


SHORTHAND AND TYPEWRITING 
in ONE MONTH by Professor Miller, who 
taught at Columbia Univ. 5 years. Open all 
year. Rooms fan cooled. 
MILLER INSTITUTE OF SHORTHAND, 
1,465 Broadway at 42d St. Phone Bryant 7180. 
No connection with any other school. 


DOMESTIC HELP WANTED 


Rate 55 cents per agate line. 


FEMALE, 


CHAMBERMAID, waltress; going to East 
Hampton, for Summer; 


9710:30, 5-8, Trafalgar 7298. 


HOUSEKEEPER, reliable, working, for 
rooming house; good wages, two rooms 
upstairs. Apply 307 West 106th St., be- 
tween 11 and 2. 


HOUSEWORKER = and 
colored; sleep in; 
erences; $15 a week. 

18th, between 10 and 
MAID, white, plain cooking, general house- 
work; excellent references; sleep out. Phone 
Stuyvesant 7979. 


MOTHER'S HELPER or nurse; light work 
Iso; good pay. Telephone Hillcrest 5156, 
call 325 Claremont Av., Mt. Vernon. 


thoroughly capable and 
_ light colored or West Indian, for two-year- 
old girl; must have a genuine fondness for 
children and take entire charge when parents 
are away. R 199 Times, 


NURSE, white, care 
years old; references r 
tween 10-2, Saturday. 
Av., New York. 
YURSE—Baby 14 months’ old; must be 
experienced and have city reference; 
call Saturday 9 to 8. Levy, 345 West 88th St. 


cook; white or 
small family; ref- 
Gladstone, 327 East 


for 2 
ulred; 
urray, 


children, 2 
call be- 
43 Sth 


MALE HELP WANTED. 


MECHANIC, FIRST-CLASS, CAPA- 
BLE MAN, TO TAKE _COMPLETE 
CHARGE OF GARAGE OPERATING A 
FLEET OF TRUCKS, FORD COUPES AND 
VARIOUS MAKES OF TOURING CARS; 
MUST THOROUGHLY UNDERSTAND 
OVERHAULING ALL MAKES OF CARS 
ND KEEP ENTIRE FLEET GOOD 
RUNNING CONDITION; GOOD OPPORTU- 
NITY FOR RIGHT MAN; STEADY POSI- 
TION ALL YEAR ROUND; WELL LIGHT- 
ED AND HEATED GARAGE; RESPONSI- 
BLE POSITION. APPLY BY MAIL ONLY, 
STATING AGE, EXPERIENCE, REFER- 
NCES AND SALARY EXPECTED, 552 
VAN BUREN ST., BROOKLYN, N. Y. 


BOOKKEEPER AND AUDITOR WANTED 
FOR ATLANTIC .CITY HOTEL; PRE- 
VIOUS HOTEL EXPERIENCE Lge tg 
REPLY STATING FULL PARTICULARS TO 
GERSTEL’S LELANDE HOTEL, MASSA- 
CHUSETTS AV., ATLANTIC CITY, N. J. 


BOY, neat, intelligent; office of large cor- 

poration; salary $12; unusual opportunity. 

Borden, 350 Madison ‘Av., 11th floor. 

CHECKERS wanted until Sept. 1, evenings 
; month and 


about 21 years of age, 
for ledger work; must have neat hand- 
writing, quick to grasp details; salary 
to start $18, increase if ability is shown. 
B 744 Times Downtown. 


COLLECTION EXECUTIVE WANTED. 
Salary $5000 to $7,500; established out- 
of-town financial institution desires 
vices of competent man with successful ex- 
perience in handling automobile instalment 
collections and adjustments; replies confi- 
dential. Y 2466 Times Annex. 


ORAFTSMEN—Several 

cut stone or architectural specialists in 
stone works only; none commanding less 
than $65 per week need apply; ability will 
be strictly investigated; drafting room now 
located In N. Y. City. Apply with full 
particulars to Mr, J. D. Vincent, Benedict 
Stone Corp., 35 West 42d St., New York. 


DRAUGHTSMEN, architectural, 3, all-around 
experienced; good opportunity to right par- 

ties. Apply 65 Madison Av., 8th floor. 

D FTSMAN, acchitectural, wanted, 
to working drawings. G 6 Times. 


ESTIMATOR, experienced in figuring orna- 
mental iron works; state qualifications, 

where previously employed. Letters, S. 7, 

3013 3d Av. 

JANITOR wanted in steam-heated apart- 
ment; experiensced. J 287 Times. 


MACHINE DESIGNER. 

Young man with inventive ability wanted 
to desi automatic machinery; good oppor- 
tunity for one who can produce results. An- 
swer, stating age, education, past positions, 
if any, and salary expected to start, W 885 
Times Downtown. 


MAN wanted, with experience, to manage 
fibre container factory now In operation. 

Y 2443 Times Annex. 

OPERATOR Burrough's ees ma- 
chine; must be experienced. uber, 314 

Park Av., Brooklyn. 

POWER PRESS OPERATORS wanted; must 
thoroughly understand die-setting and blue- 

print reading; give nationality, rience, 
references and wages desired. R 17 Times. 


CLERK, Christian, 


wanted tmmediately, 


used 


> 


"Endicott 8026 for 


FEMALE, 
young American, 
Apt. 


experienced, for 
36, 24 West 


NURSE, 
child 4 years old; call 
59th, between 10-12. 
NURSERY GOVERNESS for 
twin girls; country over Summer; 
month; city references required. 
interview* . 


WAITRESSES—YOUNG WOMEN, NEAT 
APPEARANCE; PART AND FULL TIME. 

SCHRAFWFT'S, 56 WEST 23D ST. 

WOMAN, reliable, or girl to go to Cape Cod 
with family for Summer. Telephone Bronx- 

ville 1404. 


WOMAN to do 
doctor. Call 286 West 86th 


MALE. 


CHAUFFEUR—MUST BE EXPERT ON 
CADILLAC AND HAVE CITY EXPERI- 
ENCE WITH PRIVATE FAMILY; ALL 
YEAR JOB WITH SUMMERS IN COUN- 
TRY; MARRIED MAN PREFERRED; 
APPLY REESE, 84 MADISON AV., BE- 
FORE 1 P. M. 

WANTED—Man who understands milking 
and care of cows and horses to assist on 
grounds, and care of furnace in Winter; 
wages $85 a month with room. Answer by 
hell P; Box 379, Lawrence, Long 
sland, . 


8-year-old 
$100 
Phone 


light housework and assist 
after 11 A. M. 


MALE HELP WANTED. 


POWER PRESS FOREMAN, experienced in 

trimming drop forgings; state age, experi- 
ence, where last employed and how long. 
2456 Times Annex. 


RADIO—Prominent radio manufacturer has 
openings for 2 radio research engineers, 
who have had experience with neutrodyne re- 
ceiver circuits; excellent opportunity offered 
for 2 high-grade engineers; write, stating 
full particulars, experience, education, age, 
&c.; all correspondence will be held in 
strictest confidence. Box 78, 228 West 42d St. 


REALTY MAN, thoroughly experienced and 

familiar with values and purchase of 
mortgages On property in Greater New York; 
opportunity for right man; give full parti- 
culars. R 189 Times. 


YOUNG MAN wanted, knowledge of type- 

writing and general experience. 
Write, giving full particulars and salary de- 
sired, Y 2446 Times Annex. 


YOUNG MAN, experienced typist, export or- 
ders, English; state age, experience, sal- 
ary, references. V 958 Times Downtown. 


YOUNG MAN for clerical work, excellent 
opportunity. Call Saturday morning, 114 
Liberty St., Room 602. 


pm A 

HIGH-CLASS BUILDING ESTIMATOR and 
assisting purchasing agent wanted by well 

known contracting company. R 283 Times. 


Salesmen. 


AUTOMOBILE SALESMEN —Two capable 
men to intelligently handle large number of 
spring motor car buyers; floor time and 
leads; commission basis; established house. 
tas eg, “ad Corp., énd 

. ty. 


AUTOMOBILE SALESMAN, experienced on 
used cars; commission basis. Knickerbock- 
tT, 1,694 Broadway. 


‘ 
CLOTHING SALESMEN 
experience’ in high-class 
shops; pleasant personality and 
thorough knowledge of men’s 
clothing. Apply 8:30 today. 
WEBER & HEILBRONER, 
215 4TH AV. 


with 


nf 


CLOTHING Salesman wanted, experienced, 

with following for metropolitan New York, 
New Jersey and Pennsylvania; commission 
basis. Apply Mark Andrews & Co., 200 5th 
Av., Room 932. June 4 and 5, between 1 and 
5 o'clock. 


WANTED, MEN FOR ALL 

N. Y. CITY AND RESI- 

DENT BUYERS; STRAIGHT COMMISSION 

BASIS; BIG OPPORTUNITY. VANDEWART 
Co., EAST 33D. 

INSURANCE 2 Ae rearepeier « peionyetad for 

good local salesman to bulld up a _ busi- 

ness of his own; commission basis. Room 
306, 123 William St. 


LAND SALESMAN Wanted—Gigantic cam- 
paign on a subdivision of 1,000 home sites, 
desirable high-grade property riced low. 
plots; selling at $700; we build 
homes for land purchasers; 15% commissions: 
high-power salesmen desired. West 
Manor Development Co., 198 Grand 


‘ 


§ 


‘MALE HELP WANTED. 


Salesmen. 


NECKWEAR SALESMEN 
calling on high-class haberdashers, depart- 
ment and chain stores with a popular price 
line of knit neckwear and rt wear; only 
experienced men with following néed apply; 
commission basis. Rainbow Sport Wear, 
Inc., $2 Union Square. 


PRINTING SALESMEN—Well equipped, re- 


liable firm desires high-class men; salary 
and commission; state full particulars. R 
224 Times. 


SALESMEN. 


PROMINENT WHOLESALE GRO- 
CERY HOUSE HAS OPENING FOR 
EXPERIENCED GROCERY SALES- 
MEN; THOSH HAVING ESTAB- 
LISHED TRADED CAN MAKE DE- 
SIRABLE CONNECTION, SALARY; 
ALL OOMMUNICATIONS CONF'- 
DENTIAL; STATE EXPERIENCE. 
R. M., 255 TIMES. 


SALESMEN — We are enlarging our sales 

force in the metropolitan district and need 
a few live salesmen with autos who. are fa- 
millar with the meat, grocery, delicatessen 
and restaurant trade to sell Dayton scales, 
slicers, electric coffee mills and meat chop- 
pers; commission advanced weekly; this is 
an excellent opportunity for men who want 


tion where promotion is es, 
can produce, Dayton Sca Co. Division, 
International Business Machine Corp,, 810 5th 
Av., 4th floor. 


SALESMEN with cars, 1 for upper and 1 

for lower Westchester County; men ac- 
quainted with architects who can success- 
fully sell high-class roofing or other home 
building materfal td builders and home own- 
ers; preference given to men capable of esti- 
mating roofs; salary and commission; give 
full particulars with references. Y 2463 
Times Annex. 


EALESMEN, hosiery, underwear and sweat- 
ers, for New York State, Peekskill to Buf- 
falo; only one with following among depart- 
ment and medium-sized retail stores need 
apply; will turn over established trade to 
right man; salary or commission. Call Sat- 
urday, Hirsch & Schwartz, 26 West 22d St. 


SALESMEN—Men can earn big commissions 

selling real estate to interested parties who 
have answered our advertisement; live leads; 
$112 earned on each sale; close cooperation 
assures substantial income on cormmission 
basis; positions -permanent. Call 9 to 5, 
Suite 1303, 350 Madison Av. 


SALESMEN—Wanted 2 good men with fol- 
lowing to represent popular priced manu- 
facturer of men’s neckwear; one in Middle 
, . other in Philadelphia, Baltimore, 
Washington and South; strictly commission 
basis. R 228 Times. 
SALESMEN, SALARY AND COMMISSION; 
NO EXPERIENCE NECESSARY; PLEAS- 
ANT WORK; OPPORTUNITY WITH FU- 
TURE WITH HOSIERY CONCERN. AP- 
«yin 925 LONGACRE BLDG., 1,476 BROAD- 
VAY. 
SALESMEN—Experienced in selling for 
wholesale sash, door and mill work con- 
cern to dealers; salary and commission. 
J. A. Melnick, Bush Terminal No. 
St. and 2d Av., Brooklyn. 
SALESMEN-—Quick money selling tickets to 
manufacturers and jobbers for fashion 
show at Hotel Astor; $3 commission on 
each $15 ticket; payment daily. Fabric and 
Fashions, 315 5th Av. 
SALESMAN, metal experience preferred. 
éalling on manufacturers and jobbers; splen- 
did opportunity with growing concern for 
right man; salary and commission. V 954 
Times Downtown. 
SALESMEN to sell the only food beverage of 
its kind, known as James Tea Ale. Draw- 
Ing account and commission to men who 
prove their ability. Phone for appointment. 
Trafalgar 3345. _ 
SALESMEN, experienced, selling men's hats 
retail; salary. Apply Manager of any 
Young’s Hat Store or 605 Broadway. See 


telephone book upder “Young's Hat Stores.” 


SALESMAN wanted to sell designs for 
printed textile fabrics; salary and com- 
mission. Apply before 2 P. M. Saturday, 
Original Designing Co., 377 Broadway. 


SALESMAN, © side 

novelty handmade 
York and adjacent 
Diamont & Ehrman, 133 Sth Av. 


SALESMEN wanted, nationally advertised 
auto product; good living average on com- 
mission basis. Telephone Richmond Hill 
9240 for appointment. 


SALESMAN, salary, 

unnecessary, sell 
See Mr. Stevens, 
St., Brooklyn. 


SALESMEN, sell corrugated boxes in Great- 
er New York; experience preferred; salary 
and commission. Y 2416 Times Annex, 


SALESMAN, retail men’s furnishings, 
thoroughly experienced need apply. 
son's, 278 West 125th St. 


SALESMAN to sell phcto engravings; salary. 
Gil} Engraving Co.. 140 Fifth Av. 


UNUSUAL OPPORTUNITY. 
Salesmen—2 ambitious men will 


line ladies’ neckwear, 
handkerchiefs, New 
States; commission. 


commission, 
our advertisin 
Room 700, 18 


experience 
service. 
Remsen 


only 
Ber- 


surance salesmanship with world’s biggest 
life insurance company. R 188 Times, 


Instruction. 


ACCOUNTANCY. 

Are you interested i: training for the C. P. 
A. certificate or for an executive position as 
Controller, Treasurer~ or Office Manager? 

, investigate the professional courses of 
Pace Institute. Write for helpful booklet, 
‘Your Market Value,’" and Bulletin 25. 
Pace Institute, 30 Church St.. New York. 


FOR SALE. 


Cats, Dogs and Birds. 
PEDIGREED English bull terrier, 2 years, 
to be sold to some one having ‘better facili- 
ties than a city apartment; $50. Morningside 
9070, Apt. 56. 





House Furnishings. 


AN UNUSUAL OPPORTUNITY 
for June brides, 4 rooms, completely fur- 
nished, gorgeous bedroom, living, dining, 
Oriental, Chinese rugs, tables, drapes, an- 
tiques, extension Teak lamps, crystal mir- 
; must sacrifice; no reasonable offer re- 
609 West 149th, corner Riverside 

Bradhurst 5875. 


FURNITURE of 4 rooms, including dining 
living room and 2 bedrooms. 


, 


DINING-ROOM, parlor, bedroom, carpet, 
chandeliers, pictures. 57 West 75th. Apt. 32. 


J lry. 
platinum, cost $1,400; sacri- 
B. R., 671 Times Down- 


BRACELET, 
fice quick buyer. 
town. 


Musical Instruments, 


PIANO BARGAINS. 

We offer big bargains in used small grands 
and smal! uprights returned from rent; some 
like new. 

We rent grands and uprights. 
Summer rates. 

JAMES & HOLMSTROM, 

25-27 WEST 37TH ST, 

(NEAR 5TH AV.) 


STEINERTONE grand, finé tone and condi- 
tion; $375; time payments. R 213 Times. 


CHICKERING upright piano, sweet tone, $45; 
make appointment. R 91 Times. 


STEINWAY, miniature Grand, 
must sell. 117 West 57th St. 


Office Furniture and Store Fixtures. 
SODA FOUNTAINS. 
12-foot McCahill fountain, fine condition. 
8 New St., between Broadway and Broad St. 
12-foot all-marble Prouty fountain; used 3 
years only. j 
Several new McCahill fountains’at bargain 


prices. 
McCAHILL SODA FOUNTAINS, 


215 East 23d St. Lexington 9991. 


BIG eee used office furni- 
ture, oak or mahogany; desks, chairs, 
files, tables, leather furniture, typewriters, 
adding machines, multigraphs, addresso- 
time clockg and safes. Nathan’s, 


‘ 


Get our 


like new; 


BIG BARGAINS, desks, chairs, tables, files, 

mimeographs, multigraphs, typewriters, 
adding machines, time clocks, slightly used; 
big ye ag Dallek Bros., 573 Broadway. 
Canal 7951. . 


EEE ————————————— 
SPECIAL SALE—Desks, chairs, tables, cabi- 
nets, at sacrifice. 402 B’way, near Canal. 


rr 
SELLING OUT desks, chairs, files; big bar- 
gains. Basement. Broadway and Broome St. 


WANTED TO PURCHASE. 


BOUGHT for Highest Cash Prices—Contents 
of residences, apartments, hotels, 
works of art, books, bric-a-brac, 
rugs, &c. Jones, 161 EB. 125th. Harlem 2787. 


FURNTIURE of every kind, rugs, 
contents of houses, apartments. 
I PAY THE HIGHEST CASH. 
Dawson, 173 West 94th. Riverside 0173. 


value contents apart- 
Pianos, books, paintings, 
Miller, 120 University Place, 


carpets, 


pianos, 


cash for furniture, contents 

apartments, pianos, china, rugs, 

bronzes, &c. Poulson, 157 East 47th. Stuy- 
yesant 10161. 


BARNES, 115 University Place (Stuyvesant 
5577)—Highest cash prices for household 
furniture of every description. Get my offer. 


GRAND PIANO wanted for studio; pay good 
price. Circle 0521. 


‘Seventh Avenue, 





MALE HELP WANTED. 


Police Departnyent. 


Commissioner Enright announced depart- 
mental «recognition to these me:vbers of the 
force tor meritorious conduct pyformed in 
the line of duty: ; 


COMMENDATION. 


\ 

Lieut. Thomas H. Rand, and ‘ Detec- 
tives Joseph H. Miller, Shield Noa 454; 
Luke F. McDermott, Shield No. 797;. (-har- 
les A. Mierau, Shield No. 711, and Christian 
R. Wackerly, Shield No. 718, 11th Division. 
At about 2:30 A. M., Dec. 30, 1923, the 
members of a club, at 803 Driggs Avewme, 
Brooklyn, were held up and robbed by); @ 
number of men. Through the diligence and 
untiring efforts of the detectives eleva 
men implicated in this hold-up and in six, 
teen similar crimes were apprehended and 
convicted. ‘The prison sentences given these 
men aggregated 195 years. 

Lt. James F, Harvey and Detectives John 
F. Shevlin, Shield No. 860, and Frank A. 
Campbell, Shield No. 760, 1iith Division. 
At about 9 P. M., Oct. 5, 1923, four men 
held up and robbed a man at West and 
10th Streets, Manhattan. While searching 
the vicinity the detectives encountered three 
men on Washington and Perry Streets, who 
answered the description of the culprits. 
They drew revolvers and attempted to shoot 
the detectives but were overpowered and 
arrested. The fourth man was arrested 
about an hour later. 

Sergeants—Louis we Schilling, Shield 
No. 346, 15th Precinct, and Patrolman John 
P. Cooke, Shield No. 11848, 14th Precinct, at 
about 11:30 P. M., Dec. 31, 1924, pursued 
two men who perpetrated a hold-up at 2,240 
Manhattan, and fled in a 
taxicab stolen by them. During the chase 
shots were exchanged, one of the men was 
wounded and both were arrested. 

PATROLMEN. 

Thomas J. Killoran, 9A Precinct, at about 
1 A. M., Nov. 20, 1924, while on patrol 
duty, was informed that a hold-up was 
taking place at the Hotel Pasadena, 10 
West 61st Street, Manhattan. The patrol- 
man encountered a man leaving the hotel, 
who attempted to shoot him. After a 
struggle the culprit was disarmed and ar- 
rested. - 

Joseph F. Crawley, 13th Precinct, at about 
12°20 A. M., July 18, 1922, while on patrol 
duty heard pistol shots and saw a taxicab 
turning into Madison Avenue from 114th 
Street, Manhattan, pursued by other auto- 
mobiles. Patrolman Crawley stopped 
cab and while questioning 
a passenger fired two shots, wounding him. 
They fled; Patrolman Crawley fired sev- 
eral shots at the machine, and his as- 
Sailant was shot and arrested by another 
patrolman. 

Harold F. J. Plate, 13A Precinct, at about 
2:30 A. M., Aug. 10, 1924, while off duty 
in uniform, was informed that an auto- 
mobile passing Havemeyer Avenue and 


East Tremont Avenue, the Bronx, contained | 


two men who had committed assault and 
robbery. Patrolman Plate pursued in a 
taxicab; after a chase of about six miles, 
during which shots were exchanged, the 
car stopped at Pennyfield Road, and the 
men fied. He subdued and arrested one 
of the men. ‘ 

William G. Numann, Tist Precinct, at 
about 5:55 P. M., Jan. 11, 1925, while on 
dock duty at Pier A, North River, Manhat- 
tan, heard cries for help and saw a man 
struggling in the water. He rescued the 
man after a rope which was used to haul 
them to the dock had broken causing them 
to fall back into the water, 

Alfred Geidel, 13A Precinct, at about 3 
A. M., Dec. 25, 1924, while on patrol duty, 
was informed that a hold-up was being 


perpetrated at a restauarant at 2,118 Third | 

two | 
were | 
wounded | 
entering an/ 


Avenue, Manhattan. He encountered 
men coming from the store; shots 
exchangd, and Patrolman Gidel 
one of them as they were 
automobile. 

Peter J. Barmonde, 10th Precinct; at about 
8:20 P. M., Dec. 5, 1924, while on patrol 
duty, saw two men enter a grocery store 
at 905 First Avenue, Manhattan. Looking 


through the window he saw a hold-up taking | 


and ar- 


11:25 


place. He entered; disarmed one, 
rested both men. 

Victor Lax, 45th Precinct, 
A. M., Nov. 22, 1924, while on patrol duty, 
was informed that a man had fallen off 
the dock at Fulton Street and East River, 
Brooklyn. Jumping into the water Patrol- 
man Lax rescued him. 

George A. Chopping, Traffic Precinct E, 
at about 12:25 P. M., Nov. 5, 1924, while 
directing traffic at Metropolitan and Hillside 
Avenues, Queens, saw a runaway horse at- 
tached to a delivery wagon on Hillside Ave- 
nue. 
sidewalk, he grabbed 
hand and the horse’s nostrils with the other, 
and brought it to a stop. Patrolman Chop- 
ping was on sick report twenty days. 
Terrance F’. Smith and Cornelius A. O'Leary, 
45th Precinct, at about 3:45 A. M., Nov. 
28, 1924, while on patrol duty, stopped a 
taxicab at Fulton Street near Myrtle Ave- 
nue, Brooklyn, containing five men and a 
woman, whose description answered that con- 
tained in an alarm received by them. 
finding two loaded revolvers in 
three of the men and the woman were ar- 
rested. 
ing. The prisoners were implicated in eight 
hold-ups in Brooklyn. 


at about 


Edmond F. Mannix, Traffic Precinct B, at | 


about 11 A. M., Nov. 28, 1924, while on 
duty at 18ist Street and St. Nicholas Ave- 
nue, Manhattam, saw a runaway horse at- 


tached to a delivery wagon running east on | 
As it approached, he grabbed | 


18ist Street. 
the bridle, and when attempting to swerve 
the animal away from a woman with a 
baby carriage, Patrolman Mannix 
thrown to the roadway, and the horse and 
wagon passed over his body. He was on 
sick report two and one-half months. 

Charles Frank, 48th Precinct, at about 9:45 
P. M., Dec. 11, 1924, arrested a degenerate 
in the subway station at 40th Street and 7th 
Avenue, Manhattan. The prisoner placed a 
$10 bill in Patrolman Frank's hand, pleading 
to be released. An additional charge of bri- 
bery was made against the prisoner, and he 
was indicted. 

Albert F. Stenzi, 34th Precinct, at about 
9:55 P. M., Jan. 6, 1925, while on patrol 
duty, saw two men at 18th Avenue and 47th 
Street, Brooklyn, acting suspiciously. He 
confronted them, and while searching one 
the other attempted to shoot him, but was 
overpowered and disarmed. Patrolman 
Stenzil arrested both men, who committed 
two hold-ups in the vicinity. 

William Schmitges, 16th Precinct, at about 
7 A. M., Nov. 19, 1924, while on patrol duty, 
observed the floor covering in store at 514 
Lenox Avenue, Manhattan, bulged upward. 


As he entered the cellar to investigate, two | 


men pounced on him, and then fled into the 
rear yard. Patrolman Schmitges pursued. 
fired several shots, encountered one of them 
in the eellar at 100 West 136th Street, and 
subdued and arrested him. 

Stanley W. Fisher and James J. Hafford, 
14th Precinct, at about 7:25 A. M., Dec. 27, 
1924, while on patrol duty, saw a fire in a 
furnished room house at 142 West 128th 
Street, Manhattan. On account of flames and 
smoke, the patrolmen entered adjacent prem- 
ises, and Patrolman Fisher rescued a woman 
and Patrolman Hafford a man, both being 
about to jump to the street when alded by 
the patrolmen. 

Franck C. Bals, 37th Precinct, at about 
2:15 A. M., Oct. 19, 1924, while patrolling in 
department automobile, saw two men loiter- 
ing in the doorway of 237 Rogers Avenue, 
Brooklyn. They walked toward President 
Street, and as Patrolman Bals intercepted 
them, one attempted to shoot him. Both men 
were subdued and arrested. 

Timothy T. McAuliffe, Traffic Precinct A, 
at about 10:30 A. M., May 2, 1924, while on 
duty at Fifth Avenue and 25th Street, Man- 
hattan, saw a runaway horse attached to 
a light wagon running north on Fifth Ave- 
nue. He grabbed the bridle with one hand; 
put his left arm around horse’s neck, steered 
it into a wagon and brought it to a stop. 
He was on sick report thirty-two days. 

Thomas J. Finn, 32d Precinct, at about 1:45 
P. M., Dec. 17, 1924, while off duty in 
civilian attire, saw a man running across the 
roofs of houses at 58th Street and Sth Ave- 
nue, Brooklyn. Learning that a man had 
shot a woman, he pursued him. Upon reach- 
ing the street the man entered a taxicab. 
Patrolman Finn followed, shots were ex- 
changed and the man was wounded and ar- 
rested. 

Thaddeus L. Weber, 12th Division, at about 
4:45 P. M., May 16, 1924, arrested a man for 
conducting a gambling house fn Brooklyn. 
En route to the station house the prisoner 
offered Patrolman Weber $25 to be released. 
An additional charge of bribery was made 
against the prisoner and he was indicted. 

Raymond B. O'Neill, Telegraph Bureau, 
13th Division. at about 9;40 P. M., Nov. 13, 
1924, while off duty in civilian attire, learned 
that a man who had jumped into an auto- 
mobile at Intervale Avenue and Simpson 
Street, the Bronx, had committed a hold-up. 
Patrolman O'Neill pursued in another car 
to Simpson Street and Westchester Avenue, 
captured and disarmed the man on the 
stairway of the subway and also arrested the 
chauffeur. 

Rudolph C. Hoffman and Jeremiah J. Mc- 
Mahon. 45th Precinct, at about 5:10 P. M., 
Sept. 28, 1924, while patrolling in a depart- 
ment automobile In the vicinity of Plymouth 
Street and Hudson Avenue, Brooklyn, heard 
pistol shots and reaching a store at 47 Hud- 
son Avenue saw a man with a revolver, who 
had shot an employe. As they entered the 
man fled through a rear door, shots, were 
fired and he was arrested. Three other men 
in the store who had revolvers on their per- 
son were also arrested. 

William C. McCrea, Traffic Precinct B, 
at about 4:40 P. M., Oct. 2, 1924, while 
directing traffic at Broadway and 125th 
Street, Manhattan, saw a runaway horse at- 
tached to a delivery wagon coming north 
on Broadway, which was down grade. He 
grabbea the animal; was thrown against 
a pillar of the subway structure, and brought 
it to a stop. He was on sick report 15 days. 
Charles Weidig and Nicholas Anker, i2th 
Division, at about 9:40 A. M., Aug. 24, 
1924, arrested a man for violation of the 
national prohibition law in Manhattan. The 
prisoner placed $200 in Patrolman Weidig’s 
hand, requesting to be released. An addi- 
tional charge of bribery was made against 
the prisoner, and he was indicted. 


FIRST AID MEDALS, 
These members of the force have been 
awarded medals bestowed by the Society for 


Iastruction in First Aid to the Injured for 
emergency service rendered as indicated: 


Gold Medal. 


PATROLMAN. 


Charlies C. Wertervelt, 13 Ax Precinct, 
stopped the flow of blood from the wrists 
of a man who cut himself in a fit of 
frenzy, July 2, 1824. 


Silver Medal. 


SERGEANT. 
Sergeant William Delaney, 8A Precinct, 
4 


the | 
the chauffeur | 





After directing some children to the | 
the bridle with one 


Upon | 
the cab, | 


The woman was a man masquerad- | 


was | 








and Patrolman Daniel J. McGowan, 8th Pre- 
man’s ‘left leg by means of a Tniq 

Aug. 3, 1924. — _ 

PATROLMEN. 

and John Taeschner, 66th Precinct, Srouad 
& man, woman and two chidiren overcome 
ey} peddoys “‘joujse1g YIp¢ "Zzueg f 
flow of blood from a man’s left 
“Charles A. Sauer, 39th Precinct, revtveé @ 
man overcome by illuminating gas, Oct. 117, 

Herman Schramm 56th Precinct, stopped 
the flow of blood from a_boy’s left arm by 

George Seyfert, ith Precinct, stopped the 
flow of blod from a man’s left leg by 

Matteo Attinello, 22d Precinct, stopped the 
flow of blood from a man’s left ankle by 

Bronze Medal. 4 
SERGEANTS. 

~ Stoll, 8-A Preeinct, revived a man over- 
come by flluminating gas, Nov. 19, 1924. 
vived &@ woman overcome by illuminating 
gas, Aug. 6, 1924. 
tered an emetic and revived a man who 
drank jJodine, Oct. 11, 1924. 

Stephen M. Downie, lith Division, admin- 
istered ax emetic: and revived a man who 

' PATROLMEN. 

Michael J) Hogarty and Charles Schofer, 
suffering fram monoxide gas isoning, 
Sept. 25, 1924. ” - 

r rod 
F. Nicoll, 48th Precinct, revived three men 
overcome by illuminating gas, Oct. 25, 1924. 
&@ man overcome by Illuminating gas, Nov. 
25, 1924, ‘ 
& woman and two children overcome by 
illuminating gas, Oct., 27, 1924. 
the flow of blood from, a man’s t hand 
by means of a tourniquet, Nov. . 1924 
me overcome by illuminating gas, Dec. 16, 


cinct, stopped the flow of blood from a 
Thomas J. Murtha, Traffic Prec . 
by illuminating gas, Nov. 11, 1924. 

means of a tourniquet, Oct. 5, 1924. se 
1924. 

means of a tourniquet, Oct. 17, 1924. 

means of a tourniquet, Aug. 29, 1924 
means of a tourniquet, Sept. 10, 1924. 
William Delaney and Patrolman Edward 
Thomas V. Burke, Traffic Precinct D, re- 
Richard H. Hall, 64th Precinct, adminis- 

THIRD GRADE DETECTIVE. 

drank poison, Oct. 10, 1924. 

56th Precinct. revived a man and a woman 
Bernard B en, 48-A Precinct, and John 
John J. McDermott; 13th Precinct, revived 
Christopher J. Mills, 14th Precinct, revived 
Peter O'Reilly, Traffic Precinct A, stopped 
William E. Reed, 38th Precinct, revived # 
Daniel J. Spellman, 31st Precinct, adminis- 


| tered an emetic and revived a man w 
| drank polson, Oct. 29, 1924. ‘ 


William A. G. Smyth, 32-A Precinct, ad- 
ministered an emetic and revived a man 
who drank poison, Oct. 21, 1924. - 

Joseph Epstein, 7th Precinct, revived « 
woman overcome by illuminating gas, Aug. 
28, 1924. 

Richard L. Duffy, 424 Precinct, adminis- 
tered an emetic and revived a woman who 
drank poison, Nov. 30, 1924. 

Gordon H. Geideman, 13th Divisien, admin- 
istered an emetic and revived a woman who 


| drank poison, Nov. 1041924. 


The Teaching Staff. 


The Board of Examiners of the Board of 
Education have placed, as of the dates re- 
spectively indicated, on the eligible list of 
holders of licenses for promotion, the names 
of the following applicants, the date of 
placement in the list that follows being ag 
of June 1, and the list showing subject, 
name, school or home address and rating; 


PROMOTION LICENSES, ELEMENTARY, 
Biology. 


Rollings, George T., Lynbrook.... 
Elpern, Dora, 38, B 
Runge, Anna G., 83, Man 


Seely, Sarah A., 136, Bkiyn 
Bookkeeping, 


Fox, George S., 55 

Carlin, Benjamin, 

Butler, Elizabeth L., 190, 

Sweeney, Matil@a A., 25, Man 

Engel, Lillian, 59, Bx 

Theobalt, Edith L., 

Blohm, Catherine M., 153, Bklyn 
Drawing. 

Lyons, Marguerite P. Mo., 1,250 Grand 

Concourse, Ba. 


B8aaR 
Gobocow bo 


2OBAB 
Soweinee 


English. 


Wolfe, David, 318 West 20th St., Man.70 
White, Marion R., Greenfield, Mass.; 
placement Sept. 30, 1922 


Crench. 


Carpino, E. A., Pittsfield, Mass 
Spero, Auth, 942 Leggett Av., Bronx... 
Malina, Marie M., 549 19th St., College 
Point ° 
Restaino, Rose, 753 Fresh Pond Road, 
Brooklyn 5.0 
Lynch, Anna F., 410 East 153d St... ..82. 
Singer, Lillian M., 11 Manhattan Av..81, 
Besualdi; Mary F., 7,724 12th Av., 
Brooklyn $1.2 
Flaherty, Anna P., New London, Conn.80. 
Candela, Helen, 156 Windsor Place, 
Brooklyn 
Whittington, Frances, 
St., Manhattan 
Braunstein, Elsa R., 76% 
Manhattan 
Bragers, 2,085 Lexington Av., 
Manhattan 1.4 
Mague, Sophia C., Auburndale, Mass. .66.75 
Bolton, Elizabeth L., 197, Brooklyn... .65.7 
Leschinsky, Sara, 147, Brooklyn BS. 


General Science. 


Baermann, Edmund, 109, Manhattan. ..80.6 
Ullman, John, 189, .Manhattan 80.0 


Latin. 

O'Loughlin, T. P., 64 Doescher S8t., 

Brooklyn 86. 
Marcus, Archie, 43, Manhattan 
Sigelschiffer, Saul, 83, Manhattan 
Sulman, Leo, 190, Brooklyn 
Hornestay, A., 160. Manhattan 
Kelly, Thomas J., 17, Richmond 
Meyer, Dorothy E., Lynbrook, L, I.... 
Hirsch, Lillian, 1,176 Walton Av., Bx..83.84 
Vint, Elsie, 4, Queens ~--- 81.816 
Gittens, Isa, 68, Manhattan............ 80.816 
Navins, Agnes M., 78, Bronx...........77.24 
Derrick, Lillian C., Corona, L. I.......75.4 
Harkavy, Esther, 963 Kelly St., Bronx.73.464 
Marriott, Harriet L., West Winfield, 

pi 68.6 


Estates Appraised. 


Manhattan. 


LOFTUS, HENRY JOHN (Oct. 4, 1924). 
Gross New York assets, $27,074; net, $27,- 
026. Joseph S. Stewart, no relation, gets 
25,000; Alfred P. Palmer, no relation, $15,- 
000; Ethel Loftus, sister-in-law, $100,000; 
Guy Loftus, nephew, $50,000; Association 
for Aid of Crippled Children, $5,000; As- 
sociation for the Blind, $5,000; Dr. Bar- 
nard’s Home for Waifs, $2,182. Executors, 
Alfred P. Palmer and James S. Swartz. 


Westchester. 


BOOTE, EMMA F. (May 19). Gross ag 
sets, $27,760; net, $24,085. To sister, Marie 
H. Seyforth, and step-daughters, G. Edith 
Boote and Mabel L. Boote. G. Edith Boote 
is executrix. 


CALDWELL, MARIB WHITNEY er 
29). Gross assets, $68,309; net, $63,445. 
Clara McCord Elliott gets real estate ap- 
praised at $26,806; New York Association 
for the Blind, $5,000; after bequests to 
other persons the residue, $11,957, go to 
the Pubiic Administrator. Executor ohn 
MeKiniey Wright. 

FLANAGAN, MARY ELIZABETH (Masch 
8, 1922). Grosg assets, $10,448; net, $9,333, 
including real estate valued at 7,550. 
Equally to Anna T. McNamara and Kath- 
erine C. Ford, sisters, executrices. 

HORAN, MARIA (May 29). Gross assets, 
$8,500, entirely in real estate; net assets, 
$7,521. To Annie Horan, daughter, and co- 
executrix with John O'Neill, 


LESLIE, WILLIAM H. (Aug. 
Gros assets, $60,502; net, $48,425. 
V. Leslie, widow and executrix. 

LOVE, WILLIAM D. (Oct. 12, 1923). 
Gross assets, $9,726; net, $8,780. To Annie 
G. Love, widow and executrix. 


MACY, EDITH CARPENTER 
Gross assets, $3,146,210, including real es- 
tate valued at $47,300; cash, $91,239; per- 
sonal effects, $385,507; stock and bonds, $2,- 
477,427, and power of appointment, $144,- 
636; net assets, $2,923,960. Teachers Col- 
lege gets $25,000; V. Everit Macy, husband 
ery A value at $385,507, trust fund o 
$144, and residue of $2,217,934. Nu- 
merous relatives and persons not related get 
bequests. The husband is named executor. 

MALMROS, ELIZABETH (March 9). 
Gross assets, $23,287; net, $21,735. To hus- 
band, N. Lorentz Malmros, and son, Niles 
L, A. Malmros. The former is executor. 

NORBECK, JOHN A. (Nov. 26, 1924). 
Gross assets, $14,850; net, $12,733. To Hat- 
tie Norbeck, widow and executrix. 

PARKER, GILMAN L. (Aug. 29, 1924). 
Gross New York assets, $25,250; net, $25,- 
441. Visiting Nurses’ Association gets $1,000; 
Reading Home fer Aged Women, $1,000; 
Mary Howard and Adeline P. Lewis, 
nieces, get joint and surviving life estate 
in $20,000. Other persons receive smalh> 
bequests. 

SCHNALING, MARGARET (Sept. 4, 1924). 
Gross assets, $27,871; net, $24,304. William 
D. Sporborg and Frederick C. Schmalding 
are executors. 

STILWELL, MILDRED CLARK (May 14, 
1924). Gross assets, $20,354; net, $17,072. To 
husband, John Stilwell, executor, and 
daughter, Jane Stilwell. 

TOMKINS, HELENA TITUS (Aug. 9, 
1924). Gross assets, $39,069; net, $36.447. 
Nieces, nephews and a sistér are the n- 
cipal beneficiaries. Haven Emerson and 
William Emerson are the executors. 


VERSATILE YALE ATHLETE. 


Eddie Bench, star football player, who 
added to his laurels by winning the 
javelin throw at Franklin Field. The 
New York Times Rotogravure-Sports Seo- 
tien tomorrow (Sunday).—Advt. 
tomorrow (Sunday).—Advt. 


3, 1924). 
To Ali 


(Feb. 1). 





RESORTS. 


@hief Kenlon made these announcements 
Pesterday : 


PENSIONED. 


Captatn Dorcey Burns, of Eng. Co. 85, 
on his, owe application, at $1,850. 
Co. 88, 


Petz, Eng. 
on bis ome application, at $1,430. 
| .E¥remen First Grade Patrick Flannelly, of 
| Muze. Co. 202, and Richard Dodenhoff, of 
Ying. Co. 260, om own applications at $1,250. 
BAND TO REPORT. 

Members of the Department Band and 
Bugle and. Drum Corps will reportyte En- 

heer John D. Sehuber, at the . Tweifth 

egiment Armory, Columbus Avenue ond 
Sixty-second Street, Manhattan, at 10 A. M., 
Tuesday, June 9, for practice. 

FIRE HYDRANT OPENING HURTFUL. 

The practice of opening fire hydrants and 
Permitting them to run for hours at a time 
is becoming quite general all over the city. 
Officers and members of the uniformed farce 
are hereby directed to request the peflice 
officer on post to summon to court any 
person. knewn to have opened a fire hydrant 
without authority. Police Magistrates should 
be appraised of the fact that this practice 
is dangerous, firstly, by reducing the water 
pressure available for ftre service, secondly, 
that it may result in injury te small children, 
and thirdly, instances of damage to prop- 
erty und. fleeding of cellars will result. 
determinéd effort must be made at once 
te stop this practice of tampering with fire 
hydrants. 

SPECIAL LEAVES OF ABSENCE. 

Deputy Chief George O'Shea 13th Division, 
for 15 hours, from 6 P. M., June 6; Lieuten- 
ant James P. Hayes (1), 


P. Hearon, Engine Co. 66, for 9 hours, from 
9 A. M., June 7; and Firemen John P. Kier- 
nan, Engine Co. 223, for $ hours, from 9 A. 
M., June 7; Francis M. Fallon, Engine Co. 

, for 15 hours, from 6 P. M., June 6; 
Wallace H. Hamilton, Engine Co. 284, for 2 
hours, from @ A. M., June 7. 


The Civil Service. 
United States, 


The commission announces 
for these places: 

MIMEOGRAPH OPERATOR—Receipt of ap- 
plications to close June 20, for a vacancy 
in the United 
York, N. ¥., at $1,200 per annum. 

RADIO ELECTRICIANS HELPER—Re- 
ceipt of applications to close June 20, for a 
vacancy in the United States Veterans Hos- 
pital No. 81, New York, N. Y., at 
per annum. Duties are to operate and main- 
tain a radio station to which is connected 
a system of lines containing many individual 
head sets; to make extensions to the system 
fronr time to time; requiring extra duty 
two or three nights a “week. 

ASSISTANT GENERAL MECHANIC—Re- 
ceipt of applications to close June 25, for 
vacancies at $1,600-$2,000 per annum and 
helper at $1,400-$1,900 per annum, in che 
United States Veterans Hospital No. 81, 
Kingsbridge Rodd, New York, ¥. 
duties will be to overhanl hydraulic elevator 
apparatus, including pumps, governors and 
control valves; to pack plungers; to repair 
and adjust awnings; to repair reofs, tnelud- 
ing gutters, leaders, &c.; to do simple steam- 
fitting in connection with repairs to steam 
appliances for power heat, laundry and 
cooking services; to repair sterilizing ap- 
paratus and other similar delicate hospita] 
equipment, and to perform related work as 
required, 


examinations 


Army Orders and Assignments 
Special to The New York Times. 
WASHINGTON, June 5.—The War Depart- 
* Ment pubiished these orders today: 
Alr Service. 
Majs., Coleman, i 
to Langley Fld. 
Hatcher, Capt. J. 
of. Ord. 
Hammond, 
P., 
Baliard, 
Aug. 
Clayton, 
McGraw, 
deen, 


and Davis, M. F 


L., 


to duty offic Chiet 
Ist Lt. a. Wee 
to Manila Sept. 
ist Le. G. EL., 
6, from N. Y. 
ist Lt. A. J. 
Ist Le. L. E. 


Md. 


Hodges, 


0 Panama about 


to Lange Pld. 


to Phillip 


¥ 


Infantry. 


Shatter. Col. M., to Phoenix, as instr. 


F., to 24th Ft. Ben- 


1 fo 


Field ‘eaten: 
a. P, de 


Inf., 


Maj. 
Maj. 


~ 


L 


w ‘est Point. 
"t. Leavenworth. 


Cc hilton, 
Wheeler, 


King. 
of F. 

‘Crane 

Inglis, 


Maj. 
A. 
Capt. 
Cap 


J. 
r. 


M., to West Point. 
B., to Princetom Univ. 


Quartermaster Corps. 


Game, Col. C., to hars. 2d Area. 
Lawton, Col. F. EL, 
Sup. Ofcr.; 
vice, and Depot Qm. 
Vaughan, Capt. R. G., 
Pruitt, lst Lt. G. E., 
Qm. Interm. Depot. 


to Ft. Sill. 


Engincers. 
Brown, Maj. C. H., to Washington. 
Harrison, Maj. W. B., ta Walter Reed Hosp., 
sick. 
Haring, Capt. E. 
ton Memorial Bridge Co. 
Osborne, 2d Lt. T. M. C., to Ft. 


Cavalry. 


Collins, Capt. L. H.; Johnston, 2d Lt. E. C., 
to Univ. of 


a Miscellaneons. 


Johnson, Capt. W. H., Sig. 
Hosp., Het Springs, Ark., 


Corps, 
sick. 


to Army 


Resignations. 
Ist Lt. G. R., Ord Dept, 
H. K., F.A, 


Ensminger, 
Vreeland, 2d Lt. 


Leaves. 
cav., 1 
HH. 


J. .D., 
Lt. Col. 


25 dys. 
Sraff, 


mo. 
C., Gen. 


Long, Col. 
Dickinson, 
dys. 

' Hoge, Maj. 
Thompson, 
Rayner, Maj. 
Tillson, Maj. 

dys. 
Burch, Maj 
Sears, Capt. 
Berry, Capt 
Pendleton, 

extn. 
Whitely, 


B. F., 
Maj. 
H. 
J. 


20 dys. 
mos. 
mo, 25 


1 mo. 
H., cay., 
M., Cav., 
Cc. F 


B 
Cc. 
L 

Maj. 


Ist Lt. J. 


No naval orders were 


announced today. 


Reserve Corps Orders. 


Second 
At headquarters, 
ernors Ysland, these details to 


camps, for June 14 to 28 


yesterday : 
TO CAMP ETHAN ALLEN, VT 

30ist Cav., Gist Cav. Div., censisting of 

the following named officers 

Maj. Rusgell R. Ward, Cazenovia, N. 

Capts. Howard R. Bacen, Pittsford; 
PD, Snyder, Rochester; Jamgs B. Spald 
ing, Rochester; Edward H. Leggett. Al- 
bany; Herbert C. Rosboro, DeImar, N. Y. 

ist Lts. Thomas Yess, Aitamont; Elmer E. 
Finek, Buffalo; John F. Malone Jr., Buf- 
fale; John MeN. O’Dea, Buffalo; John 


Otto, Buffalo. 
Lts. Damom A. Beard, Buffalo; Nathan 
Oppenheimer, Buffalo; Herbert E 
Preiseh, Buffalo; Edwin L. Stornherger, 
Buffalo: Edward R. Stevenson, Angola; 
Theodore F. Straub, Buffalo; MeClary 
H, Brown, Scotteville; Leslie C. 
Buffalo; Roger B. 
Andrew T. McCann, Albany. 
G@gts. Thomas O, Spampinato, Tr. 
Cav., 333 E. 23th St., N. ¥.:; 
P. Shalvey, Tr. A. 30ist Cay., 
derson Av., N. ¥ 
Following named 
are attached for 
pgs: 6Iist Cav. Div 
&o). Paul H. McG 
Mad. Charles W. Jacobson, 
Capt. Harry 8S. Holcomb, 
ist Lt. 
Pe 


Hugh D. 
2nd Lts. Francis M. Betts 
Thomas J. Coffey, Albion; 
Albany: Edward FP. Riley, 
Following named enlisted 
803d Cav., Gist Cav. Div., to aetive duty: 
Jst Sgt. Thomas B. Carnahan, Tr. 
Cav.,. 223 og Drive, N. Y. 
&gts, James T. McNair, Tr. G., 803d Cav., 
Essex Fells N. J.3 Prank W. Platt, 303 
Cav., Islip, L. I.; Milton Gabel, Tr. Ye 
303d Cav., 34 Morningside Ay., } aii 
Irving Norwalk, Tr. E., 303d Cav., 
7th Av.. N. . 
To one DIX, N. J. 
Lt. Harry C. Smalley, Inf.-Res. 
Inf., 78th Div.), Bridgeton, N. 
tive duty 


Corps Area. 


the training 


¥. 
Earle 


Edward 
1,139 An- 


training to the 


Syracuge 
Niagara Pals. 
Chamberlain, Caneadea, 


¥. 


Jr., Buffalo; 
John J. Doran, 
White Plains. 


1,8 


24 (309th. 


J.. to ac- 


$1,490 


130 
The | 


Second Corps Area, Gov- | 


THE WEATHER. 


WASHINGTON, June 5.—Pressure remains 
low from Newfoundland westward te Mani- 
toba and from there southward te Mexico, 
with centres of minimum pressure over 
Southwestern Colorado, Northern Ontario 
and Eastern Newfoundland. The barometer 
remains high from the Mississippi Valley 
eastward beyond Bermuda, and it ts relative- 
ly high and rising frqm the north Pacific 
Coast eastward to Ahe northern Rocky 
Mountain region, This pressure distribution 
has been attended by high temperature from 
the Missouri Valley and southern plains 
States eastward to the Atlantic Coast and 
by quite cool weather in the plateau and 


} nerthern Rocky Mountain regions. 


A! 


HA. & L. 48, for 15) 


hours, from 6 P. M., June 10; Pilot Charles lthe Bast Gulf States. 


| terday the temperatures given are the high- | 
| est during the twelve hours from 8 A. M. 
|S P 


States Veterans Bureau, New | 


| Denver 


| Detroit 


| San Antonio. 


s Fid,* Aber- | 


| Western New 


to duty office Chief | 


13 


to Brooklyn as Qm. | 
Gen. Supt. Army Transp. Ser- } 


to Chicage as assist. | & P. 


Weather in Cotton and Grain States. | 


E., to duty with the Arling- | 


Humphreys. | 


| Missour!—Generally 


| warm 
} thunderstorms 


| possibly 


were announced | 
i 


| Sumday ; 


The following stations reported the highest 
temperature ever recorded so early in the 
season: Washington, Baltimore, Philadel- 
phia, Erie, Harrisburg, New York City and 
Albany. At Washington, Baltimore, Phila- 
delphia and Lynchburg the temperature 
reached 100 degrees. There have been local 
rains within the last twenty-four hours & | 
the northern plains States, 
Rocky Mountain region, the plateau region 


fair weather has prevailed over the eastern | 
half of the country, 
scattered showers Piorida 


in Maine, and | 


COUNTRY-Wipe WEATHER CONDITIONS. 


Tn the following reeord of observations at 
United States Weather Bureau stations yes- 


to 
M., and the lowest during the preceding 
twelve haurs from 8 P. M. to 8 A. M.; the 
barometer reading and coudition of weather 


are those recorded at $ P. M., and the rain- | 
1 aay ay for the twenty-four 
M. 


hours ended at 8 
Pr 
Temperature. Barom-Rain- 
Higit. eter. fall. 
ones OO 2.32 o° 
A 


Station. 
Al Dene 
Albany 
Atlanta 
AcJantic 
Baltrmmore 
Bismarck 
Beston 
Buffalo 
Chari ston 
Chicago 
Cincinnati 
Cieveland 


Clear 
Tlear 
Pt. Ci'dy 
Clear 
Pt. Ci’'dy 
Rain 
Clear 
Clear 
Pt. 
Clear 
Clear 
Clear 
Pt. Ci’'dy 
Clear 


A 2.06 
30.10 
20,04 
30.04 
29.84 
29) 


Galveston 
Helena 
Indianapolis. . 
Jaeksonville.. 
Kansas City 
Los Angeles.. 
Miami 
Milwaukee 
Minneapolis- 
St.. Paul. 
New Orleans... 
New York . 
Oklahoma 04 
Philadeiphia ..100 
Pittsburgh ... 96 
Portland, Me. 84 
Por tland, Ore, 70 
Salt Lake C ity 


Cloudy 
Cloudy 
Clear 
Clear 
Clear 
Cloudy 
Clear 


Clear 

Pt. cl'dy 
c lear 
Clear 
Pt. cl'dy 
Cloudy 
Clear 
Cloudy 
Pt. cl'dy 
92 Clear 
66 
66 
OS 
o4 
.100 


Diego. 
‘ra neisco 


Washington .. f Cloudy 


Northern eloudy Sat- 
urday 


thunder 


New England—Partty 
and Sunday, possibly 
showers Saturday; 

n in temperature. , 
ren New England, Kastern New 
Delawere—Partly cloudy and 


not much 
South 


and 
¢ 


Jersey 
con- 


day. 

District of Columbia, Bastern Pennsylvania, 
Maryland—Generally fair Saturday and 
probably Sunday, continued warm. 

York—Generally fair Saturday 

and Sunday, continued warm. 

New York City WEATHER RECORDS. 
Officiai Temperature. 


-.92]) 6 


95 


Ct de Coho bs 


pe 


Average temperature yesterday, 
Average same date last year, 
Average same date for 46 years, 
High yesterday, 96, at 3 P. M.; 
A. M. 


Barometer—§ A. M., 30.11; 8 P. M., 
Humidity—8 A. M., 62; 8 P. M., 52 
Wind—8 A. M., northwest, 

M., west, velocity 24 miles. 
Weather—8 A. M., cloudy: 8 P. 


30.01. 


M., clear. 


Special to The New York Tisnes. 
WASHINGTON, June 5.—Forecast: 


North Carolina, Seuth Carolina, Georgia.— 
thunder showers S&turday and Sunday. 
Floridea—Partly cloudy, probably 
thundershowers Saturday and Sunday. 
Extreme Northwest lk'lorida, Mississippi— 
Partly cloudy Saturday and Sunday; proba- 
bly local thunder showers aJong the coast. 
Tennessee, Kentucky, Ohio—Fair 
and Sunday; continued warm. 
Ulinots, Indiana, Lower Michigan 
fair and continued 
robably Sunday. 
Michigan—Mostly fair Saturday, 
prebably local thunderstorms 
not quite so warm Sunday. 
Wisconsin—Mostly fair Saturday, continued 
Sunday; prebably fair in south, 
and cooler in north. 
fair Saturday and 
thunderstorms in 
in northeast ; 
with strong 
not so warm 


warm Saturday and 
Upper 


lowa—Mostly 
possibly 

Ss inday 
Saturday 
probably 


Sunday, 
northwest 


southerly 
Sunday in 


Mir nn -sota—More 
day and Sunday; 
thunderstorms; not so warm Saturday in 
northwest and east and south Sunday. 

North Dakota—Unsettled Saturday 
Sunday lecal showers; 
cooler Saturday in east. 

Seuth Dakota—Mostly unsettled Saturday 
and Sunday, probably local showers or 
thunderstorms; not so warm Saturday 
east 

Nebraska—More or lé¢ss unsettled Saturday 
and Syoday, probably local showers or 
thunderstorms in west and north; not so 
warm Saturday in southwest. 

Kansas—Mostly fair Saturday and probably 
continued warm; fresh to 
southerly winds. 

Montana—Mostly cloudy and unsettled Sat- 
urday and Sunday possibly local showers, 
slightly warmer tn south. 


or less 


probably local showers or 


and 


Wyoming—More or less unsettled Saturday 


and Sunday, probably local shewers; con- 


| tinued cool, 


} 


Hudson, | 
Preston, Schenectady; | 


A. 301st | 
Reserve Corps officers 
301st | 


Convetse, — | 


} 
{ 


reservists of the | 


A., 3034. 


| 
| 


Following named Reserve Corps officers | 


Inf.-Res., to active duty: 
2d Lis. Walbr “tdze B. Fullington, Bordentown. 
N. J.: Thomas C. MeCollem Jr., Ocean 
City, N. J.; Morris Goldfarb, Perth 
boy, N. J.; Byron V. Ceci) Jr., 
Grove, 
Min, N. J. 
TO GOVERNORS ISLAND. 
Major James W. Andrews, A.G.-Res., 
17th St., New York, to active duty. 
TO FT. DU PONT, DEL. 
Capt. Charlies H. Dabbs, M.A.-Res., 
to active duty. 
Ist Lieut. Abram Nicholls Jones, J.A.G.-Res., 
Rochester, N. ¥., to active duty. 
TO STATE CAMP, PEEKSKILL. 
Capt. Peter J. Fagan, Méd.-Res., 537 W. 
156th St., 


N. Y., to active duty. 
* 
National Guard Orders. 
| Special to The New York Times. 
ALBANY, N. Y., June 5.—These National 
Guard orders were bulletined 
of the Adjutant General today: 
COMMISSIONS 
Ricker, 24 Lt. Raymond W., 27th Div., sp. 
tr. for assignment to 27th Tank Co. 
Davidson, 2d Lr. Michael J., 106th Inf., for 
assignment to 2d Hdgrs. Co. 


MISCELLANEOUS, 
Onken. Capt. John H., 102d Engrs., hon. dis- 


charged. 

Taylor, Col. Washington I., coast def 
is authorized to take field training @ at 
FL Gatario, July 25 to Acme & 


Am- | 
Penns | 
N. J.; Charles W. Woodrow, Par- | 


105 E. | 


Hoboken, | 


in the office | 


| 


| aa: 2305—1,477 Longlel 
isac’ 


East 
eloudy. 
West Texas—Saturday and Sunday partly 
eloudy, 
handle. 


Texas—Saturday and Sunday partly 


Fire Record. 


P. 
11 


M 

55—2,381 McCombs 
garage 

M,. 

10-239 Cherry St.: lumber yard... 


OPS i ard Dele ineeaeceier nealing s awa 
131 Edgecombe Av.; Bella Swa- 
kin 


Road; anto in 
. pearseeecccccsccse ct SUG 
2: 


:10- 


‘20—Vesey and Greenwich Sts.; 
face car 

:30—152 Sam Rosen... Trifling | 

>50—339-341 BE. 43 St. rubbish in 
arcaway; Schwartzburg & tw 


sur- 


hitchacte 
‘Triflin ne | 
Trifling 


Sam 
10—47 Orchard St.; 

:25—259 W. 33 St.; automobile. 
30-31 St. and 5 Av.; wagon; 
ton Shrinking Co 

. M. 


2:15—510 W. 17T St.: S. Michael Slight | 
25—110 E. 108 St.; not given....Not etven | 
:435—151 St. and Convent Av., fence; 

0. J. Gude 
70-190 Broome St.; not give 
:00—2, 674 Valentine’ Av., the Bronx; 
not given ... 
:1L5—1,998 Brook Av., 
given ..... 
45—I67 St. and w bs 
Bronx, auto; M. Samuel...... Slight 
45-255 W. 39 St.; Mongrose ene Not given 
:15—46 W. 130 St.; not given.. ight 
:40—Westchester freight yards, 
yore. Now —aeen & 
M—I6 W. 19 St. not “given. 
45—1,777 Madison Av.: H. “hem ay 
4 Not given 
>45—575 W. 189 St.; B. Lindaur..Not given | 
5-283 Wa _ St.; not given. .Slight | 
:15—67 Prince St.; auto, 


not given, 
715-102 E. 11t St.; HB. 


Cres- 


"the Bronx; “not, 


"New 


Not gtven 
Lipkowitz, 


we 


except that there "Sa 


Weather. | 


Pt. cl'dy | 


scattered | 


inued warm Saturday and probably Sun- 


velocity 7 miles; | 
HOWICK HALL (Norton Line), 


scattered | 


Saturday 


amd ! 


by Sunday; | 


continued | 


somewhat | 


in | 


strong | 


probably showers and cooler in Pan- | 
| SINSINAWA (American Export Lines), 


Loss. 


given | 


Not given; 


| 
| 


! 


Not given | 


owe Mangin St.; not given....>.Slight 


Montgomery St.; not given, 


730 172 B. 7 St. not given 
30—34 Suffolk St.; not given...... 
:35—425 Claremont Parkway, ne 
given; J. Cilway 
:35—416 B.’85 St.; not given. . 
40—195 Henry St.; not given. 
:-40—08 Sheriff St.; not gtven....Not given 
:40—52 E. t01 St.: not given....Not given 
00—182 Orchard St.; not given....Trifling 
00-572 Bagle Av., Bronx; M. Bram, 


- Prifling 


not 
-Not given 

os ‘Net given 
.-Not given 


© Dam aa One wa 


Not stven | 
Trifling , 


Not given | 


2 


00-500 W. 42 St.; auto; not given, 
Trifling 
>05—298. Cherry St.; not given.....Triflin, 


:05—166 Brown Place, Bronx; J. Gasbe 


= Not given 
15—30 Pike St.: -+..Trifling 
30-500 EB. net given. 


t 


Sep 


not given.. 
141 St., the Bronx; 


igh 
9:35-—-29 E. 111 St.; net given....N6t given | 
0:00—301 W. 35 St.; not 
0:10-—651 So. Bivd., the 


16:30—-954 1 Av.; 
10 55-815 Brook "AY., 


co 


Slight 
the Bronx; not given... 


— 
low L Av., Bronx; 
sapacsswcapesressrersNo Gt ves 


| TEXAN 


ven... .Not given } 
mot e. | 


O. Abels........Not given | 


| “ALBANIA, 
|*DE GRASSB, 


| *SAN JUAN, 


| *BSSEQUIBO, Pac. Stm. 


....| *PANAMA, 
Cl'dy | 


| *RELIANCE, 


| *DUILIO, 


CARNA 


pued | COLUMBUS 


| LAPLAND (Red Star Line), 
unsettled Satur- | 


| MARAVAL 
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SHIPPING AND MAILS 


Hours are given in Daylight Saving Time unless etherwise noted. 


THE TIDES. 
Sandy io Governors 
A.M. 


8:20 8:26 


ereree 8: 200 
2:05 2:40 


High water 


Low water 


Steamships Amived Yesterday 


o+e+- May 31 

.-- May = 
. ++ --May 29 
.-+«-May 28 


wees 


aencdqoos Il 
NORFOLK ......-~...-Baltimore 
VIRGINIA BEX PRESS. Riehmond 
GEO. WASHINGTON..Norfotk 

coccececcecKMOUMtOR seco 
«+ ++++-Philadeiphia. . 


- - e800 


* seee 


Incoming Steamships 


Sailed From. 


Steamer and Lin 


*CONTE ROSSO, Lloyd Sabaudo. Naples, May 
the northerm | *CARONIA, Cun 


d 


*COLUMBIA, Anchor ..... Glasgow, 


*VEENDAM, Hol. Amer. - Rotterdam, 


*CALAMARES, United Fruit. .... Port Limon, 
S......++e0---Southampton, June 2..fMonday, 
May 30... 
oeveeeses-London, May 28..... 
May 30 

o+++--- Bordeaux, May 29..... 
May 
It.Genoa, May 28..... 
Hamilton, June 4... 


*LEVIATHAN, U. 
| *CELTIC, White Star.. 
Cunard ... 
Wrench. .........-Havre, 
French 


eeeseeee++Liverpoal, 


*BOURDONNAB, 
*REPUBLIC, UW. 
*LEONARDO DA VINCI, Tr. 
“PT. VICTORIA, Furness Berm.. 
*SOUTHERN CROSS, Munson... Buenos Air 
*MARTINIQUE, Colombian Colemb 
N. YY. & P. R......San Juan, 
*CAUTO, N. Y. & C. M-.. 


*MAJESTIC, White Star.. 
*ORBITA, Royal Mail 

*AMER. FAR 
*THURINGIA, Ham. Aner 
*STUTTGART, Nor. Ger, 


.. Bremen, 


Southampto 
Hamburg, 
Nav.... Valparaiso, 
*METAPAN, United Fruit Pt. 
"SAN LORENZO, N. Y. & P. R.. 
*ORIZABA, N, ¥. 

*CARACAS, Red D 
*FINLAND, Pan Pacific 
Panama. R. 
*MEDEA, Royal Dutch... 
United Amer 
*ROSALIND, Red C 
*TIVIVES, United 
*MATURA, Trinidad 
*PARIA, Amer, Antilles 
*BERENGARIA, Cunard 
Ital. 

Clyde S. 5. 
?Reported by wireless. 


Maracaibo, 


.. St. John’s, 


Genoa, Jun 
*HURON, 


*Carries mail, 


Outgoing Passenger 
The following table shows the destination 
their mails close (at the General Pastoffice 
lecation of piers and points for which they 


SAIL TODAY (June 6) 


| HOMERIC (White Star Line), Southampton 


W. lith St. 


MINNETONKA (Atlantic Transport Line), London (no mails; sails 10 A. M.), W. 16th St, 


ASSYRIA (Anchor Line), Glasgow (no mails; 
(no mails; 


(White Star Line), Liverpool 


PARIS (Freneh Line), Havre (mails close *6 
Afriea, West Asia. Parcel post for Franc 

ROTTERDAM (Hoiland-America Line), Rotte 
Sth St., Hoboken. 
Parcel post for Netherlands, 

FRANCONIA (Cunard Lins), Liverpool (ma 
Great Britain, Northern Ireland, Irish 
Cape Verde Islands, Sierra Leone, Liberia. 


BALTIC 


Parcel post for Great Britain, Northern Ireland, 


Note A. 
BILVIA (Red Cross Line), 
Brooklyn, Newfoundland 


ACONCAGUA (South American S, 8, 
A. M.), Harrison St., Brooklyn. 


St. John's (mail 


amd Trujillo), Bolivia, Chile. Letter 


Amapala City, Cheluteca, 


Chile. 


| MONTEREY (New York and Cuba Mail S, S. Co.), Tampico (mails 


noon), Wall St. Yucatan, Campeche, 
specially addressed, Parcel post for Mexic 


|} BARACOA (Colombian Line), Cartagena (mails close 8:30 A. M.; 
Cartagena, 


and Colombia, except 
other parts of Colombia 


Haiti 


Jamaica, t 


must 


Goneeas. 
2ilg noon), Hamilton Av., Brooklyn 
Martins, St. Bustatuis (except registered 
San. Pedro de Macoris, Santo Domingo C 
Thomas, St. Croftx, Saba, St. Martins, 
Macoris, Santo Domingo City. 


Brooklyn. 
TOLOA (Unitea 

Costs Rica. 

Costa ‘Rica, 


Argentina, Uruguay, 
Fruit Co.), Port 
Cuba, Canal Zone, Panama 


OLANCHO (Atlantic Navigation Corporation), 
City of Neuvitas, Cuba; Honduras, 


noon), Rector St. 
Departments of Colon and Atlantida. 
Parcel post for City of Neuvitas, 
TROQUOIS (Santo Domingo Line), 
Hamilton Av. Turks Island, Dominican 
Dominican Republic except La Romana, 


(Royal 
noon), Montague Brookiyn. 
dressed. Parcei post for Haiti, 


WESTERN WORLD (Pan American Line), B 
P. M.), 1st St., Hoboken. South Brazil, 
for South Brazil, Uruguay. Paraguay. 


' $AIL MOND 


(North German Lloyd), 
St., Brooklym. Burope, 
Parcel post mails for Germany, Austria, 
plementary mail accepted at Varick St. 


Pri 
Porta 


3., 


Faiti, 


Bremen 


SAIL TUESDAY (June 9) 


Great. Britain, France, Belgium, 
post for Belgium, Luxemburg, Belgian C 

DROTTNINGHOLM (Swedish American Line 
noon), W. 55th St. Sweden, Finland, 
Parcel post for Sweden. 

OSCAR Il (Scandinavian American Line), 
Pe. M.), Il7th St., Hoboken. Norway. 
Parcel post for Norway: 

LITUANIA (Baltic America Line), Libau 
St., Brooklyn. Poland, Russia, Latvia. 
Pareel post for Denmark, Voland, 

AQUITANIA (Cunard Line), Southampten (1 
St. Europe, Africa, West Asia. Great 
Bergen, Germany, Danzig, Madeira, Sout 
Liberia must be specially addressed, 
tion up to 10:45 P. M. 

FORT VICTORIA 
A. M.), W. 55th St. Bermuda. 

(Trinidad Line), Georgetown 

Barbados, Grenada, St. 

St. 


«n 


(Me 
Brooklya. " 
post for Barbados, Grenada, 

CAVOUR (Lamport & Holt), 


SAIL WEDNES 
ARABIC (White Star Line), 


Kent 8t., Breoklyn. Malta, Egypt. 
GEORGE WASHINGTON (United 
11 A. ML), 6th St., Hoboken. Europe, 
specially addressed. Parcel post for Grea 
Luxemburg, Belgian Congo, Germany, 
and countries mentioned in Notes 
ARGOSY (American Scantic Line), 
Bm. 18th St. Denmark, Pinland. 
mark, Finland. 
ECUADOR (Pacific Mail), 
A. J, W..25th st. 
Pana Ma. 
Nicaragua 
MARACAIBC 


1 Salvador, 
(except emst coast). 
(Red D Line), Maracaibo (m 
Furman.St.{ Brooklyn. Curacao, 
Parcel t for Curacao and Venezuela. 
| noon MARTA (United Fruit Company), 
noon), Rector St. Costa Rica, Jamaica, 


a Panama and other parts of Colombia must be specially addressed. 


for Jamaica, Costa Rica, 
KORSFIORD (Bull Insular Line), 
Congress St., Brooklyn. Puerto Plata, 8S 
Republic must be specially addressed. Pa 


Cartagena. 


- Not given ! ee ey on (Garcia & Diaz), La Plata (mails clése 10:30 A, M.; 


Brooklyn. Argentina, Uruguay, Para 


-Not given | OLDE 3R (Columbus Line), Santo we oy aa (mails close 10:30 A, 
Christ 
Other parts of "Dor Anican Republic 
post for Turks I[siand and Dominican Republic (except La Romana, San. Pedro de | 


Sith St. Turks Island, Monte 


Barahona. 


eer Santo Domingo City). 
 AIDAN Booth Line), Para (mails close 11 
North Brazil and "Iquitos. 
K. I. BUCKENBACH (Luckenbach Line), 
35th St., Brooklyn, 


for El Salvador, Nacaome, 


Panama, Eb Salvador, (except 


and Narino ‘Departments of Colombia, Nacaome, Tegucigalpa, Yuscaran, 


NOTE A-—Parcel-post mails via England: 
bul), Albania (certain places), 


Afghauistan ( 
| Bastern Provinces 
| ¢Nyassaland Protectorate), 


and the, territories of 
British India, 


cially addressed), Gambia, Gold Coast Colony, 


bina), Madeira, Malta, Mauritius (including Rodriguez), 
= and Teuban only, 


weit, Morocco (Britis), Larache 
Palestine, Pemba, Persia, Portuguese India, 
Tibet, Togoland (British), Trans-Jordania ( 


iurope and Turkey in Asia (certain places) and Zanzibar. 
To Abyssinia (Ethiopia), 
French Equatorial Africa, 


NOTE B—Parcel-post matis via France: 
Corsica, Dahomey, 
India, French Indochina (especially addressed 
Tonkin, French Postoffices in China, Frene 
Libeu (Lebanon), kvery Coast, Mad 
Madagascar, Nossibe, Comoro Isiands, 
Mauretania, Morocco, Morocco (French), New 
Reunion, Sarre Territories, Senegal (Upper Ss 
Syria (Betrut), Damascus, Aleppo and the 


*Supplementary mail on pier: closes 10 minutes before ship sails, 


Other Outgoing Steamships 


Date. 
. June 
-June 


Steamer. 
BVELYN ...0.+- .. Humacoa 
VERENTIA ..... -.- London 
N. W. MILLER....... London 
COLLAMER 
MONTECALIERI .....Genoa -..... 
BENGAL MARU ....+-Moji .........Jume 
oreccenecconcs TRACOM ....+-SUne 
BAGLE ....e--e+ceseeeSeattloa .......June 
ROBIN .GRAY ........Vancouver ...June 

5 re ....June 


Destination. 


snes JUNG 

--June 

PAKIPAKL ....+ee-0+-Adelaide .....June 
KORSHOLM ..osesess-Helsingfors ..June 1 
BHINE MARU :Hgngkong uae 19 


asants: 


“ 2:41 


Liverpool, May 30 
May 


and in pertions of California, while generally *GEO. WASHINGTON, U, S.....Bremen,’ May 29. 


June 3.. 
Havana, June 3. 
.Sourhampton, June 3..?Tuesday, A.M 


ER, Amer. Merch. London, May 30 
May :‘ 
Eoya®. Bremen, May 


Barrios. 
San Juan, June 4 
Havana, June 6 
La Guayra, 
San Francisco, May 23{Wednesday, 
Cristobal, June 


Hamburg, June 


Santa Marta, June 
Trinidad, June 5 
Cape Haltien, June 1.. 


Southampton, 


GBevccecers Santo Domi 


Great Britain, "Franee, Netherlands, 


Parcel post for Newfoundland. 
Co.), Valparaiso 
Canal Zone, 


and Narino, Departments of Colombia, L py -t 
mai 


matter for Nacaome, Teguicigaupa, Yuscaran. 
Cauca and Narino Departments 


Tegucigalpa, Yusearan, Ecuador, Peru (except Iquitos, Paita, Talara, Truji lio), 


be specially addressed. 
and Colombia, except Cartagena, Cauca, Narino, Magdaieno Departments, 


(New Yawk and Porte Rico §S. 8S. Co.), 
Parto Rico, 


Buenos Aires (mails close 
Paraguay. 
Limen (malls close *9 A. M.; 


Barahona (maitis close 


San Pedro de Macoris, Santo Domingo City, 
Netherlands West India Mail), 


Africa, West Asia, 


Antwerp (maiis close 
Luxemburg. 


Other countries 


Copenhagen 
Other countries 


Russia, 


Supplementary 


(Furness Bermuda Line), 
Pareel post for Bermuda. 


Vincent, 
Vincent, 
Buenos Aires (mails close 
St., Hoboken, Argentina, Uruguay and Paraguay. 


Hamburg (no mails; 
Salonika (mails close T: 

Parcei 
States, Lines), 
Africa, West 


Austria, 

A and B. 

Heisingfors 
Must be specially vs MS 


San Jose de Guatamala (matia close 8:30 
Nicaragua 
Guatemala. must be specially addressed, 


Venezuela. 


Santo Domingo City (mails close 9 A, M.: 


Parcel post for North Brazil and I 
Cristobal 
Canal Zone, Panama, Nicaragua 
City, Choluteca,, Cauea and Naring Departments of Colombia, HBeuador. 
Tegucigalpa, 


British Somaliland, 
| Wrench Zone), Cape Verde Islands, Ceylon, Cyprus, 


ascar and dependencies (Madagase: Ss 
Mayette, guscar, Ste. Marie de 


SHIPPING AND MAILS 
Foreign Ports—Arrivals and Departures 


THE SUN 

Rises. Sets. 
AM, PM. 
5:26 


Hell Gate. 
m PLM. 
10:04 10:28 
4:16 4:15 


Island, 
P.M. 
847 


*, 


At. Date. 

vneeeceee-Cristohbal ....June 4 

L ..-Cristebal June 4 

ars¢ilies ....May 30 

HEKTOR ........+++---Algiers ......May 30 
COLD HARBOR .... -Liverpool . Jute 
EASTERN GLEN ...-Cape Town ..June 
L’ERDRE Liverpool .June 

ene a les 


Steamer. rom, 
PITTSBURGE Cherbourg 
HELLIG GLAV ......Copenhagen 
CITY O®@ BOMBAY....Oran 
GALILEO .. ...- Aberdeen 
BLACKHE ATID ..-Rotterdam ...June 
EGLANTINE . June 
ARCHIMEDES .......Manchester ..June 
LIBERATOR Pondicherry .June 
SCANLON «oeees-Cristobal ....June 
SIXAOLA ..Criatobal ---June 
TLVIVES ..Jane 
AMERICA .June 
AMERICAN . June 


Steamer. 


teeeewe 


Steamer. \ _ SR Date. 
GLENDARUEL ......Bangor .- 
SANTA CEOCTLIA .....S5an FranctscoMay ‘y) 
OLANCHO .......-.---Porte Cortez. 
WALTER JENNINGS. Houston 
WAR NIZAM ......-...San Pedro ... 
TAMIAHUA «~«..-Galveston ... 
ASIA yee o dxtberse oamee © Rae mepriaag oy 
GOFFREDO MAMELI.Genoa “May 6 
MELVILLE DOLLAR.San Francisco 4... 
S. M. SPAULDING....New Orleans. ..-. 
COLUMBUS -Bremen ......May 28 
| AQUITANIA -..-Soutkampten .May 30 | 

| 


evceeeeelymouth .. 
Buenos Alfres. 
seceeeee- Aloxandria 
oe++ Genoa 
vey ee 


_Queenstown. . 
LEGION. Montevideo 


CUAL} he BWOWWUe 


| MUENCHEN 


OLYMPIC June 


hs oer Ae Mail 


| The transcontinental air mail service is operate? in botty directions daily, ene | 
| Hadley Field (New Brunswick, N. J.) at 9:30 A. M., Eastern Standard Time, and San | 
Francisco at 6:30 A. M., Pacific Time. The “planes carry mail for intermediate points as 
} well, including Cleveland, Chicago, Omaha, Salt Lake City, &c. Mail for points not on 
the air route is forwarded by mail trains from the nearest air nratl stations, 
Will Dock. The New York daily closing time for the mail ts 7 A. M., Eastern Standard Time, 
. Sth St. | from tMe Generai Postoffice, and 11 P, M. the previous night, or a little later, at the air 
W. 13th St. 


mail letter boxes, painted red, white aud blue, which are spetied in various parts of the 
W. 14th St, _ 


Due. 
-tToday, A.M 
‘Tomorrow, 
30.....-?Tomorrow, 

. *Tomorrow 
May 27. ...fTomorrow, 
May 30..?7Tomorrow, 


p< ee 


P.M... 
P.M.. city. The closing time at the box in Times Square t# 11:25 P. 

Wednesday's air mai! from San Francisco arrived at 7:50 A. M., Eastern Standard 
Time, &t Hadley Vield, New Brunswick, N. J., yesterday, and was forwarded by rail 


A.M.. to New York. 


noon... 


-tith St. | 
Fletcher St. | 
46th St. 
. 19th St. 
. 14th St. 
. 13th St. 
. 34th St. 
St. 
. Houston, 
Sith St. 
Bitatie T ifie Mail 
Re ween sees Coenties Slip. ranspaci Ic aris 
§SHamiiton Av | 
§Joralemon Bt | The connecting mails close at General Postoff! ce, and City Hall Postoffice Station, 
. Itth St. | New York, at 6 P. M., daily, aa follows: 
A.M.....Morton St. | Japan, Korea, China, Slam, Siberia, French Indochina, Neth- 
..23d St. | erlands East Indies, Straits Settlements, Brunei, Malay 
W. 46th St. States, North Borneo, Labeee, Sarawak and Philippine Is- 
3 3 lands, via Victoria 
Hawali, Japan, Korea, China, 
china, Netherlands East Indies, Straits Settlements, Brunei, 
Malay States, North Borneo, Labuan, Sarawak and Philip- 
pine Island#; also parcei-post malls for Japan, Korea, China, 
Stam, French Indochina, Brunei, Labuan, Malay States, 
North Borneo, Sarawak and Straits Settlements (letter mail 
for New Zealand, Australia and parcel post for Fiji lelarndys 
will be dispatched at Honolulu), via San Francisco 
Australia (specially addressed correspondence onl 
Panama Canal and Brisbane. Matis close at 8:0 
from New York.. 
New Zealand (specially 
Panama Canal and Auckland. 
from New York 
Netherlands East Indies 
only), Via San Francisco 
Hawaii, Fiji islands, Samoan 
parcel-post mails for Fiji 
Austraiia. via San 
Japaa and Korea 
via Seattle 
Tahiti, Society Islands, Marquesas, 
and Australia; also parce! 


Special to The New York Times. 
SAN FRANCISCO, June 5.—Thursday’s transcontinental 
arrived here today at 5 P. M., on time 
Friday’s transcontinental air mail rumning from San Francisco 
reported running on time out of Salt Lake City, Utah, 


.-tMonday, 
«-TMonday, 
-?tMonday 
Monday 
tTMonday, 
.. Monday 
-tMonday, 
es, May 27.tMonday, 
ia, May 2. Monday 
- TMonday, 
Monday 


air mall from New York 


to New York was 
, ee 


n, May 30..?Tuesday, 
jTuesday 


tTuesday, 


A.) 
EMP, 


OF CANAD: ur 
“Siam, Siberia, Freneh Indo- & June 


May 20... 
May 31.. 


Clarkson St. 
Fietcher St. 
Hamilton Ay. 
otalermon St 
git Forman. || 
22a St. 

V. 25th St. 
paenawe $Montague st 
eccceees W, 46th St. 
ecvcess-QJava St. 
esooese-Diletcher St, 
ecooes--GAmity St. 
eovoene.- Leector St. 

.-W. Mth Sst. 
Sith St. 
sSummit St. 


. TTuesday, 
tMonday, 
Tuesday, 
. tTuesday, 





A.M 
AM..W, 
v 


May 30. 
2. Wednesday 
Wednesday 
Thursday 
Thursday 
Thursday 
Thursday 
Thursday 
Friday 
Friday 
Friday 
tHoboken. 


May 28.... 


” 


PRES. PIERCE 


June 6 PORT AUCKLAND June i0 | 
z. addressed correspondence only), 
Mails close at 8:50 A, 


Dennneee 


> MIDDLE’ MICAST'H 
GRACE DOLLAR 


: June 10 | 
June G.. eer eeeerns (specially 
e 

ngo City... 


{Brooklym. 


te Islands 
Islands, 


and Australia; 
Samoan Islands 


SONOMA June it 
” TOKIWA 

Cook Islands, New Zeal: and 
“post mails for Socie islands, 
Cook Islands, New Zealand and Australia, via San rancisco. 
Netherlands East Indies (spectally addressed correspondence 
only); also parcei-pest mails for Netherlands East Indies. 
Matis close at 7:30 A. M.. fram New York EURYADES 


MART June 11 


and Mail Steamships 


of steamers, the lines operating them, when 
and the City Hall Station), when they sail, 
carry mail: 


TAHITI June 12 


Transpacific Mails Due at New York 


| CHINA, JAPAN, PHILIPPINE ISLANDS, STRAITS SETTLEMENTS, 
rege MAILS. 
23 tha 
Si ingapore, 


(mrails ciose § P. M. Friday; sails 1 A. M.), 


INDO CHINA AND 


Postmaster John J. Kiely announc: 
Saigon, May 7; Batavia, May 98; 
| Hongkong, May 14; Shanghai, 
arrived per steamer EMPRESS 


Manila, 
Canton, 

May 
from 


t mails of the following dates: 
May 9; Haiphong, May 10; 
May 17; Mu den, May 20; Yokohama, 
OF CANADA, were dispatched east 
York on the morning of Saturday, June 6. 


Post Office Notice 


PARCEL POST 
announces that 
” 


May 
May 


> 


sails noon), W. Lith St. 

sails noon), W. 19th St. 

A. M.; salle 10 A. M.), W. 15th St. 
e and countries in Note B. June 1, and are due in 
rdam (mails close 6:30 A, M.; sailg Il A. MY, 

Must be spectally addressed. 


Europe, Seatt 


New 


ile elose *S A. M.: 
Free State, Bergen, Madeira, South Africa, 

Other countries must be specially addressed. 
Irish Free State and countries in 


sails noon), W. 14th St. 


TERMINAL CHARGE ON 

Postmaster John J. Kiely effective June 15, 1925, it will be ne« 
| to collect a terminal charge of cents a pound or fraction of a pound, in addition 
the postage rate of 12 cents a pound or fraction thereof, plus a transit charge in 
cases, on each parcel-post package addressed for delivery in a foreign country (includ- 
ing Canada), except Guadeloupe, Haiti, Japan, Panama and Per. ‘ ‘ 

The terminal charge, as well. as the transit charge where applicable, 
must be prepaid by means of postage stamps affixed to the wrapper of the parcel. 

This terminal charge ig intended partially to reimburse the United States Postoffice 
, Department for the charges made by faraienm countries om parcel-post packages received 
from the United States. 


PACKAGES FOR FOREIGN COUNTRIES 


essary 


some 


7 A. Mz.; sails 11 A, M.), Java &t., 


s close 
(mails close *7:30 A. M.; salls 11 
Panama, Amapala City, Cheluteca, Cauca 
Peru (except Igquitas, Paita, Talara 
Nicaragua (except east coest), Printed 

Parcel post for Canal Zone, Panama, 
of Colombia, Nacaome, 
Bolivia, 


and the postage 


for 





Wills for Probate. sage cen ok Bios ce 


Manhattan. LYNCH, GEORGE W. (Apri? 1). Es 


realty and personal property, each $6,000 
AHRENS, Gesina M. (May to widow, Margaret M. Lyne seecuirts, 
not more than $5,000, Ruth . garet M. Lynch, executrizx, 


9 Houseman Street. 
daughter and executrix RICHTER, ANNIE (May 
| St. realty, not over $10,000; and personal 
. P ile cl . . : j . ~) I 
San Juan (mails close -o-a8 A, M.; | ARMSTRONG, JOHN about $6,000. Bequests of $500 to each 
%., epee St, Croix, Saba, St. | vatue unknown. Alma A. of vo friends, Clyde and Howard Richter, 
matter), Printed mattter for La Romana, | forg, N, J., and Mary K. | 27 Forest: Avenue, Woodhaven, Queens: a 
ity. Ordinary parcel post for Porto Rico, St. | Mfass., no relation, are bene niece, Yetto Coba, 44 Norwood Ayenue, and 
St. Eustatius, La Romana, San Pedro de forther te executtiz. 24 
9 


two nephews, E. and Emil Stenheuser, 244 
9 A. M.; sails noon), 29th St., FISHER, LOUIS (May 6). Estate, more| Forest Boulevard; two sisters, Florence 
Must be specially addressed. thar $10,000, principally to Hannah Fisher, 


Stenheuser, Mary Rickert, 194 Crescent 
sails noon), Rector St, | Widow and executrix, of 305 West End Ave- Strew; nieces, Marie Greiner. 360 Menehan 
must be specially addressed. — 


, ; : Street. — Louise Downs, 9,246 115th Street, 

-arcel post for | ae ‘ a = cimon fills, Queens, each $2,500, and 
LEIGHTON, PETER DAVIS, each onefourth of the SK “CO 

known ag Paul, (Sept. 29), Estate, S. Heiderfticty, e- 

than $1,000, to wife, Ella L. nue 

| west 143d Street, and daughter, SWENSON, CHARLES G. (May 20). 

| Leighton, ‘in trust, tate, $1,500; te widow, Ida L. Swenson, 

| LEVY, JOSEPH ceutrts,_ 06S Bergen Street. 

more than $1€,000, WHISS,. JOPEN (April 29). Estate, $25,- 

28 West 89th, and 000,. to « daughter, Estelle Dietmeier, execu 

principally comprises 

His widow is named executrix 


trix, 307 Hemiock Street. 
Sac ; New Jersey. 
-AGE, HOWARD (May 9). Batate, more ‘TE casrene 
than $100,000. Mildred A. Page, witiow,. gets) yea oom DEON COUNTY. 
residuary estate after a $5,000 legacy and|:.. ar) , J JHN, of Jersey City 
income from $10,000 trust fund far brotlrer; Eetate to sister, Delia Muiry, of 
John K. Page, of Paris. The widow and|™.,¥. Niece, Emma M. Morrison, 
the New York Trust Compa ly ave executors. MEYER, JOHN, of West Hoboken * (May 
RUBENS, MORRIS (May 20. Estate,| =. state to friend, Edna Hill, of 284 
more than $10,000, to Evira Rubens, 200 | P@/isade Avenue. West Hoboken, executrix. 
West 93d Street, widow and executrin. RAHM, MARIA, of Union Hill (May 16). 
SADOLSKY, MAX (May 15). state, $5,-| Wil! devises house, 309 Main Street, Unio 
493, to Ida Sadolsky, widow, and Louls, a | Hill, to son, George, during his natural life, 
gon, of 390: East Fourth Street. and after his death the same to be divided 
SIMON, HARRY (Nov. 1). Estate, ; less | between his children in equal shares; dweiling 
than $5,000. Helen Bangser and Jessie Frank, | at. 306 Main Street to daughter, Anna Steller, 
daughters, of 3} West End Avenue and of that address; residue to son and. daughter 
500 West End Avenue respectively, and Clara | ®@ually and appoints them executors, 
Simon, widow, of 210 West 70th Street, are WISE, BEULAH E., of Bayonne (Mg 
} the beneficiaries. The latter is executrix, | Estate to husband, Howard A. Wise. 
TRACHTENBERG, SIMCHA (Nov. 22), Bae | Avenue C, Bayonne, ; strator 
tate, lese than $5,000, to relatives, Executor, annexed, Ol) account 
Mozes Kitzes, 295 Hast Seventh Street. } @statrix to Name an executor. 
WINDLEY. CHARLES H. (May 12). Es- eanehtn SN 
tate, $1,500, to Aaron Edwards, cousin, of | ESSEX COUNTY. 
28 De Voise Place, Brookiyn, Executor, Cor- MATHER, ROBERT D. (March 
elene Edwards of the same address. left to RY bien executrix. 
re ZAB!I eb 
- . Kings. J ‘Avaieainen - 
THORN, JOSEPH 15). Sophie W 
not over $2,000, to wid Rosie ; 
hexecutrix, 304 Bleecker Street 
BREDELL, JOHN (Jan, 15). 
000, to widow, Murial Bredell, 
2U2 Patehen Avenue. 
FULLER, STEPHEN J. 
not over $1,506, to widow, 


close *8 A. M.; sails 

parts of Mexica must be | 
Campeche. 

sails noon), Empire St. | 
Magdalena Departments, | 
Parcel post for Hait? 


Belding, 
Cuba and other 
van States of Yucatan, 
27). 


Estate, 
Ahrens, 
West 136th 


Cauca, Narino, to 


of G36 19). Estate, 
(April 3). Estate, 
Clarke of Ruther- 
Collins of Everett, 
iclarles and the 


two 


sometimes | 
not more 
Leighton, 500 
tose Marte 


Puerto Cortez (mails close 9 A. M.; satls 
except Amapala City, Choluteca, 
for Nacaome, Tegucigalpa, Yuscaran. 
Trujillo and San Pedro Sula, 
*9:30 A. M.; - We 
post for Turks. Islands and 


nts, &c., Es- 


Cortez, 
30). Estate, } 
Sally Levy, 
three children. Estate 
life insurance policies. 


M (May 
to wid 


sails M.), 


Republic. Parcél 


A. Ms; 
specially 


10 
be 


close 
Must 


Maracaibo (mails 
Curacao, Venezuela. 


Sails | 
ad- 


(Peb. 20), 
Kingston, 
executrix. 


uenos Alres (mails close *10:30 A. M.; sails 1 
Argentina, Uruguay, Paraguay, Parcel post 


AY (June 8) 


5 P. M.; salle midnight), Seth 
Norway must be specially addressed. 
Czechoslovakia, Huggary, Switzerland, Sup- 
station up to 8:45 P. M. 


(mails close 





22 
~) 


“165 
will 
the 


7 A. M.; sails 11 
Must be specially 


18th St, 
Parcel 


of 
with 
failure of 


A. M.), W. 
addressed. 

ongo, 

), Gothenburg (malls close 9:30 A, M.; sails 
must be specially addressed. 


"10 A. M.; salis I 
specially addressed, 


(mails close 


25). 
must be 


Estates 
RT 
and, 


26). Residue 
A. Bogert, 


to h 
n daughter, 


M.), 44th 
addressed. 
Esthonia. 


nails close 7 P. M.; sails midnight), W. 14th 
Britain, Northern Ireland, [rish Free State, 
h Africa, Cape Verde Islands, Slerra Leone, | 
mall accepted at Varick St. sta- 


George 


Baldwin, 


1a@ile close 11:30 A, M.; 
Other countries miust be 
Latvia, Lithuania, 


sails 3 P. 


1 BA 
specially 


Estate, 
Bathorn, xecutor 

MERRICK, HALLIE V (April 22). 
to husband, Harry M., executor. 
_LANGSROTH, FANNIE H. (May 
Estate to husband, Theodore, executor 
ANDREWS, LULU (April 25). 
husband, executor. 


Estate, $5,- Estate 


executrix, | 18) 


(May 18). 
Lena Ek. 


a. - : Estate to 
Hamilton uller, Prank, 


(maila close 8 A, M.; satls It 





RESORTS, 








iils close 8 A, M.; sails noon) 
Trinidad, Ciudad Bolivar, Guiana. 
Trinidad and British Gulana, 

8:30 A. M.; sails 11 A. M.), 
Must be specially addressed. 


DAY (June 10) 


M.), W. 17th St. 
Aad A, M.; salls 10 A. 


Congress St., 
Parcel | 


16th 
NEW YORE. 


The Prospect House, 
livan County, N. Y. 


NEW ENGLAND. 


The Balsams 


Dixville Notch, N. H. 


Seven Miles from Canadian Border 


A freproo’ hotel unequaled for pic- 
turesque lovation—among majestic 
Hille and eautifnl' lakes of scenic 
New Hampshire. Exesilent 18-hole 
golf links, MPishing and all outdoor 
and indoor amusements Exelusive 
clientele. Where Bay fever i un- 
known Attractive rates, Open June 
to October. 


Lake Huntington, su. 
Ideal Summer Resort; 
| all conveniences; write for booklet. Schiffer. 
STEVENS HOUSE, LAKE PLACID, N m 
Special Rates for June. 
Booklet. 


Goifing, Fishing, Tennis, Riding, | 


NEW Y ORK—Leng Island. 


sails 3 P. 
M.), 
post for Egyp 

Bremen tie close *8 A, 
Asia. Canary Islands must be 
t Britain, Northern Ireland, France, Belgium, 
Czechoslovakia, Hungary, Switzerland 


M.; sails 





(mails close 730 A. M.; sails 3 P. M.), | 


Parcel post for Den- 


M.; sails 11 
Canal Zone, | 
El Salvador and | 


sails 11 A. M.), 11} 
Porto Rico must be specially addressed. | 


Santa Marta (malie close *9 A. M.; sails | 
Cartagena and Cartagena Colombia, Canal | 
Patce! post | 


American plan. 
baths. Moderate rates. 
Restamrant a 

Carte, Table 

a' Hote. 


A. 
(except east coast). 
Parcel post for 


ails close *8:20 A, M.; 


Dancing. 

Table board. 

Cafeteria. Prices. 
OPEN JU 


EL. W INTERF "ELD, Prop. 


Alse 


Garden City Hotel 


Garden City, Leng As mR. Y. 
OPEN ALL THE YEAR 


J. J. LANNIN CO. 


: sails noon),, | 
anchez, Samana. Other parts of Dominican 

reel post for Porto Plata, Sanches, Samana. | 
sails 1 P. M. ), Coffey 

Must be specially addressed. 

M.; sails 1 P. ML), 

Sanchez, Samana, Azua, 

must be specially addressed. Parcel 


NEW 
OTEL CEDARSHORE 


AND COTTAGES 
ON GREAT SOUTH BAY 


Sayville, Long Island. 
Safe Against Fire 
Automatic Sprinklers Throughont 
Select clientele. Private beach. Beauti- 
ful place, Orchestra. All rooms wit 

bath and phene. Elevator. 
G. BLLIOTT MOBRISON. Mgr. 


THE OLD OAK 
PATCHOGUE, L. L 
GEO. A. LINK. Estab. 1897. 
Duck and Chicken Dinnerg Our Specialty. 
Catering to Dinner Parties, 


ROBIN'S NEST, Shelter Isiand Heights. | 
Huropean and Amerioan plan. Excellent | ; 
—s Catering to automobDilists. Fish- | 


fine now. 
Beacn 127th St. Tel. Belle 


CECIL HOTEL Harbor 4053, Modern; exclu- 


stve section; refined clientele. J. BINSWANGER. | 
NEW 


JERSEY. 

THE HOMESTEAD 

FANWOOD, NEW JERSEY 
One hour from the city on New Jorsey | 
Central R. R. Good train service. Five 
minutes’ walk from station. 200 feet of | 
plagzw; good roads; near golf links. Room 
with private bath. Garage om grounds. 
References. 


CALIFORNIA LODGE 
| Lake Hopatcong, N. Jd. 
On the Lake. Rate $20-§23. 


PENNSYLVANIA, 


H 


guay. 


Puerto Plata, 


ORWELL, V¥T.—On Lake Cc 

EAGLE INN, in the heart of te 
and mountain region, offers superior ac- 
|; commodation at very reasonable rates. 
Vrite for booklet. 


BANKRUPTCY SALES. 


IN a DISTRICT COURT OF THE 
United States for the Southern. District of 
New Yorke —In Bankruptcy. In the matter 
of JACOB ELIN, MAX ELIN and MOB ELIN 
individually and as copartners trading as J, 
ge & SONS, Bankrupt. Chas, Shonegood, 
| S. Auctioneer for the Southern District 
| of New York in Bankruptes, sells Thurs- | 
day, June rith, 1925, by order of the Court 
at 10:30 A. M.., at 146 W. 26th Street, Bor- 
ough of Manhattan, assets of the above 
bankrupt, consisting of furs, skins, furni- 
ture, fixtures, etc, 
WILLIAM WEISS, Receiver. 
JOHN. L. LYTTLE, Referee in Bankruptey, | 
299. Broadway. 
LOUIS H. SOLOMON, Attorney for Re- | 
celver, 200 Fifth Ave., New York. i 
Inspection on Jund Sth. and 10th. 


IN THE DISTRICT COURT OF THE | 

United States for the Southern District of | 
New York,—In Bankruptcy. In the matter of 
PURE FOOD CAFETERIA, Bankrupt, Chas. 
Shongood, U, 8. Auctioneer for the Southern | 
Diwtrict of New York im Bankruptcy, sells | 
Tuesday, June 9th, 1925, by order of the} 
Court, at 2 P. M., at 983 Third Ave,., Bor- 
ough of Manhattan, assets of the above 
bankrupt, consisting of restaurant furniture, 
fixtures ‘crockery, silverware, ete. Also the 
receiver's right, title and interest in and to} 
the unexplred term of the lease of the said 


premises: 
ELY ROSENBERG, Receiver. 
BENJAMIN RB. GRBELLER, Attorney for Re 
ceiver, 209 Broadway, New York. 
Inspection on June 6th and 8th, 


&. M.; sails 2 P. M.), 33d St., Brooklyn, 


quitos. 
. M.; sails 6 P; M.), 


(except east coast), Amapale 
Printed matter 
for Canal Zone, 
Amapala City; Choluteca, Caucew 
Ecuador. 


gs Kamaranh and Perim), 
Belgian Congo (Katanga and 
Ituri), British Centr! Africa, 
Cameroons (British — 
Falkland Islands, French India (spe- 
Ireland (North), Kenya’ and Uganda, Macao 
Mesopotamia (Lraq) “fneluding | 
Nigeria, Nyassaland Protectorate, } 
Timur, Portuguese West Africa, 
east of Jordan River), Turkey in 


(mails close 3 


Yuscaran. 
east cost), 


Parcel post, 


To Aden (includin 
Ascension, 
Ruania and 





Portuguese 
territory 


Algeria, Cameroons, 
French Guiana, French establishments in 
), Annam, Cambodia, Cochin China, Laos and 
h Somaliland, French Sudan, Gabou, Grand 
Grsat Comoro, Anjouan and Moheil 

Caledonia and dependencies, Niger Territory, 
enegal and Upper Volta), Togoiand (French). 
Western and Eastern an, Tunta. : 


Booktet. 


gbeatination, Date, 
-. June 10, 
--- June 10") 
eee- dune 10} 

-+-June 10) 
-June 10 
..June i0 


Steamer. 
IN ae 


Sydn 

MIDI,’ EHAM CASTL EW a 
PORT AUCK LAND - Adelaide 
KNIGHT COMPANIONHongkong 
SANTA ISABEL -Caibarien 
+s ebtes .. Kingston owe 
++ossHAVana ......June 10 
+.Cartagena ...June 10} 
-Antwerp .....June tt 
Delagom ..June rt 

es “paceme o++++s June 11 
+-+»Baracoa .....June 11 

--- Rotterdam 

.- Jamaica 2... "June 12 
coe Antilla eevee dune 12 


Boys’ Camp—Health, Recreation, 

Training; camp masters college graduates, 

athletes, trained in building body, brain, 

character. Families accommodated near 

| camp at. Woodleigh Resort. Send for book- 

lets camp and resort. Address Ray D. 
Lamb, Towanda, Pa. 


ANDALUSIER ° 
HALIARTUS 
PACIFIC .., 
COMAGUAYA 
CLARA ....... 


CTBAO 
SYDFOLD ssese 


WASHINGTON. Di C. 


| 
| 
| 
| 


AUTO CLASSIC WINNER. 
Peter d= Paolo, nephew of Ralph de 


BURLINGTON HOTEL 
Palma, who won the 500-mile race at 


Five Ep —— Walk to . See 
anapolis before a crowd of 145,000. 


380 Roome With Bath, $250 to $4.00 ia York Times Rotogravure-Sports 
BPECIAL DLNNEB, $1.00, iG on tomorrow, (Sunday).-—Advt, 


| 


* 


| 
June &/| 


June 10 


to | 


tate, | 


rop- | 
B. | 


executo® 134 Arlington Ave- | 


ex~ | 


| Court at 1 
| consisting of men's, women’s 


| pined term of the 


|, SLDNEY 


SHIPPING AND MAILS. 


To 


BOSTON 


“THE BEST RouTe 


EASTERN STEAMSHIP 


LINES, Inc. 


THE ONLY DIRECT LINE. ONLY ALL-WATER ROUTE 


(Only line lime tials Soop sat toamten p< 


The line operating steamer 
_ VIA CAPE CO} 


luaurious steamers 


CANAL 


The new fast, ‘Gasten’? 


ers to rwil lines ew route.) 
cially built for this service. 


and “New York” 


represent the latest thought in marine architecture aad combine 
convenience for comfort and safety. 


bet agree. f 

large social ha 
promenade decks. Music and Dancing. 
Leave Pier 19, N. R., (ft. of Warren St.)! 


nections at Boston for all 


Special facilities for automobiles 


Wig — pe bis ( OE 


ee no 
eee 


saat Gere > 


Saturday anSunday 
AFTERNOON 


‘Indian Point, Bear Mountam, 
Newburgh, and Return 
Also West Point on Saturday 


Str. Albany on Saturday 
Str. Robert Fulton on Sunday 


| Music 


— ~ 


Daily. 


Luneb Room 


|—-Leayes Desbrosses St., 30 FP. M.; 
/St., 1:56 BP. M.; W. 12 oth St... 2:1 
Returning leaves Newburgh, 
j}and on Saturdays w est Point, 
| ee Saving Time 
rther information | a ” Desbrosses St. 
Now York. Tel. Walker 7609. 


Hudson River Day Line 
Iron Steamboat Co. 


ALL WATER ROUTE DIRECT TO 


Boardwalk, CONEY ISLAND | 


Schedule for SAT. & SUN., June 6 and 7 
| Lv. W. Lz9thst, | Pier I, N. R. |Coney Istand. | 
9.40 3.30 10.25 4.15 
10.350 5.00 
11.15 
} 12.15 
1.15 
a oo 
uO 
3.00 c d 
Trip marked does not go to 129th st. 
Trip marked + does not stop at i “bi N. BR. 
___ Telephone WHITEHALL 1279. WHITEHALL 12 i 
Music. 


BEAR MOUNTAIN #2" 


Mammoth Plgyground York, Pier 


Steel Steamer Lys. Battery Daily 9 A.M. 
W. 132d St. 9:45 A.M. Returning Lvs. 
Bear Mountain 4:30, due N. Y. 8 BP M. 


Sunday Afternoon Trip: 
ing Pier A, N. R. (adoining Battery), 
P. M.; West St., is P. M. 
KUEND 75 Weekdays, Children 40c. 
TRIP, © sundays $1. Children 50c. 
BEFRESHMENTS. MUSIC. DANCING, 
Palisades Interstate Park Commission. 

Telephone Bowling Green 75385-7675. 


Restaurant 
A my to > 
| @iz An 
and 


3:45 
6:15 


4 aint 
P. Ma. t 
Pier, ot., 


M 
Saturday 


poin 


r 
lesbr 


sg3es 
4.16 
7 10 


TO 


An 


oem 
730 


132d 


SUNDAY EXCURSIONS to 


Rockaway Beach 
FARE 60c. ROUND TRIP $1.00 


STR. LANCASTER 
Lys. Pier 31, N. R., 10 A, M. 
(foot of Desbrosses St.) 


Battery 10:30 A. M., 2:30 FP. M., 


oher St.). 
ALL 


Lys. 


| }Poughkeepsie, 


accept ed 


Also daily, 


steamer 
ts 


Dining Room. 


staterooms with and witheut bath. Running water 
smoking, writing and music rooms. Spacious 


ew York 


t 5.00 .. Daylight Sa Ti Telephone 
pe Hemet = ints ia Baebes and Pet al Provinces. 


aot. Soatags nda 


(Up the 
BURSON 


including Sunday—PFo- tNew! surgh, 


Kingston Point, be ny l 
, Steamer | eg Des 
M.; West 42d St, 9:2 
9:40 A. M.; Yenkers, 
l connections Raif 
to Albany and 
Restaurant. 
“metuding Sanday——-For tin- 
*Bear Mountain, ?tNewburgh 
Aliso tWest Point (ex- 
Steamer leaves De sbrosseg 
West 42d St., 10:1 A. M : 
16:30 A. M.; Yon » So 


ceepsie 


Afterneens— For 
and ftNew~ 
turdays. 

P. Mi 


E 
St... 


129th 


Sunday 
Mountain 


Point on 


and 
t tBe AT 
We 

+ a 


1:50 P. M.; 


day 
Saving 


New York same 
T. Daylight 


to 
marked 


Ideal One-Day Outings. 


Hudson River Day Line 


St ea St. Pier, > : alker 


: Str. Richard Peck 


NEW HAVEN 
SUNDAYS 


Delightful trip of 150 miles on Lt 1. Sound, 


Lv. Pier 40, N. R., 
9:90 A. M. Return, due New 
40, 9:00 RB. M. Daylight Time. 


ROUND TRIP TICKETS $I. 59 


Sold 


The NEW ENGLAND S. S. co. 


Sunday only at Pie 


ot Public Be Pleased’ 
| BOSTON 533 
PROVIDENCE $3.80 


Steamer leaves Pier 44, N. RB. 


(foot ef Christe- 
weekdays and Sundays at 5:30 P. M. 
(Daylight Time} 


OUTSIDE STATEROOMS 


COLONIAL LINE 


Phone Canal 1690— = 





15 P. M. | 
Last Boat from Rockaway 10 B. M. | 
Daylight Saving Time 
Free Dancing — Cafeteria. 
Daily Trips after Juné 13 with 
STR. ROCKAWAY : 
PUBLIC LINE WALKER 


ATIONAL 


a) 


4100 


ft rout 


For fu ir 
i 


ee yt 2, Germany y 
SWEPT AMERICAN LINE 
| A | | 24 State Street, N. ¥. 


WEEKDAY and SUNDAY TRIPS 
To Atlaniic Highlands and the Gcean, 
Lvs. Battery 9:30 A.M., 1:30 & & P.M. 
(Day Sav.) No Trips Monday, Jane 8 


Weekdays, $!. One Way, G0c: 
Round Trip Sats.& Suns..1.25. One Way.75e 
Buffet Lunch, Refreshments,Good Musie 


DANCING FREE Tel. Bowling 


Green 7045. 


| 


| AMERICAN 
| ps a1? principal 
if Firdddway. NW. Y. City 

New York Direct to Sweden 


the 


Dollar Steamship Line, 
LS MOORE Street, 


Clark’s 


By Cunard line, new oil-burners 


VHITE STAR LINE, 
LINE—RBED STAR 
points of Europe. TI 
ANTILE MARINE 


MBRE. c “On 


points 
itimrent. 


e thru booking t al 


to princip 
and cx 


N 


ifoem ition 


World 


Paes ut O 


ravel in 


New York. 


5 Weneus Cruises 


July 1, Summer Cruise to Norway 


Western 
$1300. 


Around the Worid Crise 


UDSON RIVER 
NIGHT LINE ae, 
NEW ee tee on 


Week days: New York, Per 32, N 
st.. 6 P.M. Sundays: 6 P.M. 
West 32nd St. half hour later 
¢Maylight Saving Tine.) Rail 
North, East and West. 

EXPRESS FREIGHT SERVICE—Autos Carried 
Tel. Walker 3200. Middleton S. Borland, Necsiver 


BEST SUNDAY OUTING 


the Hudson to Highland Falls, New-! Rates 
bared, Beacon, Poughkeepsie and return. |fees. 


Str. “BENJ. B. ODELL” 
Leaves Franklin :10 A. M.; West 129th | 
St.. 9:45 A. ME; oP te St..<10:10 A. M. 
} Musie, Restaurant and Lunchroom. ' 

CENTRAL HUDSON LINE. | 


} to 
jan. 20, 


{ westward. 


Jan. 
62 


Feb. 4, 
$1250 


im 


conuections 


June 
Wester 
to $1300. 


and 
$550 


ine 


Se., 


F. C. 


ED BAN 
LINE 
DAILY TRIPS TO 


Highlaads, Oceanic 
and Red Bank, 


| WEEKDAYS Lv. Franklin Sbt., 
a 9 4.M., 3:15 PM. 


|. $:204.M., 2:46 P.M. ; 
Sundays, Frankiim %+., 8:30, Battery, 9 A. M. 


Connecting with 
Sight Seeing 
“AUTO BUS” 

Direct To 

LONG BRANCH 

& ASBURY PARK 


Pier Bay NR. | 


yyeenenase, 


eee 


BANKEUPTCY SALES 


|IN THE DISTRICT COURT 
United States for the southern District of 
New York.--in Banikruptay. In the matter 
fot EDWARD NEWMAN. Bankrupt. Chas. ! 
| Shamgooed, U. S. Auctionser for the Southern 
| District of New York fm Bankrutpey, sells 
Tuesday, June i6th, 192, by order of the 
L A. M. at 986 Main Peek- 
N. Y.,. assets of tite above bankrupt 
and chidiren’s | 
oa. Also the reeeiver’s 
interest in and to the unex- 
lease of the said premises 
CLARENCE BLOOMIFIELD, Reeetver. 
FERTIG, Attorney for Receiver. 
34 Broadway, New York. 
Inspection on June 13th and 


OF THE 


St, 


skill, 


fixtures 
title and 


sbhoea, 


right, 


15th. 


Buenos 


Longest 
| management. 


CEARK, Times 
(Telephone Bryant 3592) 


Open Dally, Inc 


Mediterranean, days, 


53 


128 days, $1250 tefs3000. 


30, Mediterranean Cruise 


days, $600 to $1700 
South America with Rio 
Aires; 50 days, $550 te 


30, 1926, Norway 


n Mediterraneatrr; 93 days, 


hotels, drives, 
experienced 
Established 30 


Bidg.. 


lude guides, 
cruis@ 
years. 


New York 


Sec, till 5 Lengacre 526% 


Che New York Times 


Daily and 
news 


ALTOONA, Pa. 
Penny ivania News Co. 
Liz? 1lth Av. 
__ Telephone Be Bell £92 


ATLANTIC : Crry, N. J. 
J. A Majane 
35 North Arksansas Av. 
__ Telephone Mar Marine 650 650 


BALTIMORE 
Baltimore News Co. 
227 | i. Calvert S' St. 


BANGOR, ~ Me. 
O. Crosby Bean 
16 State St. 


BAR HARBOR, MB. 

W. H. Sherman _ 
BOSTON 

New England News Ca. 

93 Arch St. 
BUFFALO 

Bachmann News Ce. 

155 Blilott: St. 
CHICAGO 

360 N. Michigan Av. 

Telephone Gentral 5547 
CINCINNATI 

Fountain News Co. 

__ Sth and Walnut Sts. 


GLEVELAND 
Solomon News Co. 
1406 W. 3d St. 


COLUMBUS, Ohio 
360 N. Front St. 
Telephone Main 482 

DAYTOY Ohio 
Wilkie News Co. 
125 S. Ludlow St. 


Telephone Garfield 2258 


Sunday editions may be o 
stands in all large: cities i 


HARTFORD 
H. Koppieman 
‘1 Kingsley St. 


INDIANAPOLIS 
De Walf News Co. 
60 Kentucky Av. 


JACKSONVILLE, ria 
Post Office News Stand 


LAKE G GEORGH, N. ¥. 
Vosburg’s Souvenir 
Store 


Los ANGELES _ 
411 Times Building 
Telephone Metropolitan 
0700 


MEMPHIS, Tenn. 
World News Co. 
110 Monroe St. 
__Telepltone 6- “G7 34 


MIAMI, Fla. 
Hortens News Agency 
P. O. Corner, or Cor. 
Miami & Flagier Sts. 


MILWAU KEE 
Wells Building News 
Stand 


MONTREAL 
American News Co. 
144 Front St. West 


NEW ORLEANS 
105 Royal St. 


NEWPORT, R. E 
W. P. Clarke Co. 
264 Thame St. 

__ Telephone 1140 


PHILADELPHIA 
614 Locust St. 
Tet. Lombard s736 
921 Filbert. St, \ 
Telephone Walnkt.o343 




















btained at principal hotels and 
n the United States and. Canada 


ITTSBURGH 
Schafer News Co, 
807 Wood St. 


PUM TLAND, Ore, 
S. S. Rich 
6th & Washington Ste. 
Broadway 7381 
Beacon 1406 
PROVIDENCE 
Capital News: Ca 
5 Thomas St. 
Union. 3290 
ROCHESTER 
Morris Manson 
¥0 Pront st. 
J Main 5S ly 


SAN FRANCIS [CO 
742 Market St. 
setepton ne Kearyn 
SEATTLE oe 
Liverty News Co. 
svY. Lovis 
402 Globe-Damocrat 
Building 
_Telephone Ol Olive 3500 
SYRACUSE ‘ 
238 W. Washington St. 
TOLEDO ae 
Summit News Co, 
Chamber of Commerce 
Main S5938W 


TORONTO 
Toronto News 
42 You ing St. 

\ ANCOUVER 
Post Office News Stand 
300 Block; Greriville St. 

WASHINGTON 
Ti7 Albee Building 
Telephone Main, 137 
1416 New York 
Telephone Mein 





Co, 
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© Bank and business references required. 
$100 reward for information leading to 
-@frést and conviction of any one who has 
a fraudulent advertisement in The 
York Times. : 


<<. CAPITAL WANTED. 


J CAPITAL WANTED, 
ern manufacturer of white porcelain 
rators, for which there is a constant 
during the entire year, wishes to 
business, Manufacturing and labor 
exceptional. Same styles and 
year round. Big profits. 
Little competition. A lib- 
roposition to one willing to invest 
,000, to be used for working capital, 
erences exchanged. Y 2414 Times Annex. 


US BUSINESS MAN, WHO CAN 
“furnish first-class references, can purchase 
‘we tablished rofitable manufacturing 
corporation with thousands of satisfied cus- | 
ers, duplicating orders regulagly, for 
{500 cash; an additional $2,500 working 
apital necessary. C 995 Times Downtown. 


#200 WITH OR WITHOUT SERVICES; 
“investment fully secured by first more" tr4 


ea opportunity make money. M 5 
m . 


es. 
——— 
PARTNER, ROAD 


Money; or sell outright. 
h. 





HOUSE, LITTLE 
Stearns, 701 West 


————— 

PARTNER WANTED, WITH SMALL CAP- 
ital, in a good established business; worth 

fnvestigation, A 1161 Times Harlem. 


ee 
=. CAPITAL TO INVEST. 


AVE $25,000-$50,000 TO INVEST BUSI- 
ve property. Room 713, 63 Park Row. 


———————————————— 
FOR SALE. 


Stores and Shops. a 


RAKE OPPORTUNITY FOR QUICK BUYER. 
‘Dress goods store, 2 hours from New York, 
cellent location, reasonable rent, long 

ease; will sell on account of partners’ dis- 

agreement. A, M., 650 Times Dowshown. | 


| 
SODA FOUNTAINS | 
and all kinds of store fixtures; easy | 
onthly payments. Merit Equipment Co., | 
West 43d St. Pennsylvania 9284. | 


WE SPECIALIZE IN 


BOOK AND GIFT SHOP, SPORTING GOODS | 
and newspapers; 20 years established; lo- 

@ated thrifty N. J. suburban town; no 

agents. Z 2009 Times Annex, 

GOOD GOING SODA AND LUNCHEON- 
ette for sale on Broadway; vicinity 170th 

St.; leaving for California. Phone Billings 
i 


ART EMBRUIDERY STORE; 
opportunity. 77 Astoria Ave., 
Long Island. i 

——— <—$—$<—$$—$$ $$ 


_ Restaurants and Tea Rooms. 


BECOME INDEPENDEN T—RESTAU- 

Yants, lunch rooms, tea rooms, coffee pots, 
@rug and confectionery stores are the money- 
Makers of today; we start you in a business 
of your own by completely proors your | 
gtore; small cash payments, balance on easy 
monthly instalments; if you have a location | 
call, write or phone. Merit Equipment Co., 
@ West 43d St. Pennsylvania 9284. 


FLATBUSH, DINING ROOM AND HIGH- 

class grill business; 5 years’ lease in beau- 
tiful. Bracebridge Hall; sell for $3,000;\in- 
vestigate. Phone manager, afternoons, In- 
gerso!]! 2181. 


RESTAURANT BUILDING, FIFTY ROOMS, 
Broadway, 42d; long lease. Reichman, 242 
East 82d. 


UNUSUAL 
Astoria, 





Garages. 


GARAGE NOW BEING COMPLETED FOR 

sale or rent, direct from builder; excellent 
location. Apply premises, 425 Coney Island 
Av., near Church Av., Brookbyn’ 


GARAGES, ANY SIZE, ANYWHERE. 
Gaillard, 100 East 42d. Ashland 8714. 


“ 


Patents. 


INVENTIONS PROTECTED—PATENTS OB- 
tained; instalments; evening appointments, 
McNaler, 291 Broadway. Worth 9543. 


Miscellaneous. 
LUMBER BUSINESS, DOING GOOD BUSI- 
ness; railroad siding; buildings, machinery. 
atock, to be sold according to inventory and 
gre. estate appraisals; owner retiring. Al- 
ert C. Bender, P. O, Box 65, Elizabeth, N, J, 


OLD ESTABLISHED AUTO BODY BUSI- 
ness for sale in full operation, with "935 


chinery. Information Prospect 2727. 
ee eee 


Bergen St., Brooklyn, 
Leases, 


THREE-YEAR LEASE FOR SALE ON TWO 
new law houses, cold flats; good possibiii- 
ties for extension of lease; good monthly 

‘profit; $1,300 security; price $6,500, B 718 
imes Downtown. 


BROADWAY, 3,899, CORNER 163D ST., 
choice light corner, large basement store; 
great future; $50 monthly. 


BUSINESS SERVICE. 


AUTOMOBILE SLIP COVERS INSTALLED 
. while you walt. Curtains $1 each. 110 
West End Ave., top floor. 


—_—S—S__ 
FIN ANCING—LOANS. 


AUTO OWNERS—QUICK LOANS, 
Car In your possession. s 
LOANS MADE SAME DAY. 
@TRICTLY CONFIDENTIAL. Lowest rates. 
PEERLESS FINANCE CORPORATION, 
9260 West Sith St. (corner Broadway). 
Suite 621. Phone Circle 7082-0827. 





LARGE RESOURCES FOR DISCOUNTING | 
ACCOUNTS RECEIVABLE AND GEN- 
ERAL COMMERCIAL FINANCING; LOW- 


EST RATES. ‘ 
UTILITY CORPORATION, 


CREDIT 
270 Madison Av. Tel, Caledonia 2700. 


-.- {MMEDIATE LOANS ON CARS ~ 
While used or in storage. Confidential. 
.. CIRCLE AUTO FINANCE CO., 
@50 W. 57th ST., FISK BLDG. CIRCLE 7874. 


WE SPECIALIZE IN DISCOUNTING 

counts rece!\able without notification 
customers. (osult. Solar Finance 
132 Nassau, beckman 6018. ” 


Ac- 
to 
Corp., 


MONEY FOR BUSINESS EXPANSION, 
Reorganization, Real Estate, Com'cial Paper. 
“Phoenix Factors Corporation, 1,265 B’way. 


EDUCATIONAL 








Preparatory Schools. 


( Henadmrepardiogy 


DAY AND EVENING DEPTS. 
ew York—72 Park Ay., bet. 38 & 39 Ste. 
rooklyp—-Corner Franklin and Jefferson Avenues 
SPECIALLY PREPARES FOR 


COLLEGE, RECENTS | 


Also WEST POINT, and ANNAPOLIS | 
Gend fc. Catalog and “Success in Begent Exams” 


Business Schools. 


Drake Business Schools, Inc. 


New York—i54 Nassau St. (opp. City Hall). 
Telephone Beekman 2723. 
BRANCHES IN 4 BOROUGHS. 


PRATT 


| 
| 


SCHOOL, 62 West 45th Street 
SECKETARIAL TRAINING. Indl- 
vidusiinsiruction Upeu a4 Sau. 


Special Schools. 
VOICE—DICTION—INTERPRETATION 
MODERN POETRY AND DRAMA 
MRS. BERTHA KUNZ BAKER 
STUDIO, 111 East 10th Street 
Ynterviews by Appointment. Tel. 


Dancing. 


ARTHUR MURRAY’S STUDIO 


merica’s fimest teachers of ballroom danc- 
mg. You can learn in six strictly private 
lessons. Half price this month. 

467 Madison Av. Rhinelander 10376. 


ALBERT H. HARRIS, 637 Madison Av.— 
Real instruction ballroom dancing; no 

freakishness; private and _ class lessons; 

investigate. Phone Regent 7226. 


GLORIA CROMWELL’S DANCE STUDIO. 
Practice. leseons. 122 W. Tist. Traf. 6343. 


Summer Camps, 


Lexington 8440. 





CAMP ALGONQUIN—First Boys’ Camp; 
.stands ahead Yor character building; 
still under original management; few 
‘more boys wented. Booklets, Information 

7, “ Park Row, City. 


: 


|him a gold fountain 


| passes good at aay 
| tional a 


| spectacular game, 


‘DUTCH ROBBINS NOW 
MARBLES CHAMPION 


Springfield (Mass.) Boy De- 
feats Kentucky Runner-Up 
6 Games to 4. 


BIG CROWD CHEERS RIVALS 


Prizes, Including Gold Watch, 
Heaped on Winner—63 Other 
Contestants Recelve Awards. 


Special to The New York Times. 

ATLANTIC CITY, N. J., June 5.— 
Howard (Dutch) Robbins of Springfield, 
Mass., won the United States marble- 
shooting championship today. Rob- 
bins, who is 13, defeated Tommie Raley 
of Owensboro, Ky., four out of six 
games in the finals of the third annual 
nationa] tournament. 

Robbins succeeds as champion George 
Lenox of Baltimore, who won the title 
here last year. 

Harry Sparr of San Diego, who-was 
stricken ill the first day of the tourna- 
ment, received a gold wrist watch from 
the sixty-three other champions, who in 
turn were presented with bronze statu- 
ettes of a marble shooter made by a 
New York sculptor. It is estimated that 
more than 200,000 boys and girls par- 
ticipated in local tournaments in the 
sixty-four cities represented by their 
champions “here. 

Marie Lawley of Harrisburg, the only 
girl in the tournament, was given a 
bracelet with a crystal marble. She 


| was introduced as “the ffnest little girl 


in America’’ and received a shower of 
American Beauty roses. 

Raley, as the runner-up, received a 
old watch with a silver marble fob. 
Sach of the league champions was 
awarded a gold wrist watch. 

The Tournament Committee awarded 
Robbins a $100 gold watch with a gold 
marble fob. Nzayor E. L. Bader gave 
pen and a gold 
also received annual 
American or Na- 
League baseball park. 
and the runner-up accepted, with pop- 
ping eyes, a small edition of a phono- 
graph. 

With a rabbit’s foot dangling on a 
string around his neck, Robbins shot a 
rallying after the 
mountaineer had run away with the 


pencil. ‘‘Dutch”’ 


Then he, 
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first game by the. top-heavy score of 
13 to 0. Robbins battered his way into 
the marble hall of fame by the follow- 
Fp Scores: /0—13, 3 Ree , o4 

Thousands, representing practically 
every State in the Union, watched the 
games. The rooters were about evenly 
divided. Those living south of the Ma- 
son and Dixon line whooped it up for 
Raley, while ecstatic cries greeted point- 

| taking shots by the aggie wizard of the 
North. 

A hot sun beat down on the specta- 
tors. Men doffed coats, and women held 
newspapers over their heads. For half 
an hour the Fireman Band, coatless, 
kept the crowd humming popular tunes. 

“Tommie” Raley and ‘‘Dutch’’ Rob- 
bins walked to the centre of the ring, 
| smiling at each other. Raley was dolled 
|up in a new brown and white mottled 
sweater, jersey gray knickers, tan 
stockings, rubber sneaks and a blue 
peaked cap with white stripes. 

“Dutch’’ Robbins clung to his “‘lucky”’ 
shooting habit, an ancient blue sweater, 
old knickers, shoes from which his toes 
threatened to emerge and a cap with its 
peak upturned. 


MRS. GUIDA EXONERATED. 


Charge of Attempting to Poison Her 
Granddaughter Is Dismissed. 


A charge of attempting to poison her 
granddaughter, made against Mrs. 


SARNOFF-IRVING 


Angelina Guida, 60 years old, of Mount | 


Vernon, was dismissed yesterday by 
Acting City Judge William Caffrey in 
Mount Vernon on the recommendation 
of Assistant District Attorney Hols- 
worth. Mrs. Guida had been under 
$3,000 bail, accused of sending- poisoned 
figs to Fanny Leone, also of Mount 
Vernon. 

Captain of Detectives Michael’ Silver- 
stein reported that there was not enotfgh 
evidence to connect Mrs. Guida with 
the sending of the figs, which ‘were 
found on examination to contain bi- 
chloride of mercury. The investigation 
started when Miss Leone applied for 
treatment at the Mount Vernon Hospital 
|after she had eaten some of the figs. 
She recovered. 


PRINCE GETS CREDENTIALS. 


French Consul Intercedes 
Scene In Chicago Cafe. 


CHICAGO, June 5 (#).—Prince Kojo 
Tovalou-Houenou’ of Danomey, whose 
color caysed a Chicago restaurant to 
refuse to serve him, resulting in an al- 
tercation and the Prince’s arrest, today 
received a guarantee of freedom from 
similar trouble here in the future by re- 


|ceiving credentials signed by Chief of 
| Police Morgan Collins. 

| The credentials, which are similar to 
|those granted distinguished visitors, 


After 





| tion Counsel after that official had_re- 
|ceived a written appeal from A. Bar- 
| thelemy, French Consul. The Consul 
stated that the Prince is 

| protection of the French Government,” 
'and is “an accomplished French scholar 
'and member of the French bar.”’ 
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were issued on advice of the Corpora- | 


“under the} 
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“Wonderful 


COOL STRAWS 
FOR HOT DAYS 


All smart styles, all light 
in weight and mostly trim- 
med with fancy bands. 


RNOFF-IRVI 


@ Stores Everywhere , 


17 Sy 
Qo» See Phone Book SS aie 


MADE WOVEN 


Ve ; 
STRAWS OY HM Hapa ApNES 


In 100 private letters 
Ambassador Page ad- 
vised and entertained 
President Wilson. 

Never published be- 
fore, they start in the 


JUNE 
WORLD’S WORK 


A Doubleday, Page Magazine 
Limited Supply at Newsstands 


Economical 
Delicious 


HOUSE 
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The best tire 
Kelly ever built 


y 


You can get pretty good ‘mileage from 
almost any of the better known makes of 
tires. But in the Kelly Flexible Cord you 
can get not only greater mileage, but in 
addition a degree of riding comfort such 
as no other high pressure tire can offer, 
because no. other high pressure tire is 


©The NEW Kelly Way 


The drawing shows how the bead 
of the new Kelly Cord is formed 
‘by enclosing strips of braided wire 
in the loops of the cord fabric. The 
cords which form these toops are 
continuous from the beginning of 
the inmost ply to the end of the 
outer. The whole tire thus has a 
flexibility and ‘‘give’’ that is nec- 
essarily lacking in tires made by 
the ordinary method. 


made with the Integral Bead canstruc- 
tion that makes this easy riding possible. 


° 
BOON OOOO 


ae 


& 


ULATED IN: RUBBER 


‘For sale by all Kelly. Springfield dealers 


SMO 


. DIPLOMAT _M 


By PANAMAS 


\ 


Rate 70 


AUTOMOBILES. 


cents an agate line. Telephone LACkawanna 


1000. 


Misleading or questionable advertisements are declined under The Times censorship. 


7 
AUBURN demonstrators, 8 cylinder, 5 and 7 
passenger, 6-cylinder English coach; good 
buy; also several used cars. Heights <Au- 
burn Co., 3,940 Broadway, corner 165th St. 


BREWSTER 1922 Custom Town Car 
PACKARD “gs 1925 Fleetwood Sp. Road 
PACKARD “12” 1923 Custom Sp. Jud. Sed. 
CADILLAC 63" 1924 Spec. 4 Pas. Phaeton 
CUNNING 1922 Custom Sp. & Rdatr. 
LOCOMOBILE 1922 Farnam Nel. Spt. 
LOCOMOBILE 1921 Custom Spec. Rdstr. 
ROLLS-ROYCE late Custom 4 Pas. Sport 
CRANE SIMPLEX late Farnum & Nel. Spt. 
CRANE SIMPLEX late Brewster Cab. & Sed. 
WiLLS-ST, Cc. i924 G. Goose 4 Pas. Sp. 
LANCIA 1923 Fleetwood 4 Pas. Spt. 

1¥22 Special Speedster 
1920 Custom *'48"" Sport 

1923 Custom Speedster 
1923 Daytona Cust. Spdstr 
Open evenings. Time payments. | 
Six Months’ Guarantee. | 

DOUGLAS C. BURRELLBE, 


229 West Sith Bt. Columbus 2000. | 


BUICK COACH, $418 CASH 
and $69 monthly. Late model, as 
good as new mechanically, paint and 
upholstery. 


WARREN-NASH IS THE SAFE 
PLACE TO BUY YOUR CAR, 


DODGE TOURING, $215 CASH 
and $34 monthly. Perfect throughout. 
Good tires. Try it for 5 days. 


NASH ROADSTER, $231 CASH 
and $38 monthly. New York has 
“‘gone Nash.’’ Here is your chance to 
own a guaranteed car at a low price. 


WARREN-NASH MOTOR CORPORATION 
1787 Broadway at 58th Street 
| Open Evenings Columbus 7200 


1924 7-Pass, Sedan. 
1924 Coupe. 

4-Pass, Sport Touring, 
1921 Town Lim, 

Twin Six Closed Car. 
Sport Tourings, 
4-Pass. Sedan. 

1924 Sedan. 

1923 Coupe Sedan. 
£923 Touring. 


PIERCE-ARROW 
PIERCE-ARROW 
RICKENBACKER 
STUDEBAKER 


STUTZ 
| STUTZ - 1924 Coupe. 
Time payments if desired. 
“IERCE-ARROW DISTRIBUTERS, 
USED CAR DEPARTMENT, 
| 233 West 54th St., also 236 West 50th St. 
PHONE COLUMBUS 8500. 


BUICK 1923 touring, original factory finish, 
5 Rudge Whitworth wire wheels; geod ap- 
| pearance and best mechanical condition 
| throughout; down payment only $250. 
| STUDEBAKER 1923 Big 6 speedster, refin- 
ished a beautiful dark biue, renickeled; 
equipped, 5 disc wheels and 5 good 
a very attractive bargain; down pay- 
The Studebaker Corp., Broad- 
Circle 6200. 





| fully 

jptires; 
ment $375. 
| Way at 54th St. 


| BULCK Brougham, 1924 Sedan, | 
| PACKARDS, 1923 sedans, 5 and 7 passenger. 
PAIGE, 1924 sport sedan, 5-passenger. 
PIERCE, 7-passenger sedan; current series, 
| STUDEBAKER, 1925 sport roadster. 
New Amsterdam Storage, 19 West 67th. 
Phone Trafalgar 6444. Open Sundays. 


| BUICK 1925 Standard 6 coupe, ve low | 

mileage; completely equipped with all de- | 
sirable extras; tires practicaily new; could 
almost be displayed as a new car; down 
payment $400. The Studebaker Corp., Broad- 
way at 54th St, Circle 6200, 


BUICK 1924, 5-PASS. SEDAN, 
Buick ‘23, 5 & 7 Pass. Sedan. 
Buick 1923, 7-Pass. Touring, $675. 
FRANKLIN USED CAR CO., INC., 
230 W. 58th, near Bway. Circle 9920. 


BUICKS, late models, sedans, sport road- 

sters and tourings, equipped, guaranteed; 
terms, trades; also 50 other makes, models. 
2038 West 52d. Open ‘evenings and Sundays. 


BUICK 1924 coupe in very good condition 

and priced right. Ask for Mr. White, 
Van Alstyne Motor Corp., 1,876 Broadway. 
Columbus 7660. 


a ES 

BUICK COUPE—Lady going abroad will sell 
Buick, 1925, all improvements, practically 

new, price $1,200. Bryant 0346. Fuller. 


SS 
BUICK 1924 sedan, 5 passenger, small mile- 

ages completely equipped. Fuller-Luce, 
Inc., 218 West 58th St. Circle 6363. 


“BUICK 1924 BROUGHAM; SACRIFICE. 
Five-pass.; mileage 3,000. 240 West 59th, 


_—$—$—_—_$_ 
BUICK sport touring, guaranteed like new. 
Wendelken, 788 Southern Boulevard, Bronx. 





DANIELS 4-passenger sport, 
Motors, 2044 7th Av. 


| Bishop, McCormick & 


| HUPMOBILE 1922 touring; fine shape; bar- 


CLEVELAND Sedan, late 1923 model; like 
new; fully guaranteed; bargain. Interna- 
tional Auto Exchange, 1,890 Broadway. Open 


evenings. 


COLE 1923 7-PASS. SEDAN, $3859. 
FRANKLIN USED CAR CO., INC., 
230 West 58th; near Broadway. Circle 9920. 


classy, 


very 
Moon 


equipped, $975. ~ 
(122d). 


DODGE BROTHERS sedan, coupe, touring, 
runabout and commercial cars; attractive 
assortment to select from; 50 cars on dis- 
play; time payments; —_— $200 to $1,200. 
ishop, Dodge Broth- 

ers dealers, 1,177 Bedford Av., 
and 172 Hillside Av., Jamaica. 


DODGE BROTHERS taxicabs; several haye 

been reconditioned. and repainted car3; 
prices $250 to $1,000; time payments. Bishop, 
McCormick & Bishop, Dodge Brothers deal- 
ers, 1,177 Bedford Av., Brooklyn. 


DODGE touring, good running condition; 
any demonstration; $100. Overland Agency, 
788 Southern Boulevard. 


ESSEX 1924 COACH, $550. 
Beautiful little job, recondition, repainted; 
terms, trades. Paige-Jewett Motor, Monu- 
ment 0873. 


FLINT 1924 sport sedan; beautifully refin- 
ished; car looks and performs like new; 
nickel radiator, 5 practically new cord tires; | 


late model, fully 


Brooklyn, 


are attractive closed car; down payment 
.. 
STUDEBAKER 1924 Special 6 coupe, 5 bal- 
loon tires, fully equipped with bumper, 
motometer, sunvisor and other extras; pre- 
sents a most attractive appearance; down! 
payment $450. The Studebaker Corp., Broad- 
way at 54th St. Circle 6200, 


FORD coupe, 1923, excellent condition; $225. 
Overland Agency, 788 Southern Boulevard. | 


YRANKLINS—FRANKLINS—FRANKELINS, 
FACTORY DISTRIBUTOR 
a 


| 





offers 
FRANKLIN, open models, 3 to $1,200. 
FRANKLIN, closed models, $500 to $2,750. 


ALSO MANY OTHER MAKES. 


DEFERRED PAYMENTS ARRANGED. 
NEW YORK, 1,832 Bway. Col. 7556. 
BROOKLYN, 1,416 Bedford Av. Pros. 


FRANKLIN 1924—10B SEDAN, 
FRANKLIN USED CAR CO., INC. 
230 W. 58th, near B’way. Circle 8920 


H. C. 8S. 4-PASSENGER SPORT, $950. 
Recent type bailoon tires, repainted, recon- 
diti ; terms, trades. Paige-Jewett, Monu- 
ment 0873. 


HUDSON and ESSEX—The recent price re- 
duction on new Hudson and Essex cars 
makes it possible for us to offer used open 
and closed models at extremely low prices. 
See our stock before you purchase any éar. 
Hudson Motor Car Company of New York, 
inc., used car department, 1,771 Broadway, 
at Sith St. Circle 6830. Open evenings. 


HUDSON, 1923 touring, excellent mechanical 
conditien, 5 good tires, refinished in Duco; 

time payments. Bishop, McCormick @& 

Bishop, 1177 Bedford Av., Brooklyn. 

pms A 


HUDSON 1924 7-passenger sedan and coach; 
bargain. Finance Co., Chickering 2964. 


HUPMOBILE 1924 an, practically a new 

car in every way and very reasonably 
priced. Ask for Mr. Bradley, Van Alstyne 
Motor Corp. (Hupmobile Distributors), 1,876 
Broadway. Columbus 7660. 


HUPMOBILE 1924 touring ; condition through- 
out like new; low price and good terms. 
Ask for Mr. White, Van Alstyne Motor 
Corp. (Hupmobile Distributors), 1,876 Broad- 
way. Columbus 7660. 


HUPMOBILE 1923 roadster in exceptional 
condition; bargain price. Ask for Mr. 
Bradley, Van Alstyne Corp. (Hupmobile Dis- 
tributors), 1,876 Broadway. Columbus 7660. 


HUPMOBILE 1923 sedan; good condition; 
reasonable. Van Alstyne Motors Corp., 
1,876 B’way., Col, 7660. Ask fur Mr, Bradley. 


9487. 
FRANKLIN NEW YORK CO., INC. 
| 


gain. Van Alstyne Motors Corp., 1,878 
B'way. Columbus 7660. Ask for Mr. White. 


JEWETT spert and standard sedans, both 
cara in excellent condition; new car guar- 
antee. Jewett -Agency, 788 Southern Bivd. 


JEWETT brougham 1925; opportunity for | 
new car buyer. Wendelken, Dayton 4106. 


Jewett Agency, 788 Southern Boulevard. 


JEWETT brougham, 1924, guaranteed like 








BUICK 1925 %-passenger sedan and coupe; 
bargain. Finance Co., Chickering 2964. | 


CADILLAC 1925 custom built sub. sedan, 
CADILLACS V 63, all models. 
LOCOMOBILE, 1923 sportiff. 
LINCOLN, 1923 Judkins sport sedan. 
MARMONS, 1924 speedsters, 2 and 4 pass, 
MERCER, 1024 4 passenger sport. 
PACKARD °'8,"" 1824 sedan limousine. 
PACKARD “6,” 1928“sport touring. 
WILLS STE. CLAIRE 1924 roadster, 
60 others, fully guaranteed. 
KAPLAN AUTO EXCHANGE, 
782 Tth Av. (cor. 51st). Circle 7093. 


CADILLACS. CADILLACS. 
KNICKERBOCKER, 
1,694 Broadway, bet. 53d and 54th: Sts. 
CADILLACS. CADILLACS. 


CADILLAC 1925 COACH. 
Cadillac 63, 7-pass. tour; special. 
CADILLAC 63 SUBURBAN. 
POWERS & MARCUS, 

20 Central Park West. Col, 3725. 

Coach. 


CADILLAC 1925 

CADILLAC 1924 Phaeton. 
CADILLAC 1924 Roadster. 
W. R. Schoonmaker, 1,866 B'way. Col. 2940. 


CADILLACS “¥-83.” 

Sedan, suburban, touring, phaeton, coupe. 
Jacod & Co., 1,860 B'way. Columbus 7541, 
CADILLAC coupe 1924, like new; sacrifice. 

Many others; all makes; all types. 
Scott, 136 West 52d. Circle 7625 
CADILLAC ‘61 COUPE, 
CADILLAC ‘"61"" 4-PASS. TOURING. 
WAREHOUSE, 20 WEST 63D. 
CADILLAC 1924 coupe, almost new; = 

Sa. 


sacrifice on account leaving State. 
after 7 P. *. White Plains 4134, 


CADILLAC touring, 1919, new Duco finish; 
excellent mechanical condition, Telephone | 
O’Connor, Ashland 8607. 
CADILLAC limousine, monthly; reasonable ; 
$3 hour; races special. Academy | 
Hurd. 
CADILLAC ‘61” 
1,384 Atlantic Av., 
fayette 0700. 


CADILLAC 61 Z Imperial lim ine; bar- | 
gain; almost new. Lawrence, 138 West 55th, | 


CADILLAC sedans, runabouts dnd sport 
roadsters. Motor Car Co,, 21 West 62d. 
CADILLACS, ALL TYPES. 
International Auto Exchange, 1.890 B'way. 
CADILLAC 1925, custom built sedan; sacri- 
fice Scott, 136 West 52d. Circie 7625. 
CADILLAC ‘V-63" De Luxe Coupe. 
5-pass.; also sedan. 240 Wést_ 59the 
CADILLAC, 1919, limousine, like 
Boyle, 132 West 56th, Circle 4187. 
CADILLAC 1923 5-pass. sedan and coupe. | 
225 West 58th. 


| CADILLAC Y-63 Imperial sedan, beautiful | 
condition, Bryant 5844. | 


private owner. 


phaeton ; 
Phone La- 


Brooklyn. 


| 
new. 


CHANDLER SEDAN SERIES '24 


and $89 monthly for 10 
Famous Pike's Peak motor 
Transmission on_ this 
Like new throughout. 


$594 cash 
months, 

and ‘Traffic 
guaranteed car. 


HULETT MOTOR CAR CO., Inc. 
1888 Broadway Columbus 1011 | 








CHANDLER, 7 passenger; private pagy 
wishes to sell car; recently overhauled ; ex- | 
cellent rubber; $350. Buckminster 5505. } 


“HANDLER Royal Dispatch, $775, equipped; | 
he season. Moon Motors, Morningside 7784. 


CHEVROLET 1924 touring; like new in all | 

respects, paint, motor, tires, bafter and all 
show no signs of wear; fully 
equipped, bumper, motometer, __windshiel 
wiper, mirror; down payment $175. 
STUDEBAKER 1924 Light 6 touring; beau- 

tiful refinish; motor thoroughly recondi- 
tloned; spare tire, bumper, motometer, mir- 
ror, &c.; upholstery in first-class condition; 
down payment $250. The Studebaker Corp., 
Broadway at 54th St. Circle 6200, 
CHEVROLET 1924 touring, excellent condi- 

tion; any demonstration, Overland Agency, 
788 Southern Boulevard. 


CHRYSLER 1925 touring; driven only 5,000 
miles; like new throughout; equipped with 


essentials 


| LINCOLN 


| LINCOLN 


Circle 5259. | 33: 


PACKARDS,. 


new. Jewett Agency, 788 Southern Boule- 
vard, | 


JORDAN—Latest model Straight 8 sedan, 
5 pass.; chance new car buyer. 1,467 Bed- 
ford Av., Brooklyn, Prospect 7013. 


KISSEL 1925 2-PASS, SPEEDSTER. 
MR. BECKER, COLUMBUS 3894. 


LANCIA Town Cabriolet, fine condition, 
Owned privates. Body by Locke. 
FRANKLIN ‘EW YORK CO.,, 1,832 B'WAY. | 
LANCIA 4-passeuger sport touring, like new, 
bargain. Jefferson 7100, head chauffeur. | 
LEXINGTON 5-PASSENGER 1923 COACH. 

All accessories. This car can be : 
bought at a very low price, 
FRANKLIN NEW YORK CO., 1,832 B’WAY. 
LINCOLN SPORT SEDAN. 

Driven 6,200 miles; many other 

models; new car guarantee. 
FULLER-LUCE, INC., 
(Lincoln Distributers), 

218 West 58th St. Circle 6363. 
LINCOLN TOURING AND COUPE, 
LIKE NEW, MUST SACRIFICE, 
Warehouse, 20 West 63d. 


LINCOLN 1925 Phaeton, run 378 miles. 
Jacod & Co., 1860 B'way. Columbus 7541, 
LINCOLN 1925 4-PASS. SEDAN. | 

W. R. Schoonmaker, 1,866 B'way. Col. 2940. 
a I I nee EOL lh LO en Nc 
| 


1923 Judkin sport sedan; sacri- | 
Fischer, 136 West 52d. Circle 7626. 





fice, 


| LINCOLN phaeton, run very little; bargain. | 


Phone Mr. Reynolds, AsHland 3020. | 


limousine landaulet; sxcrifice, | 
$900. Mr. Cole, Ashland 3020. 


' 
LOCOMOBILE, iatest series 4-passenger | 
sportif; most beautiful car in city. Mr. | 
jiass, 19 Central Park West. | 
| 

' 


LOCOMOBILE, series 7, sport touring; sacri- | 
fice. Scott, 1,654 Broadway. Circle 7625. 


LOCOMOBILE 4-Pass, Sport, series 7; bar- 
gain. Philip, 21 West 62d St. 

MARMON 1925 sport sedan, run 900 miles. 

JACOD & CO., 1,860 B'WAY. COL. 7541. 


MARMON 1924 2-PASS, SPEEDSTER. 
Packard Auto Ex., 10 W. 60th. Columbus 5078 


MAKMON sport speedster, like new; fully 
guaranteed. Int'l Exchange, 1,890 B'way. | 


MERCER Speedster, series 5, like new; fully 
guaranteed, Int'l. Exchange, 1,890 B’way. 


MERCER 4-Pass. Sport, series 5; bargain. | 
Philip, 21 West 62d St. j 


bell, Pierce Garaze, 42 West 62d. 


NASH 1924 SPORT SEDAN. | 


FRANKLIN USED CAR CO., INC., } 
230 West 58th, near Broadway. Circle 9920. | 


OAKLAND; $135; perfect; 1921 touring; ex- | 
; new cord tires. Telephone Henry | 
129 Carroll St., Brooklyn. | 


OVERLAND sedan, 1925, 6-cylinder, used | 
demonstrator; guaranteed. Overland | 
Agency, 788 Southern Boulevard, Bronx. | 


OVERLAND 1924 touring, like new; guar- | 
anteed; demonstration. Overland Agency, | 
788 Southern Boulevard. | 





PACKARDS. | 
KNICKERBOCKER, | 
1,694 Broadway, bet. 53d and 54th Sts. 
PACKARDS, PACKARDS. | 

PACKARD ’24—5-PASS. COUPE. | 
Packard 1923—5 & 7 Pass. Tour. | 
FRANKLIN USED CAR CoO., INC. | 
230 W. 58th, near Bway. Circle 9920 | 


PACKARD “6,’"’ LATEST 1925 ROADSTER. 
PACKARD 1924 4-PASS. SPORT. ' 
W. R. Schoonmaker, 1.866 B’way. Col. 2940. | 


PACKARD 8, Second Series, Sedan Lim. | 
ORIGINAL CONDITION; MILEAGE 4,000. | 
. MR. GLASS, COLUMBUS 3894. 


PACKARD. straight 8 special coupe; 
beautiful job in city; cost $6,250; 
offer. Powers, 20 Central Park West. 


PACKARD “6,” 4-PASS. TOURING; 
fine shape; bargain. 
WAREHOUSE, 20 WEST 63D. 
PACKARD, straight 8 roadster, 


Fleetwood; exceptional. Intl. 
1,890 Broadway, 


PACKARD SPEEDSTER; 
RUNNING CONDITION; 
BINGHAM 6289. 


most 
make 


custom | 
Ex- 


WONDERFUL | 
SACRIFICE. | 








bumper, bumperettes, motometer and all es- 
sentials; a most attractive car; down pay- 
ent 75. 
erUDEBAKER 1924 Special 6 toufing; orig- 
inal maroon finish as good as new; me- 
chanically perfect; 5 practically new tires and 
everything necessary in extra equipment; 
| down payment $350. The Studebaker Corp., 
Broadway at ‘4th St. Circle 6200. 


CHRYSLER 1924 Imp. sedan. 
CHRYSLER 1924 Brougham. 
CHRYSLER 1925 Roadster. 
COLT STEWART CO., 
(Chrysler-Maxwell Distributors.) 
1,745 Broadway. 2nd Floor. Columbus 6370. 
1,630 OS 
CHRYSLER 1925 SEDAN, 
Run one Mile. 
W. R. Schoonmaker, 1,866 Bway. 


SUNNINGHAM 1924 
S00 & CO., 1,860 B'WAY, _COL. 7541. 
CUNNINGHAM sport sedan, like new. Philip, 

21 West 62d St. 





Col 2940. 


| PEERLESS 1922 royal town car; $550; also 
SPORT TOURING. : 


PACKARD Single 6 Imperial limousine like | 
new. Amorosi, 655 Lexington. Plaza 8423. 


PACKARD 1924 “8” touring. 
JACOD & CO., 1,860 B’WAY. COL. 7541, 


PACKARD twin roadster, 1921,) extras. 
Owner, 4862 Broadway. Billings 10275. 
PACKARD 1923 single six sedan; sacrifice. 
Scott, 136 West 52d. Circle 7625. 

PAC RD Sedan, fully equipped; sacrifice. 
Philp, 21 West 62d St 

PAIGE brougham 1925, practically new; 
liberal discount. International Exchange, 
.890 Broadway. 


sedan, $150. Benjamin's Chauffeur, Metro 


Garage, 64th and West End Av. 


PEERLESS 1924 PHAHTION; SACRIFICE, 
Four-pass.; make es 240 West 59th. 


hydraulic brakes; $2,200 cash. 
Haven 5200, 9-5; 


Bedford Av., Brooklyn. 
PIERCE ARROW 1924, 


$800. 


- |OR TO 
| MENERVA town car, late model. Mr. Camp-'| MARCY 


| AUTO 


18 Columbus Circle, room ¢ 
| St. 


PIERCE-ARKOWS, late model 
drive limousines and attractive late mod 
cabriolets, TIME PAYMENTS if destred. 
PIERCEARROW DISTRIBUTERS, 
USED. CAR DEPARTMENT 
233 West 54th St., also 236 West Seu. at 
PHONE COLUMBUS 8500. 


PIERCE-ARROW limousine; 48 H. P.; 


as new; Ducote finish; 5 cord tires 4-w 
Phone Mott 
evenings, Raymond 123. 


PIERCE-ARROW, ALL BODY STYLES. 


LATE MODELS EXCEPTIONAL BARGAINS 


POWERS & MARCUS, 


20 Central Park West. Col. 3725. 


PIERCE-ARROW—Latest model 60 touring; 


chance for new car buyer; sacrifice. 1,467 


Prospect 7013. 


4-passenger sport. 
Fischer, 136 W. 52d. Circie 7626. 


ROLLS ROYCE 5-PASS. SPORT. 
ALPINE MODEL. 
MECHANICALLY RECONDITIONED. 
BY ROLLS-ROYCE CO. OF AMERICA 
AND GUARANTEED. 

1.650 BROADWRY. ROOM 703. 


STEVENS DURYEA CABRIOLET for sale; 


special body by Locke; 1923 chassis; gone 
only 4,000 miles; is in perfect condition; 
cost evor $10,000; will sell for $7,500; owner 
going abroad: photo will be sent or can be 
seen at private garage. Apply before June 
11. P. O. Box 403, Newport, R. I. 


STUDEBAKER late 1924 Special Six tour- 

ing, like new disc wheels, bumpers, é&c., 
painted maroon; cost $1,700, will sacrifice 
Nugent, 201 Eastern Parkway, Brook- 
lyn, 


STUDEBAKER 1924 special 6 speedster, cus- 
tom built; owner sacrifices. 203 West 52d, 


STUDEBAKER, new, 1925 model; big dis- 
count, 1440 B’way, Suite 1260. Penn. 7 


SUNBEAM 4-passenger sport touring, latest 

model; mechanically perfect; beantiful fin- 
ish; very sporty; excellent ttres, extras; 
genuine bargain. Roth, 240 West 53d. Open 
evenings. 


WILLS-STE. CLAIRE 1922 touring car, per- 
fect condition; just been completely over- 

hauled; will sacrifice. Wills-Ste. 

Claire Service Station, 

Marion Av.,. Long Island City. 


WILLS ST. CLAIRE, 1924 sedan, 5-passen- 
ger, perfectly new; an exceptional trade. 
Fuller-Luce, Inc., 218 West 58th. 


WILLS STE. CLAIRE 
make offer. Vaughan, 


WILLYS-KNIGHT 17-PASS. SEDAN, 
latest model, newly painted, uphol- 
stery as good as new; car carefully 
handled by former owner; general con- 
dition throughout most convingjng; 
worth $1,350; our price $1,050; act 
quick. Willys-Overland, Inc., Broad- 
way at 50th St. Open evenings. 


readster, like new; 
138 West 55th. 


Unused Cars. 


Standard 6, 5-Passenger Touring; 
Amorosi, 655 Lexington. Plaza 





BUICK 
discount. 
8423. 
pian 
PIERCE-ARROW 4-passenger sport touring, 
model 80; 1925; brand new; never used; 
fully equipped; every convenience, &c.; lux- 
urious riding qualities; special price. Roth, 
240 West 53d. Telephone Columbus 8090. 


Automobiles For Rent. 


BUICK 1925 limousine; owner drives; 
day up, races $10. Morningside 5082. 


BUICK, new 7-passenger; owner drives; $20 
a day up. Nevins 5832. 


CADILLACS, 
formed chauffeurs; 
$25; races $12. King, 
Also downtown branch. 


CADILLAC, new 7-passenger, hire 
week, monthly; careful driver: best refer- 
ences. Call Peter, Schuyler 5844. 


CADILLACS, Packards, by hour, day 
month; latest models; very reasonable. 
Riverside 7973. 


CADILLACS, Packards, Pierces; hour, daily, 
monthly; long trips our specialty. Endicott 
Reo 


luxurious limousines; uni- 
$3 hourly; 10 hours 
Morningside 9618. 


CUNNINGHAM limousine, 7-passenger; uni- 
formed chauffeur; 33 hour; to races $12; 

by day $20 up; special rates by month. 

Pennsylvania 8726. 

HUDSON, Beautiful private 7-pass. sedan; 


daily, monthly; uniformed chauffeur. I 
dicott 9124. 


HUDSON sedan 1925, 7 passcnger ; day, 
month. Phone Westchester 4078. Mrs, Hay. 


LANCIA, beautiful Cabriolet; rent very rea- 
sonably. Longacre 7051. 


LOCOMOBILE landaulet, Al condition; uni- 
formed chauffeur; car owned by private 
party; cars also for sale. Plaza 7157. 


MARMON, attractive Landaulet; rent hours, 
days, reasonable; careful owner drives, 

Schuyler 7124. 

PACKARDS, PIERCES, uniform service, $3 
hourly; monthly rates our specialty. Tra- 

falgar 1137. 

PACKARDS, hour, day, month; careful 
drivers, Pettit, 215 W. 84th. Schuyler 6842. 


PACKARD, Pierce, limousines; $3 hour; 
special rates day, week, month, Piaza 3754. 


PACKARD twin 6 landaulet, $3 hourly; trips 


a speciality. Schuyler 7240. 
PEERLESS sedan; $3 hourly, $86 weekly; 
trips special rates. Huggard, Monument 


Pied 


Diol. 


PIERCE-ARROW, beautiful, hour, trip, day; 
experienced driver; modern garage, Colum- 
bus 9021, aoe 


STUTZ touring; hour, day, week; 
rates. Endicott 3110. Apt. 14. 


PICK PICKARD imported’ town car or Lo- 
comobile sport model, $500 per month with 
chauffeur. Geiger, Lackawanna 12 


LADY leaving for Europe June 15, 3 
months, will rent Cadillac Iimousine with 
chauffeur; $450 month. Schuyler 4600. 


LATE MODEL 7-passenger tourings; $3 
hourly trips; monthly rates. Schuyler 0592. 


lowest 





Automobiles Wanted. 


AUTOMOBILES WANTED, CASH wWalt- 
piNG,, HIGHEST PRICES’ PAID. COLUM- 
is $727. 


CASH and clear Long Island lets for late 


sedan. M 57" Times. 


pe er | 
Garages. 


PARK AV. AND 175TH ST.—GARAGE, 
ABOUT 10,000 SQUARE FEET, FOR SALE 
LEASE; BROKERS PROTECTED. 
OPERATING O., 1! UNION 
SQUARE. 
GARAGE, 
Central; 
$5,000. 


70-car capacity, 1 block Grand 
10-year lease. Rent $475. Price 
Principals only. Phone Atlantic 5476. 


Loans on Automobiles. 


AUTO OWNERS—QUICK LDANS, 
CAR IN YOUR POSSESSION. 
LOWEST RATHS—NO RED TAPBE. 
Mortgage Loans and Rent Assignments. 
BETHLEHEM FINANCE CORPORATION, 
1,650 BROADWAY (51ST) CIRCLE 0065. 


AUTO OWNERS—QUICK LOANS. 
Car in your possession. Coufidenttaj. 
Loans made same day. Easy payments 
PEEXLESS FINANCE CORPORATION, 
250 West 57th St. (corner Broadway), 
Suite 621. Phones Circle 7082-0827. 


IMMEDIATE LOANS ON CARS 
While used or in storage. Confidential, 
CIRCLE AUTO FINANCE CoO., 

250 WEST 57TH, FISK Bidg. CIRCLE 7374. 


Automobile Instruction. 
instruction, ladies, gentlemen, day, 
night; full course until license granted, 
$15; references; cars hired for examination 
Manhattan School, 142 East 4ist. Lexington 
8054 


| AUTO instruction, $10 until license granted. 


Checker Training School, 
32; or 345 East 63d 


Telephone Columbus 0330 


Day, evenings. 
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